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PREFACE 


The  object  of  this  work  is  partly  in  fulfilment  of  a pledge  made  over 
three  years  ago  to  a large  number  of  opticians,  that  a work  should  be 
written  on  optical  instruments  to  cover  the  ground  of  the  Spectacle 
Makers’  Company’s  Examination  on  that  subject;  but  it  is  written  in 
the  hope  that  it  will  have  a wider  scope  and  play  a much  more  useful 
part  than  merely  to  furnish  material  for  examinees  to  read  up. 

It  has  long  been  the  complaint  of  workers  in  various  departments 
of  science  that  no  work  exists  dealing  with  the  theory,  construction, 
and  practical  working  of  the  various  classes  of  optical  instruments. 
Numberless  text-books  on  optics  exist,  but  almost  without  exception 
they  dismiss  the  subject  of  optical  instruments  in  a few  pages,  as  if 
they  were  of  no  importance  at  all.  It  is  unfortunately  the  case,  at 
least  in  England,  that  optics  is  either  taught  solely  as  an  exercise  in 
mathematics  on  the  undulatory  theory  of  light,  or  else  so  superficially 
as  to  be  of  little  help  to  the  student  in  other  branches  of  science.  In 
no  work  is  it  treated  as  a means  to  an  end.  So  numerous  have  been 
the  requests  for  a work  of  the  kind  referred  to,  that  the  author  has 
made  an  attempt  to  meet  it,  and  the  series  of  text-books  proposed  is 
the  result.  It  has  been  a far  more  arduous  task  than  was  anticipated, 
since  in  endeavouring  to  explain  the  various  phenomena  inseparably 
connected  with  the  instruments,  it  was  imperative  to  do  so  with  the 
absolute  minimum  of  mathematics,  otherwise  it  would  fail  to  meet  the 
requirements  of  the  very  men  for  whom  it  was  written.  In  embracing 
so  large  a subject  the  difficulty  has  been  not  so  much  to  decide  what 
to  put  in,  as  what  to  leave  out.  At  the  same  time,  it  was  found 
absolutely  necessary  to  deal  at  some  length  with  achromatism ; with 
Fresnel’s  theories  of  wave  motion,  interference,  and  polarization ; with 
the  theory  of  lens  systems  and  equivalent  planes  enunciated  by  Gauss ; 
and  lastly  with  the  theories  of  diffraction  as  applied  to  the  microscope 
by  Abbe  (and  others) — since  these  form  the  four  pillars  on  which  the 
whole  superstructure  of  practical  optics  rests. 

No  one  is  more  conscious  of  the  defects  of  this  work,  and  especially 
of  its  poverty  of  explanation,  than  the  author ; and  the  reader  must 
accept  as  the  excuse  for  the  immense  amount  of  useful  matter  omitted, 
the  imperative  necessity  of  limiting-  the  cost  and  size  of  the  work  as 
far  as  possible.  For  these  reasons,  only  one  instrument  of  each  type 
is  described,  unless  it  introduces  a new  principle.  At  the  same  time, 
in  order  to  prevent  the  work  becoming-  too  dry  and  technical,  the 
author  has  here  and  there  departed  from  the  immediate  scope  of 
the  work  to  introduce  subjects  of  collateral  interest,  yet  bearing  on 
the  main  subject.  The  object  kept  in  view  throug-hout  has  not  been 
to  teach  optics  for  its  own  sake,  but  to  enable  the  student  to  grasp 
the  fundamental  principles  of  each  instrument,  to  teach  him  how  to 
work  with  it,  and  to  test  it,  and  to  know  the  leading  principles  and 
facts  of  the  science  for  which  the  instruments  treated  of  are  mainly 
used. 

In  this  first  handbook  of  the  proposed  series  the  author  has  given 
a brief  description  of  the  various  forms  of  cameras  and  lenses  at 
present  in  use,  and  discussed  all  the  simple  problems  connected  with 
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the  lens  and  general  optics  of  photography  and  the  optical  lantern,  as 
far  as  is  necessary  for  the  student  and  optician,  and  he  has  illustrated 
each  by  abundant  examples.  For  those  who  desire  more  advanced 
knowledge,  the  student  is  strongly  recommended  to  the  works  of 
Grleicken,  von  Rohr,  Cole,  Silvanus  Thompson,  and  Dennis  Taylor, 
as  well  as  Lord  Rayleigh’s  collected  papers  and  the  numerous  articles 
by  Drs.  Drysdale  and  Chalmers.  The  various  processes  connected 
with  colour  photography,  and  the  physiological  and  physical  problems 
dependent  on  them,  have  also  been  discussed.  The  author  has  also 
briefly  touched  on  the  theories  of  light  action  on  the  photographic 
plate,  and  given  numerous  rules  for  the  student’s  guidance  which  he 
lias  amply  proved  in  practice.  He  has,  however,  omitted  all  reference 
to  the  innumerable  methods  of  printing  and  toning,  and,  indeed,  to 
everything-  connected  with  art  apart  from  science ; and  besides,  these 
subjects  will  be  found  admirably  treated  in  the  classical  works  of 
Sir  W.  Abney,  Prof.  Eder,  Chapman  Jones,  Child  Rayley,  Brothers, 
and  Hasluck,  and  also  in  the  “ Barnet  ” book  of  Photography,  and  in 
the  practical  series  of  photographic  handbooks  edited  by  the  Rev.  F. 
C.  Lambert. 

The  author  acknowledg-es  his  indebtedness  to  Sir  William  Abney 
for  kindly  correcting  the  proof-sheets  relating  to  the  testing  of  shutters 
(Chapter  III.)  and  to  the  sensitometer  (Chapter  IV.),  and  also  for  his 
permission  to  copy  the  drawings  which  illustrate  his  apparatus.  He 
would  also  express  his  thanks  to  Dr.  Drysdale  for  supplying  the  illus- 
trations relating  to  speed  measurement  described  in  § 10 ; to  Mr. 
Hopwood  for  the  use  of  Figs.  18  to  23  inclusive,  and  for  valuable 
information  relating  to  living  pictures;  to  Mr.  A.  E.  Conrady  for 
clearing  up  several  points  of  doubt  in  connection  with  Chapter  II., 
and  for  kindly  revising  several  of  the  proof-sheets  of  that  chapter  ; to 
Mr.  Urban  for  much  valuable  information  relating  to  the  kinemato- 
graph,  and  for  supplying  several  wood  blocks  (Figs.  28-33) ; to  Mr. 
Sanger  Shepherd  and  Mr.  Welborne  Piper  for  revising  the  articles  on 
three-colour  processes  and  on  colour  printing ; to  Mr.  Edgar  Senior 
for  supplying  the  superb  photograph  of  the  Lippmann  film  section ; 
to  Messrs.  Horwitz  for  the  two  cliches  of  the  projectiles  showing  the 
condensed  air  waves ; to  Mr.  Hinton,  and  to  Mr.  Sinclair  for  many 
helpful  suggestions  in  relation  to  development.  The  author's  thanks 
are  also  due  to  Mr.  Sanders  for  several  woodcuts,  and  also  for  the 
striking  photograph  of  a gannet  alighting  on  her  nest ; and  to 
all  the  other  numerous  opticians  who  have  generously  placed  their 
blocks  at  his  disposal,  and  whose  names  will  be  found  in  the  text; 
and  to  Mr.  Lionel  Laurance  and  Mr.  H.  O.  Wood  for  revising  the 
numerous  calculations  and  formulae  to  be  found  in  the  chapter  on  the 
lens,  and  for  their  great  kindness  in  many  ways. 

The  section  on  Telephoto  Lenses  had  the  advantage  of  revision  by 
the  late  Mr.  J.  H.  Dallmeyer  shortly  before  his  lamented  death. 

55,  Queen  Anne  Stkeet, 

Cavendish  Squake,  W. 


ERRATA 


Page  vi,  last  line,  for  “ J.  H.  Dallmeyer  ” read  “ T.  B.  Dallmeyer.” 

„ 8,  line  7,  for  “ Houghton  & Sons  ” read  “ Houghtons,  Ltd.” 

,,  14,  line  14,  for  “ 54  x 107  ” read  “ 45  x 107  ” mm. 

„ 14,  line  17,  for  “ 6^  x 3|  ” read  “ 6|  x 3£.” 

„ 62,  line  2,  for  “ Fx  - F2  - d ” read  “ Fx  + F2  - d ” in  both  expres- 

sions. 

,,  63,  line  6,  for  “ Adon  lens  ” read  “ above  figure,” 

t 2 4 

„ 66,  line  6,  should  read  ex  — - = 

fj.  ljO  O 

t 2 4 

„ 67,  line  2,  should  read  e2  = - = — -=  = 

yU  1,5  O 

,,  70,  line  1,  add  “ /x  = 1,6 ; 4 = 1;  r3  = — r4  = 2.” 

„ 70,  line  13,  for  “ P']  and  P'2  — d ” read  “ P'j  + P'2  — d." 

„ 76,  last  line,  /or  “ fx  — f”  read  “ /2  — fv" 

,,  105,  line  22,  for  “ Astigmat  ” read  “ Stigmat.” 

,,  126,  line  25,  for  “ astigmat  ” read  “ anastigmat.” 

,,  187,  lines  15  and  19,  for  “ Thornton  & Picard’s  ” read  “ The  Thornton- 

Pickard  Co.’s.”  * 

,,  190,  Fig.  145,  add"  Manufactured  by Thornton-Pickard  Co.*  and  sold 

by  Watson.” 

,,  190,  line  29,  for  “ Thornton  Picard  ” read  “ Thornton-Pickard.”  * 

,,  199,  line  4,  for  “ MgO.,  ” read  “ 4MgO.” 

,,  207,  last  line,  for  “ Burroughs,  Wellcome  & Watts  ” read  " Burroughs 

Wellcome  & Go.” 

,,  233,  line  4,  for  “orange”  read  “ deep  greenish  blue.” 

,,  240,  line  20,  for  “ jet  black  ” read  “ greenish  grey.” 

,,  253,  line  11,  for  “ light  ” read  “ lines.” 

,,  271,  line  6,  for  “ Anachromat  ” read  “ Anastigmat.” 

„ 275,  line  8,  for  “ 3-in.”  read  “ 9-in.” 

,,  285,  Note  to  Table  10,  for  “ Burroughs,  Wellcome  & Watts  ” read 

“ Burroughs  Wellcome  & Go.” 

* See  advertisement,  page  324, 

Note. — The  Author  will  be  indebted  to  any  reader  who  will  kindly 
point  out  to  him  any  further  errors  he  may  find. 
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CHAPTER  I 

THE  CAMEBA 

§ 1.  Pinhole  Camera. — 1.  The  simplest  form  of  camera 
consists  of  a light-tight  box,  having  a minute  aperture  in  the 
centre  of  its  front.  It  is  known  as  the  pinhole  camera. 
Usually  an  ordinary  camera  is  used,  a disc  of  thin  ferrotype 
plate  or  other  metal  being  substituted  for  the  lens.  The  plate 
is  perforated  by  several  pinholes  varying  from  ~ to  ~ in.  in 
diameter,  which  can  be  used  successively  by  rotating  the  disc.1 
In  order  to  get  the  best  definition,  the  size  of  the  hole  must  be 
chosen  according  to  the  distance  of  the  plate  from  the  aperture, 
and  the  distance  and  nature  of  the  object  to  be  photographed. 

The  rays  which  pass  through  the  pinhole  correspond  to 
those  which  pass  through  the  optical  centre  of  the  lens. 

The  image  is  therefore  reversed,  and  can  be  formed  in  any 
plane,  e.g.  B"A'',  B'A',  or  BA  (Fig.  1). 

The  smaller  the  aperture,  the  nearer  the  rays  correspond 
to  central  rays,  and  the  sharper  will  be  the  image.  This  holds 
true  up  to  the  point  when  the  scale  is  turned  by  the  diffraction 
set  up.  It  is  necessary,  therefore,  to  have  a different-sized 
pinhole  for  varying  distances  of  object  and  length  of  camera, 
in  order  to  get  the  best  possible  definition.  Diffraction  is  due 
to  the  light  waves  being  retarded,  or  bent,  by  striking  the  edge 

1 These  discs  made  to  fit  any  camera,  and  perforated  with  holes 
numbered  in  accordance  with  their  size,  can  be  obtained  from  Houghton, 
Fallowfield,  Lizars,  Adams,  and  other  dealers. 


B 


2 


PHOTOGRAPHIC  OPTICS 


of  the  pinhole.  If  the  hole  be  very  large  compared  to  a wave 
length,  the  number  of  waves  retarded  is  insignificant  compared 
with  the  mass  of  unimpeded  waves,  and  the  diffraction  will  be 
unnoticeable ; but  if  the  hole  be  small  compared  with  a wave 
length,  the  image  which  would  otherwise  be  formed  clearly  and 
sharply,  as  if  drawn  with  a pencil  point  equal  in  size  to  the 
pinhole,  is  impaired  by  the  diffraction  images.  This  is  why  a 
special  hole  must  be  found  which  will  give  the  best  results  for 
a given  distance  of  object  and  image. 

The  method  of  calculation  is  usually  made  on  Lord  Bay- 
leigh’s  supposition  that  the  limit  of  retardation  should  be  taken 


as  ^ ; A being  the  wave  length  for  ordinary  photographic  blue- 
violet  light. 

Let  ^ be  the  retardation  (Fig.  2) ; 

r the  radius  of  pinhole  ad ; 
and  d the  distance  from  the  plate  S ; 
also  let  ad  be  perpendicular  to  d P,  the  axis. 

Then,  if  «'P  = d,  «P  = d + ^ 

Since  the  angle  adV  is  a right  angle 

r2  + d2  = (d  + (Euclid  I.  47.) 

Therefore  r2  = (d  + ^ — d2,  ....  . [1] 

A2 

= d2  -f  d\  + j — d'1  = dx 
A2 

since  ^ , being  very  small,  may  be  neglected. 
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Therefore  r = d\ [2] 

and  ^ = X [3] 

In  other  words,  the  distance  of  the  pinhole  from  the  plate  equals 
square  of  the  radius  of  the  pinhole,  divided  by  the  length  of  a 
light  wave  (0,59^,  to  0,4y.). 

Example. — What  is  the  correct  diameter  to  make  the  pinhole 
for  a camera  10  in.  in  length,  the  object  being  very  remote 
compared  with  the  length  of  the  camera  ? 

The  distance  of  the  plate  from  the  pinhole  is  10  in.,  and 
\ = 0,000016  in.,  or  0,0004  mm. 

Therefore  r = V 0,000016  x 10  = 0,013  in. 


S 


Fig.  2. — Diagram  to  illustrate  the  method  of  calculating  the  size 
of  the  aperture. 


The  correct  diameter  of  the  pinhole  will  therefore  be 


0,026  in.  = ^ in.  (nearly) 

If  the  object  be  near  compared  with  the  length  of  the 
camera,  another  formula  must  be  used.  Let  f2  be  distance 
of  the  pinhole  from  the  plate,  f_  the  distance  of  the  object 
from  the  pinhole,  and  d the  diameter  of  the  pinhole.  Then 

d 2 = x 0,81 [4] 

/l  +/2 


the  latter  being  a constant,  gives  the  value  in  millimetres,  when 
yj  and  f2  are  expressed  in  metres  or  decimals  of  a metre. 

Example. — The  object  is  2 metres  distant,  and  the  plate 
0,25  metre  (10  in.)  from  the  pinhole : what  will  be  the  most 
effective  aperture  ? 

Here  fx  = 2 ,/2  = 0,25, 


Therefore 


,2  _ 0,25  x 2 x 0,81 
1 0,25  + 2 


0,18 


d = V 0,18  = 0,42  mm. 


and 
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If  f be  very  much  larger  than  f2,  which  it  usually  is,  it 
may  be  omitted  without  any  perceptible  error,  and  the  equation 
becomes  simplified  to 

d=  VpT72 

Then  in  the  above  case 


d — 0,25  x 0,81  or  0,45  mm. 

We  may  therefore  give  the  following  rule  : — 

Multiply  the  distance  between  the  screen  and  pinhole,  expressed 
in  decimals  of  a metre , by  0,81,  and  the  square  root  of  the  product 
luill  give  the  diameter  of  the  pinhole  in  millimetres. 

The  intensity  of  light  is  proportional  to  (l  (/2  being  the 

/ 2 

distance  of  the  screen  from  the  hole),  but  it  must  be  remem- 
bered, as  D.  J.  Carnegie  first  pointed  out,1  that  the  thickness 
of  the  perforated  plate  always  reduces  its  effectivity,  so  that  the 
exposure  must  be  increased  in  practice  by  about  30  per  cent. 
This  is  more  especially  the  case  as  the  plate  distance  is 
diminished  below  10  in. 

The  size  of  the  picture  is  always  the  ratio  between 


Distance  of  object  from  pinhole 
Distance  of  screen  from  pinhole 


so  that  if  the  object  is  20  ft.  away,  and  the  camera  exten- 
sion = 6 in.,  the  image  = ^ of  the  object. 

Pinhole  pictures  have  the  advantage  of  being  invariably 
orthoscopic,  but  the  exposure  is  enormously  greater  than  with 


F 

a lens.  Compared  with  a portrait  lens  working  at  , a pin- 


hole made  with  a No.  5 needle  [f.  in.  diameter),  with  the  plate 


15  in. 


distant,  the  exposure  will  be 


= 1162,  or  about 


18,400  times  as  long.  Moreover,  a pinhole  does  not  give  rise 
to  point  images,  but  to  circular  patches  of  light,  or  rather, 
diffraction  rings,  which  are  not  sharply  marked  out,  but  fade 
away  from  the  centre  to  the  edge  of  the  patch ; the  rate  of 
fading  depending  on  the  distance  of  the  screen  and  the  diameter 
of  the  hole. 

We  have  mentioned  the  pinhole  camera  first  on  account  of 
its  extreme  simplicity,  but  in  point  of  importance  the  following 


1 British  Journal  of  Photography,  June  22,  1906. 
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Instrument  stands  first  of  all,  since  it  was  undoubtedly  the 
pioneer  of  photography. 

§ 2.  The  Camera  Obscura. — -This  instrument  was  origin- 
ally invented  by  Leonardo  da  Vinci,  and  also  independently  by 
Giambatista  Porta  of  Naples.  From  the  description  he  gives 
in  his  book  on  “ Natural  Magic,”  published  in  1569,  it  is  evident 
that  it  was  not  merely  a pinhole  camera,  but  the  opening  was 
fitted  with  a convex  lens.  “ If,”  he  says,  “ a small  aperture  is 
made  in  the  shutter  of  a dark  room,  distinct  images  of 
all  external  objects  will  be  depicted  on  the  opposite  wall  in 
their  true  colours,  and  if  a convex  lens  be  fixed  in  the  opening 
so  that  the  images  are  received  on  a surface  placed  at  the 
distance  of  its  focal  length,  the  picture  will  be  rendered  much 
more  distinct.” 

If  we  make  the  body  of  a small  camera  constructed  on 
these  lines  adjustable  for  the  various  movements  of  extension, 
elevation,  and  depression,  and  fit  it  to  a bellows  body,  we  have 
practically  the  camera  of  to-day. 

§ 3.  Movements  of  the  Camera  Body.  — A modern 
camera  having  every  movement,  of  which  the  “ Sanderson  ” 
may  be  taken  as  a type,  is  adjustable  in  the  following  ways  : — 

1.  The  distance  between  the  lens  and  the  plate  can  be 
altered,  either  by  extending  the  front  forwards  or  the  screen 
backwards.  Stand  cameras  should  have  both  movements.  If 
it  is  wished  to  copy  to  the  same  size,  the  camera  must  be 
capable  of  extension  to  slightly  more  than  twice  the  focal 
length  of  the  lens,  the  slight  additional  extension  being 
necessary  to  ensure  correct  focussing. 

2.  The  swing-back  allows  of  the  plate  being  kept  parallel  to 
the  object  photographed,  which  is  essential  to  prevent  distortion 
of  convergence,  a defect  which  usually  shows  itself  by  the  lower 
part  of  the  picture  being  magnified  more  than  the  upper  part, 
so  that  in  the  case  of  a building  its  sides  appear  to  lean  together. 
This  is  also  of  use  when  objects  at  various  distances  from  the 
camera  are  required  to  be  simultaneously  in  focus,  without 
unduly  stopping  down  the  lens  to  get  the  necessary  depth 
of  focus. 

3.  There  are  two  kinds  of  swing-backs,  the  one  hinging 
from  the  centre,  the  other  from  the  base.  The  former  has 
the  advantage  that  the  middle  distance,  corresponding  to  the 
principal  axis  of  the  lens,  remains  in  focus  whichever  way 
the  back  is  tilted ; in  the  latter  the  sky  alone  remains  in  focus 
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when  the  back  is  tilted,  thus  necessitating  refocussing  for  the 
middle  distance.  As,  however,  the  readjustment  required  is 
often  very  small,  especially  for  objects  in  different  planes,  it 
may  usually  be  neglected. 

4.  In  addition  to  the  vertical  swing,  the  back  may  be 
capable  of  a lateral  swing  round  a vertical  axis,  which  is 
occasionally  required  when  objects  on  one  side  of  the  medial 
line  are  on  a nearer  plane  and  can  be  brought  into  focus  by  a 
lateral  extension  of  the  opposite  side  of  the  camera.  The 
lateral  swing  is  also  useful  if  the  back  is  not  reversible,  since 
when  the  camera  is  placed  on  its  side  the  lateral  swing 
becomes  a vertical  one,  but  a reversing  back  is  much  the 
best  form. 

5.  A rising  front  is  necessary  when  photographing  elevated 


Fig.  3. — Diagram  showing  the  use  of  the  swing-back. 

objects,  such  as  churches,  so  as  to  obviate  tilting  of  the  camera 
and  thereby  causing  distortion.  The  camera  may,  however, 
be  tilted  as  much  as  you  please,  provided  the  screen  is  kept 
vertical.  At  the  same  time  the  front  may  be  raised  as  well, 
and  the  image  thrown  up  still  more.  Such  an  extreme 
displacement,  however,  can  only  be  effected  if  the  lens  covers 
a much  larger  area  than  that  of  the  focussing  screen.  A 
lowering  front  is  similarly  required  for  photographing  the 
ground  from  an  elevation,  this  being  often  necessary  in 
mountain  photography. 

Fig.  3 shows  how  a camera  fitted  with  a swing-back  and 
rising-front  can  be  adjusted  to  get  the  image  of  a lofty  building 
on  to  the  screen,  while,  at  the  same  time,  it  preserves 
parallelism  of  the  walls  by  keeping  the  screen  perpendicular. 
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In  this  form  of  camera  the  front  can  also  be  swung  to  keep  the 
axis  of  the  lens  horizontal,  but  this  movement  is  of  less 
importance  than  that  of  the  back. 


Fig.  4. — The  Sanderson  Camera.  Type  of  a camera  fitted  with 
every  movement  required.  It  is  a great  favourite  with 
amateurs. 


6.  A camera  must  be  fitted  with  a bellows  extension,  so  as 
to  adapt  it  to  take  lenses  of  varying  foci.  It  should  be  capable 


Fig.  5. — Square  Bellows  Camera.  Type  of  the  ordinary  camera 
used  by  most  professionals.  It  combines  all  movements 
necessary,  but  the  rising-front  is  limited  to  1J  or  2 in.  It  is 
very  serviceable  and  strongly  made. 

of  extension  to  a little  more  than  twice  the  focal  length  of  the 
lens  selected  to  cover  the  plate,  so  as  to  permit  of  photographs 
being  taken  life  size. 
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7.  As  pictures  are  usually  longer  in  one  direction  than  the 
other,  it  is  advantageous  to  have  a reversible  back,  thus  doing 
away  with  the  necessity  of  unscrewing  the  camera  and  setting  it 
up  on  the  stand  on  one  of  its  sides. 

The  “ Sanderson  ” may  be  taken  as  the  type  of  a camera 
which  contains  all  these  movements  to  perfection.  It  is  made 
by  Houghton  & Sons  (Fig.  4).  Other  simpler  and  very  rigid 
forms  are  shown  in  Fig.  5 and  Fig.  8.  Some  years  ago  this 
first-mentioned  type  was  almost  the  only  form  of  camera  used 
by  professionals  and  many  amateurs  for  out-door  work.  It  is 
still  a great  favourite  with  many.  The  accompanying  sketch 
(Fig.  6)  shows  a favourite  continental  form  of  collapsible  box 


Fig.  6. — Eraemann’s  Focal  Plane  Camera. 


camera.  The  focus  is  adjusted  by  means  of  a handle  attached 
to  the  lens.  A focal  plane  shutter  is  usually  fitted  in  front  of 
the  plate,  as  in  the  Anschutz  cameras  of  Goerz  and  Minimum 
Palmos  of  Zeiss,  which  are  very  similar  to  the  above,  but 
contain  some  extra  fittings. 

Fig.  7 shows  a very  useful  and  well-thought-out  form  of 
box  camera  (Perken  & Son).  It  is  a favourite  with  many 
amateurs.  Newman  & Guardia  also  make  a somewhat  similar 
camera,  more  expensive,  but  of  exquisite  workmanship,  com- 
bining every  requisite  that  the  most  fastidious  amateur  can 
desire. 

§ 4.  Methods  of  obtaining  an  Upright  Image. — 1.  By  a 

mirror  behind  the  focussing  screen. — A flat  mirror  backed  with 
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felt  in  a light  frame  (to  prevent, breakage),  and  made  the  full 
size  of  the  focussing  screen,  is  a very  useful  addition.  When 
inclined  at  45°  to  the  bottom  of  the  screen,  and  covered  over 
with  a focussing  cloth,  the  picture  can  be  examined  right  way 
up,  and  the  pictorial  effect  more  easily  arrived  at.  The  only 


Fig.  7.— Perken  & Son’s  Adjustable  Box  Camera. 


objection  to  its  use  is  that  it  gives  rise  to  lateral  inversion. 
But  this  applies  equally  well  to  nearly  all  view-finders,  and  is 
rarely  of  any  consequence  except  in  process  work.  It  can  be 


Fig.  8. — Sinclair’s  Una  Camera,  with  hinge  top  for  using  a rising- 
front  with  very  short  focus  lens. 

readily  made  to  hinge  with  its  reflecting  side  next  to  the 
focussing  glass,  or  be  adapted  to  slide  in  a groove  in  the  camera 
behind  it  when  not  in  use.  By  a simple  arrangement  of  bolt- 
hinges,  I have  contrived  it  so  that  it  can  be  instantly  detached 
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and  made  to  hinge  against  either  the  long  or  the  short  side  of 
the  focussing  glass.1 

§ 5.  Reflex  Camera. — 2.  By  a moveable  mirror  hinged  inside 
the  camera  body. — A reflex  camera,  which  is  one  in  which  the 
mirror  is  inclined  at  45°  inside  the  camera,  and  the  ground 
glass  is  fitted  horizontally  into  the  upper  part  of  the  apparatus, 
effects  the  same  result  as  the  last  method,  the  image  being 
likewise  laterally  inverted.  The  mirror  is  backed  by  a blackened 
board  which  faces  the  sensitive  plate.  This  board  lies  right 
against  a flange  (except  during  the  exposure  of  the  plate),  so 
that  no  light  can  reach  the  latter.  As  the  distance  from  the 
axis  centre  of  the  mirror  to  the  centre  of  the  focussing  screen 
is  exactly  equal  to  the  distance  between  the  centre  of  the 
mirror  and  the  plate,  it  is  obvious  that  if  the  image  is  sharply 
focussed  on  the  screen  it  will  likewise  be  in  focus  on  the  plate 
when  the  mirror  is  raised  (see  Fig.  12).  To  make  an  ex- 
posure, the  shutter  (which  is  preferably  a focal  plane  one,  and 
made  of  black  twill)  is  first  drawn  over  the  plate  and  adjusted 
to  the  desired  speed.  The  object  is  then  focussed  on  the  screen. 
By  pressing  a release  catch,  the  mirror  swings  up  by  means  of 
a spring,  and  in  the  act  of  rising,  releases  the  shutter-blind, 
which  passes  down  over  the  plate.  The  exposure  is  effected  by 
the  horizontal  aperture  in  the  blind  which  traverses  the  entire 
length  of  the  plate.  The  mechanism  is  so  adjusted  that  the 
exposure  is  completed  before  the  mirror  strikes  against  the 
roof  of  the  camera,  which  otherwise  would  cause  a jar. 

This  form  of  camera  is  a great  favourite  with  many 
amateurs,  its  chief  objection  being  that  it  cannot  be  folded  up 
like  a bellows  camera.  Newman  & Guardia,  Boss,  Watson, 
Shew,  Marion,  Beck,  Sanders  & Crowhurst  (Fig.  9),  Sinclair, 
Adams,  and  many  others  make  a speciality  of  it.  Sanders’ 
instrument  has  an  unusually  long  extension,  and  is  extremely 
rigid.  The  image  can  be  seen  (full  size)  both  on  the  top  and  in 
a line  with  the  object.  It  is  made  for  hard  and  rough  work, 
and  is  not  likely  to  get  out  of  order. 

Dallmeyer  was  the  first  to  adapt  the  telephoto  lens  to  the 
reflex  camera,  and  his  model  is  largely  used  by  naturalists 
(Fig.  10).  The  long  extension  renders  focussing  difficult  in 

1 Those  who  have  not  tried  this  plan  will  be  agreeably  surprised  to 
find  how  the  mirror  assists  in  composing  a picture,  especially  in  portraiture. 
Messrs.  Perken  & Son  carried  out  my  ideas  in  a way  that  leaves  nothing 
to  be  desired. 
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some  of  these  cameras,  and  Dallmeyer  fits  to  them  a long  rod 
fitted  to  a Hook’s  universal  joint,  which  is  exceedingly  con- 
venient. 

Newman  & Guardia  supply  a very  convenient  focussing 


Fig.  9, — Birdland  Reflex  Camera,  fitted  for  ordinary  and  telephoto 
work  (Sanders  & Crowhurst). 

hood  made  of  leather  or  cloth  which  can  be  pushed  down  out 
of  the  way  into  the  body  of  the  camera  when  not  in  use.  On 


Fig.  10. — Dallmeyer’s  Naturalist’s  Camera,  fitted  with  portrait 
telephoto  lens.  The  Hook’s  universal  joint  is  not  shown. 

the  top  of  the  hood  are  a pair  of  eye-cups,  which  contain  a 
pair  of  deep  meniscus  landscape  lenses  (described  on  p.  64). 
These  are  constructed  on  the  pattern  I have  designed,  and  can 
be  made  of  any  focal  length,  positive  or  negative,  to  suit  the 
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user’s  near  point.  They  give  a perfectly  flat  field,  so  that  all 
parts  of  the  image  can  be  seen  in  focus.  The  camera  has  a 
revolving  back  so  as  to  take  pictures  either  horizontally  or 
lengthways.  The  reflex  cameras  of  Eoss  and  Marion  possess 
some  admirable  features.  Since  all  the  above-mentioned  firms 
produce  high-class  reflex  cameras  having  special  features  of 
their  own,  the  photographer  will  do  well  to  examine  each 
separate  type  before  making  a purchase.  With  few  exceptions 
all  the  best  reflex  cameras  are  made  by  Kershaw,  of  Leeds,  who 
holds  the  patent  for  the  roller- blind  shutter  used  in  all  of  them. 
He  makes  several  different  models  of  these  cameras. 

The  Telia  Co.  have  just  issued 
an  exceedingly  compact  model,  very 
light  and  rigid. 

The  Kodak  Co.  make  a remark- 
ably cheap  and  effective  quarter-plate 
reflex  camera  (Fig.  11).  Their  Graflex 
camera  (Fig.  12)  merits  attention.  It 
possesses  a second  mirror,  fitted  with 
the  top  lid,  which  dispenses  with  the 
necessity  of  looking  down  into  the 
camera.  The  mirror  supplied  to 
most  reflex  cameras  consists  of  glass 
silvered  on  the  surface.  This  is 
supposed  to  be  better  than  an  ordi- 
nary plain  glass  mirror  silvered  on 
the  back,  because  it  does  away  with 
the  parallactic  double  image.  In 
my  opinion  this  is  no  objection,  as,  if  the  mirror  be  tbin 
(i.e.  not  exceeding  2 mm.),  the  parallax  is  not  noticeable  in  the 
ordinary  mirror,  and  the  brilliance  of  the  image  is  unquestion- 
ably superior  even  when  the  front-faced  mirror  is  new.  The 
latest  invention  is  the  “ Ernex  Beflex  ” (Ernest  Human),  which 
is  provided  with  a swing  back,  and  the  screen,  mirror,  and  plate 
all  move  together.  This  enables  the  plate  to  be  set  vertically 
when  the  camera  is  tilted  to  photograph  a lofty  building. 

§ 6.  By  Means  of  a Double=  or  Twin=Lens  Camera. — 
This  is  more  bulky  and  somewhat  heavier  than  the  reflex,  and 
also  more  expensive,  inasmuch  as  two  identical  lenses  are 
necessary ; but  in  some  respects  it  is  superior.  One  is  able  to 
observe  the  object,  not  only  up  to  the  time  of  releasing  the 
shutter,  but  during  exposure,  as  the  upper  camera  is  entirely 


Fig.  11. — Kodak  Reflex 
Camera. 
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cut  off  from  the  lower  one.  Moreover  (in  some  forms,  at  least), 
a double  bellows  body  is  possible,  so  that  the  camera  can  be 
folded  up  like  an  ordinary  one,  and  is  thus  greatly  reduced  in 
thickness.  Many  photographers,  however,  prefer  a fixed 
mirror  attached  to  the  upper  camera,  which  then  becomes  a 
reflex  camera,  and  the  picture  is  thus  seen  erect,  while  the 
lower  camera  is  being  used  like  an  ordinary  one.  This  allows 
of  the  plate  being  uncovered  throughout  the  focussing,  by 
which  no  time  is  lost  at  the  critical  instant  of  exposure.  For 
bird-life  photography  and  animal  photography  generally,  it  is 
undoubtedly  the  best  camera  that  can  be  employed,  if  the  user 
can  afford  the  extra  expense, 
weight,  and  size  of  camera. 

Gambier  Bolton  employed  this 
form  of  camera  in  taking  his 
celebrated  pictures  of  animal 
life.  He  used  a whole-plate 
camera,  I believe.  Boss  makes 
a speciality  of  this  form  of 
camera,  which  we  have  shown 
in  Figs.  13a  and  13b. 

§ 7.  Special  Forms  of 
Cameras. — 1.  Stereoscopic 
Cameras.  The  principle  in- 
volved in  stereoscopic  vision 
and  the  description  of  stereo 
cameras  is  given  at  length  in 
our  book  devoted  to  the  Stereo- 
scope and  Telemeter.  We  will  merely  give  a few  practical 
remarks. 

First.  The  pictures  may  be  any  size  you  please  if . you 
employ  a Wheatstone’s  mirror  stereoscope,  or  the  American 
sliding-bar  pattern ; but  with  the  ordinary  Brewster’s  stereo- 
scope the  size  is  necessarily  limited. 

Second.  The  stereoscope  effect  is  directly  proportional  to 
the  distance  of  the  two  lenses  apart,  with  which  the  view  is 
taken.  In  my  opinion  this  width  should  never  be  less  than 
2|  in.  (64  mm.).  For  distant  objects  of  still  life,  it  is  a good 
plan  to  screw  a horizontal  bar  on  the  top  of  the  tripod  from  2 
to  3 ft.  in  length,  and  marked  with  a scale  each  way  from 
the  centre.  By  fixing  a clip  underneath,  the  camera  (which 
need  not  necessarily  be  a stereo  one)  can  be  slid  along  from  one 


Fig.  12. — Diagram  of  a Graflex 
Camera,  showing  the  principle 
of  a reflex  camera,  also  the 
second  mirror  attached  to  the 
lid. 
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end  to  the  other,  and  exaggerated  stereoscopic  effect  secured. 
This  greatly  enhances  the  relief,  and  is  essential  if  you  want  to 
get  stereo  views  of  distant  objects,  since  the  eye  cannot  per- 
ceive plasticity  beyond  250  or  300  yards.  One  foot  is  not  a bit 
too  wide  apart  to  take  stereo  views  in  which  the  foreground 
is  more  than  300  yards  away.  This  may  even  be  increased  for  a 
very  distant  foreground  with  advantage.  If  you  wish  to  study 
the  effect  of  separation,  you  cannot  do  better  than  procure  one 
of  Zeiss’  new  stereo  binoculars,  or  his  telemeter  binocular  con- 
structed on  Helmholtz’s  model.  These  instruments  will  enable 
you  to  judge  the  effect  of  separation  up  to  one  metre  or  more. 


Pig.  13a. — Ross  Twin-lens  Camera.  The  folding  focussing  hood 
is  pushed  down  inside  the  upper  compartments.  When 
raised  it  resembles  the  hood  in  Pig.  10.  Fig.  13b  shows  the 
rotating  back  carrying  the  slide. 

Stereoscopic  cameras  are  very  largely  used  in  France,  the 
favourite  patterns  being  made  entirely  of  metal.  The  usual 
sizes  (double  pictures)  are  54  x 107  mm.  (If"  x 41”)  and 
60  x 130  mm.  (2§"  x 5§").  They  are  heavy  and  very  rigid, 
but  yet  small  enough  to  go  into  the  pocket  or  an  opera-glass 
case.  In  England  larger  sizes,  8 x 16  cm.  (65"  x 3|"),  are  pre- 
ferred, as  the  separate  pictures  form  the  regulation  lantern  size 
(3"  x 3''),  and  can  be  used  as  such.  Moreover,  when  a single 
lens  is  used,  a useful  panoramic  picture,  suitable  for  enlarging, 
or  post-cards,  can  be  secured.  To  obtain  this,  the  central 
partition  is  shifted  so  that  one  of  the  lenses  occupies  the 
central  position.  The  Stereoscopic  Co.,  Zimmermann,  Gaumont, 
Demaria,  Lizars,  Watson,  and  others,  all  make  cameras  of  this 


Fig.  13a. 


Fig.  13b. 
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pattern.  Butcher’s  stereo  camera  is  a great  favourite  of  the 
author’s,  being  beautifully  made,  compact,  and  cheap. 

Stereo  positives  on  glass  are  far  more  effective  than  those 
mounted  on  cards,  especially  if  backed  by  fine  ground  glass. 
They  are  made  by  direct  contact  with  the  negative,  and  the 
image  is  developed  and  fixed  in  the  same  way  as  the  negative. 
Care  must  be  taken  to  expose  one  at  a time,  in  order  to  reverse 
the  order  of  the  pictures  on  making  the  transfer,  otherwise  the 
picture  will  come  out  laterally  reversed.  Of  course  the  right- 
hand  picture,  as  seen  in  nature,  must  also  be  the  right-hand 
picture  on  the  stereoscopic  slide,  or  when  looked  at  through 
the  stereoscope.  The  image  on  the  ground  glass  is  not  only 
upside  down,  but  laterally  reversed  as  well,  and  to  correct  this 


Fig.  14. — A roll-film  stereo  and  panoramic  camera  (Stereoscopic  Co.). 


latter  fault  it  is  necessary  to  do  one  of  two  things  before  making 
the  positive.  First,  you  may  cut  the  double  negative  in  half 
down  the  middle  with  a diamond,  and  then  turn  each  over 
laterally,  just  as  you  turn  the  pages  of  a book,  so  that  the  left- 
hand  side  of  each  negative  is  now  the  right-hand  side,  although 
the  relative  positions  of  the  right  and  left  pictures  remain  un- 
altered. You  then  place  them  in  this  position,  with  the  film  side 
uppermost,  quite  squarely  in  the  printing-frame,  and  place  the 
plate  (or  paper)  on  the  top  in  contact  with  it.  Or,  instead,  you 
place  the  right  picture  of  your  undivided  negative  in  contact 
with  the  left  half  of  your  plate,  and,  after  exposing  (with  the 
other  half  of  the  plate  screened  from  the  light),  you  place  the 
left  picture  of  your  negative  in  contact  with  the  right  half  of 
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your  plate.  After  developing,  the  picture  will  be  seen  with  the 
right  and  left  halves  as  they  really  were  in  nature,  on  turning 
the  images  right  side  up. 


3Tig.  15. — The  “ Block-Note”  Stereoscopic  Camera  (Stereoscopic  Co.). 


§ 8.  The  Panoramic  Camera. — This  is  a dark  box,  at  the 
back  of  which  is  a frame,  shaped  to  the  arc  of  a circle  whose 
radius  equals  the  focal  length  of  the  lens  employed. 

The  camera  is  made  so  that  the  lens  can  be  rotated  on 
a pivot,  which  lies  in  the  plane  of  the  second  equivalent  point 
(also  called  the  optical  centre,  or  Nodal  point). 

This  pivot  is  the  centre  of  the  curved  surface,  on  which  a 
sensitive  film  is  spread,  its  position  being  such  that  when  the 
lens  is  rotated  round  a vertical  axis  passing  through  this  point, 
the  image  of  a distant  object  formed  by  the  lens  will  remain 
stationary  while  the  lens  is  rotated.  This  is  not  the  case  if  the 
lens  he  revolved  round  any  other  axis.  When  the  lens  is  rotated 
a continuous  view — constituting  a panorama — is  projected  on 
the  sensitized  film.  By  this  means  an  angle  of  nearly  170°  can 
be  included.  The  film  may  be  attached  to  any  flexible  support, 
such  as  gelatin  or  celluloid — in  fact,  any  of  the  roller  films  of  the 
proper  size  may  be  used.  To  prevent  confusion  of  the  image 
and  the  distortion  and  astigmatism  produced  by  the  oblique 
rays  of  the  lens  (which  is  rarely  corrected  for  these  aberrations), 
a narrow  metal  funnel,  consisting  of  a vertical  opening  4 in. 
long  by  1 in.  broad,  is  fixed  to  the  back  of  the  lens  and  rotates 
with  it.  The  lens,  therefore,  can  be  made  in  a cheap  form, 
since  it  is  only  required  to  include  an  angle  of  a few  degrees, 
and  only  rays  parallel  to  the  principal  axis  are  transmitted. 
The  definition  is  excellent,  even  with  otherwise  very  inferior 
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lenses.  Stops  varying  between  F/7  and  F/32  are  sometimes 
added.  These  are  most  useful,  as  it  is  much  the  best  plan  to 
keep  the  speed  of  rotation  uniform,  and  to  vary  the  exposure  by 
altering  the  size  of  the  stop. 

The  focus  cannot  be  altered  in  any  way.  Owing  to  the 
image  being  projected  on  to  a curved  surface,  the  negative  or 
print  when  flattened  out  causes  a curvature  in  a horizontal 
plane  in  the  foreground  and  middle  distance,  with  the  concavity 
directed  towards  the  horizon.  This  is  very  noticeable  in  photo- 
graphs of  roads  or  railway  lines  parallel  to  the  plane  of  the 
picture,  but  the  curvature  is  not  noticeable  if  they  are  mounted 
on  a curved  surface  having  the  same  radius  as  that  in  the 
camera. 

In  the  “ A1  Yista  ” panoramic  camera  the  speed  can  be 
regulated  by  affixing  one 
of  several  double  - vaned 
fans  to  the  clockwork 
mechanism,  the  rotation 
of  which,  being  resisted  by 
the  air,  slows  the  move- 
ment of  the  lens.  Person- 
ally, I prefer  to  keep  to 
one  speed,  and  vary  the 
exposure  by  altering  the 
stop. 

Hinton  has  produced 
a “ dual  ” panoramic  camera,  which  will  either  take  a picture 
12  x I on  a curved  film,  or,  by  a simple  device,  the  film 
may  be  flattened  out  and  the  lens  centrally  fixed,  by  which 
an  ordinary  negative,  6x4,  may  be  taken. 

A panoramic  camera  of  Italian  manufacture  is  on  the 
market,  which  is  made  to  rotate,  by  means  of  clockwork, 
through  a complete  circle  round  a vertical  axis,  thus  giving 
a picture  which  embraces  the  entire  horizon.  Messrs.  Perken 
& Son  stock  it,  I believe.  It  is  quite  useless  for  practical  work 
except  in  connection  with  the  kinematograph  (see  § 11). 

Film  Cameras. — These  are  the  most  popular  of  all 
cameras.  They  consist  essentially  of  a compact  box,  having 
a hinged  front,  which  opens  and  forms  the  baseboard  for  the 
bellows  part.  The  Kodak  Co.  supply  a large  variety.  They 
are  made  to  carry  a roller  film,  and  may  be  adapted  to  hold 
cut  films  or  plates  as  well.  Beck  makes  an  ingenious  form, 

c 


Fig.  16. — Kodak  Panoramic  Camera. 


i8 


PHOTOGRAPHIC  OPTICS 


the  “ Frena,”  which  holds  forty  cut  films  arranged  like  a pack 
of  cards.  It  is  a great  favourite  with  tourists.  Shew  makes  a 
remarkably  compact  form. 

Magazine  Camera. — This  is  a box  camera  which  contains 
a number  of  plates  or  films,  each  fitted  with  an  opaque  sheath. 
After  exposure  is  made  the  plate  (or  film)  in  its  sheath  is 
rotated  out  of  the  way  by  means  of  a button  on  the  outside  of 
the  camera.  An  elaborate  form  of  this,  termed  “ The  Tele- 
photo Cornex  ” (B.  & J.  Beck),  takes  both  ordinary  views  and 
telephoto  views  at  will.  It  holds  twelve  quarter  plates. 

§ 9.  Apparatus  based  on  the  Persistence  of  Vision  and 


Fig.  17. — Telephoto  Cornex  Camera  (extended  ready  for  use). 

A,  self-locking  bolt  to  ensure  perfect  register  at  the  two 
positions  ; B,  rod  carrying  telephoto  lens ; C,  button  to  open 
front;  D,  set  off;  B,  pneumatic  tube  hole;  F,  back  door 
bolt  ; G,  changing  lever ; H,  automatic  indicator  bole ; 

L,  clamp  for  securing  front  at  intermediate  positions. 

the  Continued  Perception  of  the  Same  Object. — This  is 
one  of  the  most  fascinating  studies  in  physiological  optics.  It 
forms  one  of  the  earliest  recorded  optical  phenomena.  Even 
so  far  back  as  the  Emperor  Hadrian,  Ptolemy,  in  his  work  on 
Optics,  Vol.  V.  (a.d.  140),  remarks : “ If  a sector  of  a disc  be 
coloured  in  patches  at  various  distances  from  the  circumference, 
and  then  rapidly  revolved,  the  sector  will  present  the  appear- 
ance of  a series  of  coloured  rings.”  Alhazen  (a.d.  1100), 
Leonardo  da  Vinci,  and  Oardanus  (a.d.  1550),  all  mention 
experiments  based  on  after-images,  and  the  latter,  it  has 
been  discovered,  actually  invented  the  zoetrope.  It  became, 
however,  quite  forgotten  during  that  age  of  religious  zeal  and 
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superstition,  and  nothing  more  was  done  in  this  direction  until 
the  first  half  of  the  nineteenth  century,  when  the  subject  was 
taken  up  seriously  by  Brewster,  Wheatstone,  and  above  all  by 
Plateau  and  Stampfer,  who  reinvented  the  zoetrope. 

This  latter  consists  of  a band  of  cardboard  bent  round  the 
circumference  of  a circular  disc.  On  the  inside  a series  of 
figures  or  photographs  are  put,  representing  all  the  phases  of 
a complete  cycle  of  movements,  such  as  a trotting  horse,  a 
juggler  throwing  balls,  etc.  Between  each  of  the  pictures  is  a 
hole  or  slit.  On  the  disc  being  rapidly  rotated,  each  one  of 
the  slits  passes  across  the  pupil  of  the  eye,  which  is  placed  in 
position  in  front  of  the  band,  with  the  result  that  each  of 


the  phases  follows  so  rapidly  that  before  the  impression  of  one 
of  them  has  died  away  the  nest  takes  its  place,  so  that  the 
figure  seems  to  move  uninterruptedly  in  a perfectly  natural 
manner  (Fig.  18). 

The  objection  to  this  form  is  that  the  figures  appear  to 
move  in  the  opposite  direction  to  the  slits,  which  causes  them 
to  appear  distorted ; in  other  words,  they  appear  to  be  drawn 
out  horizontally,  i.e.  broader  than  normal.  If,  on  the  other 
hand,  the  band  is  revolved  vertically,  i.e.  round  a horizontal 
axis,  and  the  figures  drawn  so  that  they  appear  upright  when 
the  disc  is  rotated,  they  will  appear  distorted  lengthways, 
i.e.  longer  than  normal.  This  can  be  readily  observed 
in  the  instantaneous  photographs  taken  with  a Thornton 
Picard  roller-blind  shutter  when  released  vertically,  examples 
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of  which  occur  in  the  illustrations  in  any  of  the  back  numbers 
of  the  Photographic  Almanac.  To  obviate  this,  Reynaud 
invented  the  praxinoscope.  This  consists  of  a polygonally 
shaped  cylinder,  which  occupies  exactly  half  the  diameter  of 
the  outer  band  (Kg.  19).  Each  face  of  the  polygon  corresponds 
to  one  of  the  pictures,  and  consists  of  a plane  mirror.  This 
reflects  the  image  nearest  the  observer.  Now,  as  the  distance 
between  the  picture  and  its  mirror  is  exactly  a quarter  of  the 
diameter  of  the  circular  band,  its  image  will  appear  the  same 


Fig.  20. — Diagram  showing  the  theory  of  Reynaud’s  Praxinoscope. 

0 = centre  of  rotation ; AB,  BE  two  mirrors  forming  two 
sides  of  the  polygon ; CDF  are  two  pictures  opposite  them. 
When  a picture  is  in  the  position  SS'  the  mirror  directly 
faces  the  eye,  and  the  image  appears  to  be  at  C'"  D'",  its 
vertical  line  coinciding  with  the  axis  of  rotation.  In  the 
same  way  a picture  at  CD  is  imaged  at  C'D'.  (Copied  by 
permission  from  Hopwood’s  “ Living  Pictures.”) 

distance  behind,  i.e.  at  the  axis  of  rotation,  which  is  the  only 
fixed  spot  in  the  whole  apparatus.  Consequently  the  central 
lines  of  all  the  images  will  coincide,  and  they  will  not  shift 
their  position  as  a whole.  Hence  there  will  be  no  distortion. 

Reynaud  placed  the  stereoscopic  pictures  in  pairs  on  a large 
drum  (Fig.  21),  and  observed  the  images  through  a pair  of 
peepholes  provided  with  prisms  bases  outwards.  In  this  way 
he  contrived  to  make  the  moving  objects  appear  in  stereoscopic 
projection.  Marey,  in  his  marvellously  life-like  projections, 
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used  actual  models  of  the  animals  in  miniature,  each  one  being 
modelled  from  the  photograph  of  each  particular  phase. 

In  1826  Brewster  invented  the  thauma- 
trope.  This  consisted  of  a card  on  each 
side  of  which  a different  object  was  printed, 
e.g.  a cage  and  a bird.  By  attaching  a 
cord  to  the  middle  of  each  side  and  twisting 
it,  the  two  objects  could  be  seen  at  the  same 
time  and  in  the  same  place.  Claudet  im- 
proved on  this  by  using  a very  thick  card 
and  attaching  the  strings  to  the  side 
opposite  the  picture.  By  this  means  one 
object,  A,  appeared  to  stand  out  in  front 
of  or  behind  the  other,  B,  according  as 
to  whether  the  pictures  are  arranged  as  in 
Fig.  23  (1)  or  Fig.  23  (2). 


Fig.  22. — Muybridge’s  method  of  photographing  the  movements 
of  a horse  by  means  of  a series  of  cameras  (along  the  shed) 
which  were  released  by  electro-magnets  set  in  action  by  the 
horse  breaking  the  strings  across  its  path. 


Fig.  23. — Olaudet’s  Thaumatrope. 


§ 10.  Drysdale’s  Speed  Indicator. — Dr.  C.  Y.  Drysdale 
has  applied  the  principle  of  the  zoetrope  to  speed  measure- 
ment.1 

If  we  take  a tuning  fork  provided  with  little  shutters 
having  slits  at  the  end  of  its  prongs,  and  we  set  it  vibrating 

1 “Accurate  Speed  Frequency  and  Acceleration  Measurements,”  by 
Charles  V.  Drysdale,  Electrical  Review,  September  7,  1906. 
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in  front  of  a light,  the  latter  will  pass  through  the  slits  twice  in 
each  period  (Fig.  24).  Now  the  rate  of  vibration  can  be  readily 
ascertained  either  from  the  note,  or  the  length  of  its  prongs 
since  the  rate  is  a constant  quantity.  Hence  the  number  of 
flashes  per  second  can  be  found  with  great  exactness.  If  there- 
fore we  mark  a number  of  dots  round  the  periphery  of  a disc 
attached  to  a rotating  spindle,  these  dots  will  appear  stationary 
when  viewed  through  the  slits  of  the  fork,  provided  the  time 


Pig.  24. — Electrically-driven  Tuning-fork  with  Slits. 


taken  for  one  dot  to  occupy  the  position  of  the  next,  is  exactly 
equal  to  the  time  between  each  successive  flash  of  light. 


Let  n = vibrations  of  the  fork  per  second  ; 

N = number  of  dots  or  geometrical  angles  round  the  disc ; 
s = number  of  revolutions  of  the  shaft  per  minute ; and 
in  = the  common  multiplier. 


Then,  obviously 


120  n 

s = m—^~ 

N 


[5] 


the  120  being  60  multiplied  by  2,  since  each  period  of  vibra- 
tion lets  through  two  flashes  of  light. 

If  m is  a whole  number  1,  2,  3,  etc.,  the  row  of  dots  will 
appear  single ; if  J,  14,  24,  34,  the  row  will  appear  double ; if 

b f.  if.  if.  2 b etc->  treble- 

Example. — A fork  is  employed  which  vibrates  60  times  per 
second.  This  will  give  60  x 120,  or  7200  flashes  per  minute. 
If  the  disc  has  12  dots  it  will  appear  stationary  for  speeds 
of  = 600,  1200,  1800,  2400,  etc. ; but  double  for  speeds  of 
600  x 4,  600  x 14,  600  x 2J,  i.e.  300,  900,  1500,  etc. ; and 
treble  for  speeds  of  600  x j,  600  x 1^,  600  x 2^,  etc.,  i.e.  200, 
800,  1400,  etc. 

Since  dots  are  not  easy  to  see  at  a distance,  Dr.  Drysdale 
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hit  on  the  ingenious  device  of  placing  a white  regular  figure 
inside  the  disc,  of  3,  4,  5,  6,  etc.,  equal  sides  (Fig.  25).  These 
are  plainly  recognizable  at  a considerable  distance  off. 

Thus,  in  the  above  case,  a triangle  appears  single  for  speeds 

of  1^99  or  2400,  4800,  etc. ; a square  for  speeds  of  1800,  3600, 
3 

etc. ; a pentagon  for  speeds  of  1440,  2880,  4320,  etc. ; a hexagon 
7200 

for  speeds  of  = 1200,  2400,  3600,  etc. 

In  the  same  way,  if  it  be  desired  to  test  each  100  revolu- 
tions, and  the  tuning  fork  has  50  vibrations  per  second,  then  a 
30-pointed  figure  may  be  added  (as  in  Fig.  25),  which  will 
appear  single  for  any  even,  and  double  for  any  odd  multiple  of 
100  revolutions,  while  the  other  figures  will  indicate  what  the 


Fig.  25. — Drysdale’s  Geometrical  Speed  Disc. 

particular  speed  is.  On  this  point  Dr.  Drysdale  writes  : “ For 
the  calibration  of  speed  indicators,  such  a device  is  probably  the 
most  perfect  and  convenient  that  can  be  employed.  All  that  is 
required  is  a small  motor  (Fig.  26),  to  which  the  speed  indi- 
cator may  be  attached,  and  the  other  end  of  which  bears  a disc 
with  the  design  on  it.  A tuning  fork  with  slits  fixed  in  front  of 
this  disc  is  set  in  vibration,  and  the  speed  of  the  motor  regu- 
lated until  any  desired  figure  is  stationary.  It  is  possible  in 
this  way  to  regulate  the  speed  to  an  accuracy  of  1 : 10,000.” 
To  test  the  speed  of  a motor  at  any  intermediate  value,  Dr. 
Drysdale  employs  a conical  roller,  similar  to  that  shown  in 
Fig.  27,  fixed  to  the  motor,  on  which  a disc,  having  the 
selected  design,  rolls.  Whatever  be  the  speed,  one  or  the 
other  of  the  figures  on  the  disc  may  be  made  to  appear 
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stationary  when  viewed  through  the  shutters  of  the  vibrating 
fork  by  traversing  the  disc  along  the  roller,  thereby  gearing  its 
speed  up  or  down  by  any  desired  ratio  to  that  of  the  motor, 
and  the  speed  is  read  off  on  a direct  reading  scale  which  may 
be  calculated  once  for  all. 

Another  and  better  way  which  Dr.  Drysdale  has  adopted  is 
to  put  an  electro-magnet  in  series  with  the  fork  which  runs  the 
conical  roller  in  synchronism  with  it  (Fig.  27).  By  looking  at 
a design  on  the  motor  shaft  through  the  slits  in  a disc  rolling 
on  the  cone,  the  speed  can  be  read  off  on  a uniformly  divided 
scale  to  an  accuracy  of  1 : 1000,  and  without  attaching  anything 
but  the  design  to  the  motor  shaft.  Dr.  Drysdale  has  had  the 


Fig.  26. — Calibrating  device,  copied  by  permission  from 
Drysdale’s  paper. 


design  (Fig.  25)  printed  on  cards  that  may  readily  be  fixed  to 
any  shaft.  A shutter  speed  tester  on  this  principle  was  con- 
structed and  patented  some  years  ago,  but  I cannot  find  it  at 
the  patent  office,  nor  can  I find  it  in  the  market.  But  with  a 
little  ingenuity  Dr.  Drysdale’s  admirable  invention  may  be 
applied  to  testing  the  speed  of  shutters  or  even  motor  cars. 

Testing  Speed  of  a Motor. — It  is  possible  to  calculate 
the  number  of  miles  per  hour  a motor  car  is  travelling  by 
means  of  Dr.  Drysdale’s  method.  Since  there  are  twelve 
spokes  to  each  wheel,  and  the  diameter  of  the  wheel  is  nearly 


always  32  in.  then  obviously 


1760  x 3 x 12 
327t 


will  give  the 


number  of  revolutions  per  mile  = 630,  and  if  the  car  is  travelling 
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20  miles  per  hour,  in  one  minute  it  will  have  turned  210  times. 
Using  our  formula,  s = m we  find  that  if  a policeman  on 

the  look-out  were  to  employ  a tuning  fork  vibrating  42  times 
per  second,  the  spokes  would  appear  stationary  for  speeds  of 
2520 

22  or  210  revolutions,  i.e.  when  the  car  is  travelling  20  miles 

per  hour.  Of  course,  the  spokes  will  also  appear  stationary  for 
420  or  630  revolutions,  i.e.  when  the  car  is  travelling  40  or  60 
miles  per  hour,  but  not  for  intermediate  speeds.  Thus,  we 
have  a very  accurate  method  of  estimating  the  speed,  as  any 
one  by  inspection  can  tell  the  difference  between  a car  travelling 


Fig.  27.— Dr.  Drysdale’s  roller  stroboscope,  copied  by  permission 
from  Ms  paper  (Fig.  4,  p.  7). 

at  20  or  40  miles  per  hour,  but  not  between,  say,  20  and  25 
miles  per  hour.  By  using  two  forks  of  slightly  different 
vibrations,  one  in  each  hand,  any  exceeding  of  the  speed  limit 
can  be  determined,  but  it  is  highly  improbable  that  it  would 
lie  received  as  evidence  in  court. 

§ 11.  The  Kinematograph,  which  is  the  modern  develop- 
ment of  chronophotography,  is  the  outcome  of  innumerable 
inventions.  To  enumerate  the  various  patents  and  varieties 
of  these  instruments  would  fill  a volume.  (Those  readers  who 
wish  to  acquire  a comprehensive  knowledge  of  the  different 
instruments  will  find  them  most  admirably  and  exhaustively 
treated  in  Hopwood’s  “ Living  Pictures,”  published  by  the 
Optician  and  Photo  Trades  Beview,  123,  Fleet  Street,  E.C.) 
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The  kinematograph  consists  of  two  instruments.  First, 
the  producing  apparatus,  or  camera ; second,  the  projecting 
apparatus,  or  lantern. 

1.  The  Kinematograph  Camera. — The  object  of  this  machine 
is  to  pass  a strip  of  celluloid,  coated  with  sensitive  emulsion, 
behind  a rapid  short  focus  lens  at  a uniform  rate  of  speed,  so 
as  to  produce  a succession  of  pictures  containing  figures  in 
motion,  and  convey  the  sensation  of  uninterrupted  natural 
movements  to  the  observer. 

The  necessary  mechanism  is  usually  actuated  by  means  of 
a crank  turned  by  hand  at  the  rate  of  two  to  two  and  a half 


revolutions  per  second.  In  a few  machines  the  rotation  is 
mechanically  performed  by  a train  of  clockwork  or  electric 
motors  from  accumulators.  In  either  case,  about  16  or  20 
fresh  surfaces  should  be  exposed  every  second.  This,  when 
developed,  will  give  a film  35  mm.  or  If  in.  wide  (the  actual 
picture  being  1 in.  (25  mm.)  wide),  and  f in.  (18,5  mm.)  in 
height,  so  that  one  minute’s  uninterrupted  exposure  will  require 
16  x 0,75  x 60  = 60  ft.  of  celluloid  film,  and  a like  quantity  for 
the  printed  positive.1  The  film  is  perforated  on  each  side  by 

1 Mr.  Sanders,  who  has  had  a large  experience  in  these  matters,  informs 
me  that  the  cost  of  producing  60  ft.  of  celluloid  film  positives  (including 
the  negatives)  of  the  full  (professional)  size,  may  be  reckoned  at  £3.  In 
other  words,  10  minutes’  uninterrupted  exposure  of  film  will  involve  an 
outlay  on  the  part  of  the  photographer  of  £30. 
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minute  holes,  ■—  in.  apart,  in  which  a wheel  with  sprocket 
teeth  engage,  and  by  its  rotation  carry  the  film  along  the  gate. 
The  film  is  unwound  on  one  roller,  and  rewound,  after  exposure, 
on  a second  roller,  both  being  in  a light-tight  box,  and  kept 
taut  by  an  idle  pulley  or  similar  contrivance  (see  Fig.  28). 


Fig.  29a.  Fig.  29b. 


Urban  Bioscope  Camera. 

As  fixed  on  the  “ Handy  ” Tripod.  As  fixed  on  “ Maxim  ” Tripod. 

The  lens  varies  from  1 in.  to  3 in.  in  focus,  and  should  work 
at  from  F/22  to  F/4,  F/3  (or  even  F/2  for  certain  kinds  of 
work).  (See  p.  70.) 

The  Stand  (Figs.  29a  and  29b)  in  some  respects  resembles  a 
theodolite  stand,  being  particularly  rigid.  All  the  best  types 
are  provided  with  a crank  handle,  by  means  of  which  the 
operator  can  steadily  rotate  the  camera  round  a vertical  axis,  so 
as  to  keep  the  object  in  the  field.  To  do  this  a view-finder  is 
hinged  to  the  top  of  the  camera  (not  shown  in  the  figure).  In 
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the  “ Maxim  ” model  (Fig.  29b),  in  addition  to  the  azimuth 
motion,  the  camera  can  be  tilted  up  or  down,  but  such  motion 
is  not  often  required. 

The  working  of  the  instrument  is  very  simple.  All  the 
operator  has  to  do  after  the  camera  and  films  are  adjusted  and 
n working  order,  is  to  rotate  the  camera  so  as  to  keep  the 
object  in  the  field  with  the  one  hand,  whilst  he  turns  the 
camera  crank  with  the  other,  so  as  to  keep  the  film  running 
behind  the  lens  at  a uniform  speed. 

The  following  instructions  and  precautions  issued  by  the 
proprietors  of  the  Urban  Bioscope  Camera  are  reproduced  here 
by  their  kind  permission.  They  are,  for  the  most  part,  applic- 
able to  any  of  the  bioscopes  on  the  market. 

Load  your  Film  Boxes  in  a dark  room  by  a safe  ruby 
light.  Place  film  roll  over  spindle  after  withdrawing  wooden 
spool.  Slip  end  of  film  under  roller  inside  box,  through  slot, 
making  certain  that  emulsion  side  of film  is  uppermost  and  faces  the 
lens  when  run  through  the  camera.  Film  as  supplied  is  rolled 
with  emulsion  on  the  inner  side  which  should  thus  protrude 
from  the  box  in  the  proper  manner.  Make  certain  that  film 
box  cover  is  firmly  closed  and  locked  before  leaving  dark  room. 
To  prevent  the  end  of  the  film  from  slipping  back  into  the  box, 
it  is  advisable  to  make  several  pleats  or  accordion  folds  in 
the  end. 

To  Load  the  Camera,  place  box  on  the  top  division  and 
screw  firmly  into  position.  Then  thread  the  camera  mechanism 
as  shown  in  illustration,  not  forgetting  to  leave  a loop  of  about 
1^  in.  between  the  top  and  lower  sprocket  where  the  film 
passes  through  the  gate.  To  open  the  gate  push  back  the 
focussing  tube,  raise  the  gate  spring  catch,  swing  back  tbe 
gate,  clean  the  pressure  glass,  turn  the  handle  until  the  move- 
ment pins  protrude  through  their  channels,  insert  the  films 
over  these  pins,  making  certain  that  the  afore-mentioned  top 
and  bottom  loops  are  equal.  Close  the  gate  and  push  the 
focussing  tube  into  its  proper  position.  Pass  the  end  of  the 
film  over  the  lower  sprocket,  making  certain  that  the  sprocket 
pegs  engage  the  perforation  accurately.  Pass  the  end  under 
the  lower  pulley  and  into  the  lower  film  box,  then  insert  end 
under  the  brass  clip  of  wooden  spool.  Turn  the  handle  of  the 
camera  one  or  two  revolutions  to  see  that  everything  is  working 
in  order,  then  close  and  lock  the  lower  film  box. 

To  focus.— The.  most  certain  manner  of  focussing  is  to 


THE  CAMERA 


29 


view  the  object  directly  through  the  back  of  the  film,  provided 
you  have  a good  light  sufficient  for  this  purpose.  The  most 
satisfactory  way,  however,  is  to  insert  a short  piece  of  matt 
surface  film  (which  answers  the  purpose  of  ground  glass)  in 
the  film  gate  by  temporarily  removing  the  sensitized  film,  which 
can  be  pushed  outside  the  closed  gate  during  this  operation. 
Put  the  focussing  tube  again  into  position,  remove  the  metal 
cap  from  the  end  of  the  eyepiece,  and  rack  your  lens  until  the 
image  in  view  appears  absolutely  sharp.  You  now  remove  the 
matt  film,  replace  the  coated  film,  insert  cap  in  the  eyepiece  of 
the  focussing  tube,  and  push  the  latter  gently  into  the  camera 
as  far  as  it  will  go. 

Preparing  to  take  the  Picture. — While  you  are  focussing 
you  should  adjust  your  camera  for  position,  always  keeping 
the  camera  absolutely  level  with  the  subject,  unless  the  latter 
be  taken  from  an  elevation.  Now  set  the  dial  at  zero,  so 
that  you  will  always  know  how  much  film  you  have  in  reserve. 
See  that  your  tripod  is  firmly  fixed  into  the  ground,  and 
that  the  camera  is  tightly  screwed  to  the  top  of  the  tripod, 
to  prevent  any  oscillation.  Immediately  before  commencing 
to  take  the  view,  judge  your  light,  and  arrange  your  stop 
diaphragm  in  lens  accordingly.  To  judge  the  illumination  on 
the  film,  you  must  now  glance  into  the  view-finder  tube  to 
the  right  of  the  lens,  by  removing  the  cap,  as  in  the  focussing 
tube,  which  will  assist  you  to  form  an  estimate  of  the  quality 
of  the  light.  The  revolving  shutter  can  be  adjusted  by  re- 
moving the  front  section  of  the  camera  case  to  which  the  lens 
is  attached.  Always  photograph  your  views  ivith  the  sun  behind 
the  camera,  if  possible.  To  take  the  picture  with  the  sun  facing 
the  lens  is  certain  to  produce  an  unsatisfactory  result. 

Talcing  the  Picture. — Turn  the  handle  evenly  at  the  rate 
of  two  complete  revolutions  per  second,  which  is  equivalent  to 
sixteen  separate  exposures,  the  minimum  speed  allowable  to 
procure  even  movement  of  the  objects  photographed.  A less 
speed  than  this  would  result  in  dislocated  or  jerky  movements 
of  the  objects  on  the  film  when  projected  on  the  screen. 
(Important. — A funeral  procession,  in  order  to  assure  natural 
motion,  should  be  taken  at  precisely  the  same  speed  as  a race  or  an 
express  train.)  Should  your  film  box  contain  one  150-ft.  roll, 
and  after  exposing,  say  75  ft.,  you  intend  taking  further  subjects 
on  the  remainder,  punch  a few  holes  in  the  film  by  pulling  out 
the  brass  knob  marked  film  punch  on  the  camera  case,  thus 
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enabling  those  who  have  the  development  of  the  film  in  the 
dark  room  to  cut  it  at  the  punched  holes,  as  each  distinct 
exposure  should  be  separately  developed.  One  can  feel  a 
punched  hole  in  the  dark,  whereas  any  other  mark  is  most 
difficult  to  discover. 

Reloading  the  Camera. — To  reload  for  further  exposures, 
after  exhausting  the  film  from  the  top  box,  remove  the  now 
filled  box.  Transfer  the  upper  film  box,  which  is  now  empty, 
into  the  lower  section.  Insert  another  filled  box  into  the  upper 
section,  and  repeat  the  operation  as  previously  directed.  All 
film  boxes  supplied  with  the  camera  are  interchangeable. 

Don’t  Forget 

To  replace  focussing  tube  and  view-finder  caps  after  using, 
otherwise  you  fog  all  the  films  you  are  exposing. 

To  close  all  catches,  thus  assuring  boxes  being  light  tight 
before  you  leave  the  dark  room  and  after  loading  and 
threading  the  camera. 

To  oil  the  mechanism  and  revolving  shutter  bearings  occa- 
sionally. This  does  not  mean  the  sprocket  drums  or  any 
surface  with  which  the  film  is  likely  to  come  in  contact. 

To  clean  the  pressure  glass,  film  gate  and  plate  and  the 
interior  of  the  camera,  as  the  slightest  particle  of  accu- 
mulated dust  will  scratch  the  surface  of  the  very  sensitive 
film. 

To  make  certain,  before  turning  the  handle,  that  the  object 
you  intend  photographing  comes  within  range  of  the 
instrument,  otherwise  you  are  wasting  film. 

To  include  as  picturesque  a background  as  possible,  as  this 
enhances  the  value  of  your  picture. 

That,  in  case  of  accident  to  the  wire  film-take-up  strap,  the 
same  must  be  replaced  or  repaired  by  removing  the  front 
section  of  the  camera  to  which  the  lens  is  attached,  and 
inserted  over  the  pulley  from  this  position. 

That  the  object  of  an  animated  picture  camera  is  to  take 
animation,  and  plenty  of  it : the  more  action  there  is  in 
the  picture,  the  more  successful  will  be  the  subject, 
nevertheless,  let  your  performers  move  naturally  and 
deliberately,  and  not  in  a desperate  hurry,  if  the  piece  is  a 
pre-arranged  one. 

That  too  much  sky  is  detrimental  to  the  reproduction  of  an 
animated  picture,  just  as  too  much  foreground  without 
action  therein  is  equally  objectionable. 


THE  CAMERA 


31 


To  place  the  camera  not  less  than  about  20  ft.  from  the 
nearest  object  that  you  wish  to  include  in  your  view. 

It  is  impossible  to  say  which  is  the  best  machine  to-day, 
but,  as  Hopwood1  remarks,  “accuracy  of  workmanship  has 
quite  as  much,  probably  more,  to  do  with  results  than  the 
principle  of  the  machine.”  We  append  (Fig.  30)  an  illustration 
of  one  of  the  lightest  and  most 
up-to-date  forms  we  know  of.  It 
is  largely  used  by  professional 
photographers.  The  complete  outfit 
as  shown  in  the  figure  will  cost 
about  £37,  i.e.  camera,  tripod, 
revolving  stage  and  cases,  but  the 
Urban  Co.  supply  an  outfit  which 
will  do  excellent  work  on  full- 
sized  film  for  so  small  a price  as 
£7  10s. 

The  best  speed  to  take  living 
objects,  according  to  Mr.  Sanders, 
varies  between  sixteen  and  twenty 
pictures  per  second.  In  exhibiting, 
the  speed  may  be  slightly  increased. 

At  the  Alhambra,  I was  informed 
by  the  operator  that  he  got  the 
best  results  with  a speed  of  eighteen 
to  twenty  pictures  per  second,  but 
this  may  be  considerably  increased. 

The  chief  points  to  attend  to  are : 

(1)  Evenness  of  lighting ; (2)  Abso- 
lutely uniform  speed ; (3)  Great  care 
in  avoiding  dust  spots  and  marks  on  the  film  both  before 
exposure  and  during  development ; (4)  Absence  of  flicker ; 
(5)  Some  means  by  which  the  travelling  film  is  rendered 
optically  stationary.  This  may  be  effected,  as  in  the  praxino- 
scope,  by  means  of  a mirror-drum,  which,  being  in  continual 
rotation  in  one  direction,  renders  all  the  images  optically 
stationary.  Hopwood  says : “A  continually  revolving  camera 
taking  a continuous  view  of  the  whole  horizon,  or  such  part 
as  is  left  unshielded,  needing  no  shutter,  and  leaving  no  period 
of  darkness,  having  a film  in  constant  motion  yet  optically 
stationary,  may  conceivably  be  the  groundwork  upon  which 


1 “ Living  Pictures,”  p.  233. 
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a perfect,  though  somewhat  expensive,  instrument  may  be 
built.”  In  any  case,  the  instrument  should  bring  each  fresh 
piece  of  film  into  position  without  shake,  and  so  that  the 
exposure  should  be  as  long  and  the  change  as  short  as  possible 


Fig.  31. 


between  each  exposure.  In  Newman  & Guardia’s  kinemato- 
graph  90  per  cent,  of  the  total  time  is  devoted  to  exposure. 

2.  The  Kinematograph  Projecting  Apparatus. — This  is  a 
slightly  more  complicated  mechanism  than  the  former,  and 
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requires  the  addition  of  a powerful  luminant,  usually  an  arc 
lamp  or  oxy-hydrogen  jet. 

Fig.  31  shows  the  latest  design  of  the  Urban  Bioscope 
Projection  Lantern,  embodying  every  one  of  his  latest 
improvements. 

Figs.  32  and  33  give  the  details  of  the  apparatus.  These 
drawings  will  serve  to  explain  the  mechanism  better  than  any 
detailed  description. 

One  of  the  chief  troubles  of  the  operator  is  due  to  flicker. 
This  might  be  considerably  reduced  if  the  shutter  had  a 
vignetting  edge  (i.e.  long  saw  teeth),  so  that  the  light  may  be 
admitted  to  the  film  at  the  same  rate  as  that  at  which  it 
naturally  fades  from  the  eye.  Very  rapid  travel,  especially 
without  a shutter,  is  apt  to  produce  the  so-called  “rain” 
effect,  which  is  so  often  seen  in  connection  with  damaged 
films.  Urban  has  succeeded  in  reducing  flicker  and  blending 
the  successive  pictures  harmoniously  by  replacing  one  of  the 
two  flanges  of  the  rotating  shutter  by  a similar-shaped  piece  of 
violet  glass.  This  prevents  the  obtrusiveness  of  the  contrast 
between  light  and  darkness. 

In  my  opinion  an  arrangement  on  the  principle  of  the  old- 
fashioned  dissolving  view,  by  which  one  picture  is  projected 
while  the  previous  one  is  dying  away  may  abolish  flicker, 
M.  Gaumont  effects  this  with  great  success  by  means  of  a fan 
pierced  with  row  after  row  of  small  holes.  This  he  terms  “ La 
Grille.”  It  appears,  however,  to  be  very  effective.  Mr. 
Hopwood  pointed  out  to  me  that  rapidly  vibrating  the  open 
fingers  before  the  eyes  will  produce  the  same  result. 

Although  there  are  many  contributory  causes  of  flicker, 
want  of  perfect  alignment  or  “ register  ” of  the  pictures  is,  I 
believe,  one  of  the  most  important,  and  if  this  is  achieved 
colour  pictures  of  living  objects  will  become  very  popular. 

Movement  of  the  film  by  the  Maltese  cross  motion  is 
becoming  the  fashion,  as  is  the  “ dog  motion,”  or  striker. 

When  inserting  a new  film  be  sure  that  the  film  side,  with 
picture  upside  doivn,  is  presented  to  the  condenser.  It  would  be 
well  to  affix  a tiny  white  disc  of  paper,  as  a reminder,  on  the 
film  side  of  the  last  picture  next  to  the  sky  or  heads  of  the 
figures.  In  winding,  the  unmarked  end  should  be  rolled  on 
first.  If  the  sky  or  heads  are  upright  in  front  of  the  condenser 
the  image  on  the  screen  will  of  course  be  upside  down,  and  if 
the  film  side  face  the  lens,  but  the  heads  and  sky  downwards, 
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Fig.  32.  Fig.  33. 

Detailed  Portions  of  Bioscope  Mechanism. 


A,  Film  trap  main  plate. 

B,  Asbestos-brass  cooling  shield. 

C,  Pneumatic  sbntter  or  light 

cut-off. 

D,  Pneumatic  light  cut-off  valve. 

E,  Eccentric  cam  or  dog  movement 

(Patented). 

F,  Registration  adjustments 

thumbscrew. 

G,  Film  strip  (threaded  through 

machine). 

H , Top  film  reel. 

I,  Top  film  reel  support. 

J,  Top  film  reel  support  clamp  screw. 

K,  Opaque  revolving  shutter. 

L,  Translucent  violet  shutter  blade. 

M , Film- take-up  pulley. 

N,  Eccentric  shaft  balance  wheel. 

O,  Pneumatic  light-cut-off  piston 

valve. 

P,  Piston  valve  air  pressure  adjust- 

ment. 

Q,  Swivel  base  screws. 

R,  Indiarubber  connecting  tube. 

S,  Revolving  shutter  spindle. 

T,  Vulcanite  upper  film  guide  roller. 

U,  Upper  sprocket  drum. 

V,  Handle  for  turning  mechanism. 
W,  Film  trap  light  aperture. 


A,  Main  film  trap  plate  and  guide 

rails. 

B,  Film  trap  plate  with  springs. 

C,  The  bow  pressure  springs. 

D,  The  “Hump”  which  prevents 

film  buckling. 

E,  Light  cut-off  valve. 

F,  Pneumatic  light  cut-off. 

G,  Bow  spring  screws. 

H,  Eccentric  cam  or  dog  movement 

(Patented). 

I,  Registration  adjustment  screw. 

J,  Sight  guard  to  lens  support. 

K,  Adjustable  lens  mount  holder. 

L,  Lens  mount  with  rack  and  pinion. 

M,  Upper  sprocket  drum. 

N,  Lower  sprocket  drum  with 

handle. 

O,  Indiarubber  tubiDg  for  light 

cut-off. 
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the  result  will  be  an  upright  picture  on  the  screen  but  laterally- 
reversed.  This  is,  in  many  instances,  of  no  consequence,  but  in 
a cricket  match,  for  instance,  on  the  screen,  the  right-handed 
bowlers  and  batsmen  would  appear  Ze/ibhanded. 

The  screen  should  be  opaque,  since  a linen  sheet  lets  too 
much  light  through. 

§ 12.  Projection  of  Moving  Objects  in  Natural  Colours. 

— This  has  recently  been  accomplished  by  Mr.  G.  A.  Smith  by 
the  following  ingenious  method.  Instead  of  projecting  auto- 
chrome films,  or  composite  colour  films,  as  in  the  Lumiere  or 
Sanger  Shepherd  processes,  he  makes  use  of  the  persistency  of 
the  retinal  colour  impressions  to  produce  his  combination  effects . 
For  this  pftrpose  he  first  makes  a panchromatic  film  specially 
sensitive  to  red  and  green  rays.  Instead  of  an  ordinary  re- 
volving sector,  he  employs  a wheel  divided  into  four  sectors,  the 
two  opposite  quadrants  being  of  blackened  aluminium  while  the 
lateral  quadrants  are  fitted  with  a green  and  red  glass  respec- 
tively. Every  fresh  exposure  corresponds  to  a half  revolution 
of  the  disc  so  that  each  section  of  film  is  taken  alternately 
through  a green  and  a red  glass.  Since  the  ordinary  number 
of  exposures  amount  to  about  16  or  20  per  second,  Mr.  Smith 
rotates  the  exposure  wheel  at  double  the  speed  so  as  to  get 
from  32  to  38  or  40  exposures  per  second.  When  the  strip  has 
been  exposed  throughout  he  makes  a positive  print  and  runs  it 
in  front  of  the  projection  lantern.  In  this  case  the  positives  are 
rotated  in  front  of  a similar  sector  to  the  one  used  in  making 
the  original  exposures.  Care  must  be  taken  to  see  that  the 
sector  is  in  the  right  position  with  regard  to  the  picture,  and  to 
ensure  this  being  done  Mr.  Smith  makes  a cross  (or  prints  title) 
on  the  first  green  picture,  and  arranges  it  so  that  it  is  immedi- 
ately behind  the  green  glass  quadrant.  If  this  were  not  done 
the  red  quadrant  might  take  its  place,  and  the  picture  would 
appear  on  the  screen  in  complimentary  or  reversed  colours. 

Thus,  a French  soldier  with  red  trousers  and  a blue  coat 
might  now  appear  in  green  trousers  and  a black  coat.  The 
various  colours  are  due  to  continuity  of  vision.  If  a picture  be 
projected  through  the  red  glass  and  the  next  following  through 
the  green  glass,  the  two  colours  will  mix  in  the  observer’s  brain 
centres,  and  the  picture  will  appear  to  consist  of  either  red  or 
green,  or  yellow  orange  or  white,  according  to  whether  the 
green  or  red  is  blocked  out,  or  whether  there  is  an  excess  of 
green  over  red  (which  forms  yellow),  an  excess  of  red  over  green 
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(which  forms  orange),  or  a maximum  intensity  of  green  and  red, 
which  produces  white. 

I have  suggested  that  by  taking  three  successive  exposures 
through  three  primary  colour  filters,  viz.  blue-violet,  green,  and 
red,  we  may  get  the  colours  to  more  closely  resemble  the 
original,  and  thus  to  reduce  the  two  first  sources  of  imperfection, 
viz.  absence  of  blues  and  violets,  and  want  of  half-tones  of 
colour.  In  this  case  the  film  travel  would  have  to  be  rather 
faster,  say  48  pictures  or  16  complete  changes  per  second,  and 
a similar  speed  used  in  projecting  them.  Mr.  Urban  has,  I 
believe,  just  designed  and  perfected  a machine  which  brings 
the  negative  films  and  projected  films  into  absolute  alignment 
which  he  informs  me  has  greatly  improved  the  results  first 
exhibited.  Hitherto,  these  have  been  open  to  the  serious 
defect  of  coloured  borders  around  the  objects,  due  to  want  of 
perfect  superposition  of  the  images. 

It  is  rather  remarkable  that  films  projected  alternately 
behind  green  and  red  discs,  should  so  combine  in  the  mind  as 
to  produce  the  sensation  of  an  apparently  pure  white,  since  one 
would  naturally  expect  to  see  a yellow  or  orange  image  formed, 
and  it  is  still  more  difficult  to  conceive  how  occasionally  a 
distinctly  purple  or  brown  sensation  is  produced.  We  under- 
stand, however,  that  this  unexpected  result  is  due  to  the  pre- 
cision with  which  Mr.  Smith  has  divided  the  spectrum  in  the 
filters  of  his  camera,  and  the  corresponding  care  with  which  the 
projection  colours  have  been  paired. 

I may  add  here,  for  the  benefit  of  those  who  are  experiment- 
ing in  this  direction,  that  it  is  important  that  the  colours  selected 
should  be  in  the  order  of  their  persistency.  Now,  it  is  known, 
from  after-image  experiments,  that  in  round  numbers  violet 
images  remain  in  the  field  of  vision  twice  as  long  as  blue 
ones,  blue  images  twice  as  long  as  green,  green  almost  twice 
as  long  as  yellow,  and  yellow  about  one  and  a half  times  as  long 
as  red  ones.  Theoretical  considerations  would  therefore  render 
it  advisable  to  begin  with  the  blue-violet,  then  to  take  up  the 
green  and  finish  with  the  red  image. 

§ 13.  Rules  Required  to  be  Carried  Out  in  Public 
Entertainments. — The  following  are  the  rales  required  in  kine- 
matograph  exhibitions,  owing  to  the  inflammable  nature  of  the 
celluloid  films : — 

1.  The  lantern  must  be  constructed  of  metal,  or  lined  with 
metal  and  asbestos. 
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2.  An  alum  or  water  tank  must  be  placed  between  the 

condenser  and  the  film. 

3.  The  apparatus  must  be  fitted  with  a drop  shutter  avail- 

able in  case  of  emergency. 

4.  If  the  film  does  not  wind  upon  a reel  or  spool  immedi- 

ately after  passing  through  the  machine,  a metal 
receptacle  with  a slot  in  the  metal  lid  must  be  provided 
for  receiving  it. 

5.  If  electric  arc  lights  are  used,  the  installation  must  be  in 

accordance  with  the  usual  rules,  i.e.  the  choking  coils 
and  switch  to  be  securely  fixed  on  incombustible  bases, 
and  d.p.  safety  fuses  to  be  fitted. 

6.  If  oxyhydrogen  gas  is  used,  storage  must  only  be  in 

metal  cylinders. 

7.  The  use  of  an  ether  saturator  is  prohibited. 

8.  No  drapery  or  combustible  hangings  to  be  within  two 

yards. 

9.  Fire  buckets  or  extinctors  should  be  placed  close  at 

hand. 

§ 14.  Photographic  Gun. — This,  in  its  original  form,  was 
employed  by  the  late  M.  Janssen,  the  eminent  astronomical 


photographer,  for  recording  the  transit  of  Venus.  It  consisted 
of  a large  disc  carrying  48  plates,  arranged  round  its  cir- 
cumference. This  was  placed  at  the  end  of  a wide  tube  fitted 
with  a lens.  The  whole,  rigidly  mounted,  was  placed  under 
cover  and  directed  towards  a heliostat  mirror,  by  which  the 
apparent  motion  of  the  sun  was  neutralized.  With  this 
instrument,  in  1874,  M.  Janssen  was  enabled  to  secure  a series 
of  48  views  of  the  transit  of  Venus  across  the  sun’s  disc  in 
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72  seconds.  This  apparatus  is  memorable  as  being  the  first 
practical  chronophotographic  record  ever  made,  and  the  pioneer 
of  the  innumerable  instruments  for  securing  pictures  in  motion 
which  have  been  made  since  (see  p.  25). 

This  instrument  was  followed  by  Marey’s  Photographic 
Gun,  with  which  he  secured  his  photographs  depicting  the 
flight  of  birds,  which  he  combined  in  a zoetrope. 

The  beautiful  series  of  pictures  illustrating  the  surface 
tension  of  a falling  drop  of  liquid,  and  the  subsequent  splash 
when  the  drop  struck  the  surface  of  the  same  liquid  beneath, 
was  obtained  and  combined  in  a similar  way  by  Prof.  C.  V. 
Boys.  Instead  of  a gun,  he  employed  a fixed  camera,  behind 
which  a very  long  slide  (7  ft.),  balanced  by  weights,  was 
allowed  to  slide  down  by  gravity,  so  as  to  expose  without 
using  a shutter. 


Fig.  35a. 


irri 


Fig.  35b. 


Watson’s  Stereoscopic  Binocular  Camera.  It  is  fitted  with  a pair 
of  R.R.  lenses,  and  the  shutter  works  from  ^ to  ^ of  a 
second,  in  addition  to  time  exposures.  The  view  is  seen  in 
a finder  fitted  to  one  of  the  eyepieces.  The  changing-box, 
which,  in  position,  occupies  one  of  the  tubular  bodies  of  the 
camera,  carries  12  plates  4f  x 2,  on  which  stereoscopic  views 
are  taken,  or,  by  obscuring  one  of  the  lenses,  24  single  pictures 
may  be  secured. 


§ 15.  Cameras  Designed  for  Concealment. — 1.  Opera 
Glass  ( Binocular ) Cameras. — Several  well-known  forms  of  these 
are  on  the  market.  Watson  makes  a particular  neat  form 
which  carries  a pair  of  lenses,  the  view  being  taken  across  the 
body  of  the  binocular.  This  enables  the  operator  to  hold  the 
binocular  to  his  eyes  in  the  ordinary  way,  and  direct  it  to  an 
object  at  right  angles  to  the  view  he  desires  to  photograph.  By 
this  means  he  can  entirely  disarm  suspicion.  A mirror  at  45° 
and  peep-hole  is  fitted  into  one  of  the  eyepieces,  so  that  he  can 
see  the  image  in  the  erect  position  while  taking  the  picture. 
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2.  Watch,  Breast,  and  Scarf  Pin  Cameras. — Of  these  the  first- 
named  is  the  only  one  of  practical  value.  The  lid  of  the  watch 
opens  with  a spring  and  forms  a sort  of  base  board,  while  the 
lens,  fitted  to  a bellows  arrangement,  springs  forward  and  is 
supported  by  the  lid.  In  general  construction  it  resembles  the 
ordinary  folding  Kodak.  It  takes  a view  a little  smaller  than 
the  inscribed  square  of  the  disc. 

3.  The  Booh  Camera. — This  is  a camera  (Fig.  36)  covered 
with  leather,  having  a sham  title  printed  on  the  back  and  side. 
It  is  thus  made  to  resemble  a book  in  every  detail.  Folding 
bellows,  covered  with  white  linen  to  resemble  the  edges  of  the 
book,  are  fitted  above  and  below.  The  book  opens  in  the 
centre,  so  as  to  form  an  equilateral  triangle  when  the  slide  is 
placed  in  the  groove  near  the  edges.  The  lens  is  concealed  in 


Pig.  36. — The  Book  Camera,  showing  the  flap  shutter  which 
conceals  the  lens  turned  down.  B is  a sliding  concave 
lid  covered  with  rough  paper  to  resemble  the  edges  of  the 
leaves  of  a book.  It  is  removed  to  allow  the  camera  to 
he  opened. 

the  front  of  the  book.  Part  of  the  binding  is  made  to  hinge 
down,  and  thus  acts  as  a shutter.  It  forms  a capital  disguise, 
and  can  never  create  suspicion.  The  triangular  base  forms  a 
firm  support  on  a table,  so  that  time  exposures  can  be  made. 
I could  never  discover  the  reason  why  it  has  been  taken  off  the 
market,  as  it  forms  the  smallest  camera  that  can  possibly  be 
made,  a half-plate  size  going  readily  into  the  pocket.  The 
shutter  works  between  or  behind  the  lenses,  and  is  released  by 
a pneumatic  tube  fitted  inside. 

4.  Opera  Hat  Camera.— This,  as  might  be  supposed,  is  the 
invention  of  a Frenchman.  It  consists  of  an  ordinary  opera 
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hat,  which  may  be  worn  by  the  operator  in  the  street.  The 
lens  and  press-button  shutter  are  concealed  inside  the  top  of 
the  hat,  whilst  an  oval  padded  disc,  which  contains  the  slide, 
is  kept  in  the  pocket.  When  the  hat  is  used,  the  padded  disc, 
which  has  a covered  metal  rim,  presses  against  a folded  projection 
about  1 in.  above  the  rim,  i.e.  just  high  enough  to  avoid 
pressure  on  the  forehead.  The  slide  has  a flap  which  hinges 
over  on  pressing  a spring  actuated  by  a press  tube  carried 
through  the  lining  of  the  hat.  On  turning  the  hat  over,  the 
flap  falls  back  into  its  place,  and  is  caught  again  by  the  spring 
on  squeezing  the  ball  of  the  tube.  It  cannot  take  pictures 
larger  than  a quarter-plate,  nor  is  there  room  for  a lens  of 
longer  focus  than  in.  The  original  idea  of  the  inventor  was 
for  use  in  church  while  kneeling  in  silent  prayer,  the  hat  being 
supported  on  the  front  of  the  pew  or  back  of  the  chair.  In 
this  country  it  has  not  altogether  fulfilled  the  inventor’s 
expectations. 

§ 16.  Pocket  Cameras. — In  addition  to  the  book  camera, 
there  are  several  forms  which  are  remarkable  for  their  extra- 
ordinary compactness  and  ingenuity  of  construction,  among 
which  we  may  specially  mention  the  “ Xit  ” and  “ Koixit  ” of 
Shew,  the  “ Sibyl  ” of  Newman  & Guardia,  the  “ Tenax  ” of 
Goerz  (a  very  ingenious  camera,  which  springs  at  once  into 
focus  the  moment  it  is  opened),  Houghton’s  “ Ariel,”  the 
“ Minimal  ” of  Clement  & Gilmer  of  Paris,  and  “ Ernemann’s  ” 
pocket  camera  (Zimmermann).  These  are  all  admirable  little 
cameras,  and  very  little  larger  than  the  plates  they  are  intended 
to  carry.  Thus,  the  post-card  “ Minimal,”  Houghton’s  “ Ariel,” 
and  the  “ Ernemann’s  ” pocket  cameras,  all  of  which  carry  plates 
5^  in.  X 3^  in.,  occupy  far  less  room  than  the  average  quarter- 
plate  camera.  Indeed,  they  will  go  into  any  ordinary  breast 
pocket. 

With  the  exception  of  the  “ Sibyl,”  they  are  all  very  cheap 
in  price,  but,  on  the  other  hand,  the  “ Sibyl  ” is  so  exquisitely 
made,  and  every  part  has  been  brought  out  to  such  perfection, 
that  in  the  long  run  it  is  probably  the  cheapest  of  all.  At  the 
author’s  suggestion  it  is  now  made  in  quarter-plate  size,  and  is 
fitted  with  a Tessar  lens  and  their  own  shutter,  which,  in  my 
opinion,  is  one  of  the  most  accurate  and  perfect  that  exists 
(Eigs.  37a  and  37b). 

§17.  Slides  or  Plate=  Holders. — I much  prefer  these  to 
changing-boxes,  the  latter  being  a continual  source  of  trouble, 


THE  CAMERA 


4* 


and  never  quite  reliable.  I have  tried  seven  or  eight  different 
kinds  and  have  never  yet  found  one  that  always  worked  satis- 
factorily. In  my  experience  they  invariably  get  out  of  order 
when  in  the  field  after  the  camera  has  been  jolted  about. 


Fig.  37  a. 


Fig.  37b. 

Sibyl  Camera  (Newman  & Guardia). 


Single  slides  occupy  little  room  and  are  generally  liked,  but 
personally  I prefer  the  double  slides,  or  “ double-backs  ” as 
they  are  called.  Ebonite  double-backs  fitted  with  kettleholder 
slides  are  excellent  when  new,  as  there  is  no  possibility  of  the 


Fig.  38a. — The  Ernemann’s  Camera  Fig.  38b. — The  Ernemann’s 

(ready  for  use).  Camera  (closed  for 

pocket). 


light  being  admitted  at  the  end  since  the  slide  cannot  be  drawn 
out  of  the  back.  On  the  other  hand,  they  are  apt  to  wear 
between  the  strips  and  leak,  and  require  to  be  frequently 
examined.  Film  backs  are  extremely  portable,  and  can  be 
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fitted  to  any  camera,  but  films  are  not  so  reliable  as  plates,  and 
are  apt  to  show  horizontal  streaks  like  telegraph  wires  and 
other  mysterious-looking  marks  on  development. 

Solid  Backs. — Another  admirable  double-back  is  the  solid 
form.  It  is  generally  made  of  wood,  but  I see  no  reason  why 
aluminium,  ebonite,  or  vulcanite  should  not  be  used.  I had  a set 
of  these  backs  made  some  years  ago  in  which  the  two  flat 
springs  which  force  the  plate  into  position  projected  slightly 
beyond  the  ferrotype  partition,  so  that  when  the  lid  at  the  end 
of  the  back  is  closed,  it  presses  on  the  springs,  and  forces  both 
plates  into  register.  On  opening  the  end,  the  springs  of  course 
fall  down  flat  and  thus  facilitate  the  removal  of  the  plates. 
The  chief  feature  of  this  form  is  that  it  does  not  matter  whether 
the  plates  are  of  the  exact  size  or  not,  as  the  back  allows  of 
considerable  latitude  in  that  respect.  Moreover,  they  admit  of 
carriers  very  readily,  and  possess  the  great  advantage  that  one 
can  slip  the  plates  in  and  out  in  a moment,  even  in  total 
darkness.  Personally,  I prefer  them  to  all  other  forms.  My 
sets  were  made  by  Perken,  Son,  & Payment  twenty-two  years 
ago,  and  I have  used  them  ever  since.  I keep  them  in  water- 
proof rubber  cloth  cases  which  fold  over  at  one  end,  the  flap 
being  held  in  position  by  an  elastic  band  sewn  on  to  it. 

Aluminium,  brass,  thick  vulcanite,  ferrotype  plate,  and  black 
japanned  mahogany  are  all  safe,  but  zinc,  tin,  and  celluloid  are 
open  to  objection,  since  the  two  former  give  rise  to  emanations, 
or  some  form  of  chemical  action,  which  leave  marks  on  the  plate, 
and  the  celluloid  in  dry  weather  often  emits  electric  sparks,  which 
also  impress  the  plate.  I have  repeatedly  noticed  this  in  the 
high  Alps.  The  mere  act  of  pulling  out  the  drawpiece  will 
often  give  rise  to  quite  a display  of  sparks,  which  any  one  can 
try  for  himself  in  the  dark  room  if  the  ah'  is  very  dry.  More- 
over, some  of  the  wooden  slides  are  lined  with  black  canvas 
or  linen,  which  is  liable  to  act  on  the  plate  by  reducing  the 
silver  salts,  and  give  rise  to  bands  or  marks.  They  should  be 
carefully  tested  before  setting  out  on  an  expedition.  It  is  well, 
in  any  case,  not  to  leave  the  plates  more  than  a day  or  two  in 
the  plate-holders.  The  backs  should  fit  into  the  camera  recess 
by  means  of  a bayonet  catch,  or  be  pressed  into  position  by 
means  of  a lever  spring,  as  is  usual  in  Newman  & Guardia’s 
cameras.  In  this  case  the  plate-holder  is  usually  very  thin,  and 
only  holds  one  plate.  The  velvet  which  keeps  the  fight  out 
when  the  drawpiece  is  withdrawn  should  be  periodically 
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renewed,  as  it  is  apt  to  get  worn  smooth ; this  applies  to  all 
plate-holders.  The  best  modern  backs  are  fitted  with  two 
velvet  traps,  one  behind  the  other,  so  that  when  the  slide  is 
inserted  obliquely  it  will  not  let  light  in,  as  the  inner  trap  is 
closed.  This  is  lifted  up  by  the  slide  as  it  is  pushed  further  in. 
The  writer  strongly  advises  the  amateur  to  have  this  most  use- 
ful invention  adopted  to  all  his  backs  in  which  the  drawpiece 
pulls  right  out.  Perken  & Son  fit  all  their  backs  with  an  inside 
flap  (even  when  the  drawpiece  is  not  removable).  This  effects 
the  same  purpose. 

Many  years  ago  I devised  a small  flap  of  velvet  cut  about 
half  an  inch  wide,  and  the  same  length  as  the  drawpiece  is 
wide.  This  was  doubled  on  itself  and  the  two  margins  glued 
along  the  end  of  the  drawpiece  so  that  it  formed  a loop  of 
velvet  across  it.  As  the  drawpiece  was  pulled  out  as  far  as  it 
would  go,  it  swept  the  film  of  the  plate  free  from  dust,  at  the 
moment  before  exposure.  Of  course  it  prevented  the  draw- 
piece  from  being  pulled  right  out  of  the  back ; but  I consider 
that  rather  an  advantage,  as  it  prevents  the  possibility  of  light 
getting  in.  I never  saw  it  adopted  by  camera  makers,  but  it 
should  prove  of  service  when  travelling  along  dusty  roads. 

§18.  Camera  Stands. — These  are  best  made  of  aluminium, 
ash,  or  mahogany.  For  quarter-plate  cameras  a three-  or  four- 
jointed  aluminium  collapsible  tube  stand  is  useful.  The  tall 
walking-stick  patterns  are  handy  in  touring.  A large  ferrule  at 
the  foot  of  the  stick  pulls  off  and  allows  the  three  legs,  which 
fit  together  to  form  the  walking-stick,  to  open  out  in  a tripod 
position.  The  stick  should  not  be  less  than  4 ft.  long.  For 
box  cameras  and  half-plate  folding  cameras,  a threefold  ash 
stand  with  a large  wooden  head  is  necessary.  For  still  larger 
sizes,  or  for  telephoto  work,  a twofold  mahogany  stand,  i.e. 
having  only  one  sliding  piece  to  each  leg,  is  required.  In  this 
form  the  tension  of  the  hinge  between  each  leg  and  the  head  is 
regulated  by  a binding-screw,  as  in  most  theodolite  stands.  This 
greatly  increases  the  rigidity,  as  this  is  the  weak  spot  of  all 
ordinary  stands.  To  prevent  slipping  fix  corks  to  the  feet. 

In  order  to  save  time  when  fitting  the  screw  which  holds 
the  camera  to  the  head,  it  is  a good  plan  to  screw  a spare  lens 
flange  to  the  camera  baseboard,  having  the  screw  hole  for  its 
centre.  Then  turn  a circular  groove  into  the  top  of  the  tripod- 
head  a shade  larger  than  the  flange  and  having  the  binding- 
screw  for  the  centre.  This  enables  the  operator  to  place  the 
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camera  instantly  in  correct  position  on  the  tripod,  and  the 
flange  keeps  the  camera  steady  when  rotating  it. 

To  prevent  losing  the  screw,  chnck  it  in  a lathe  and  cut 
away  all  the  screw  thread  except  the  terminal  third  of  an  inch. 
Next  drill  four  holes  in  a halfpenny,  three  equidistant  round  the 
margin  by  which  to  screw  it  underneath  the  tripod  head,  and  one 
in  the  centre  to  admit  the  screw.  Now  turn  a thread  in  the 


Baseboard  of  Camera 


Halfpenny 


The  author’s  device  for  fixing  the  screw  rapidly  to  the  camera,  and 
preventing  it  from  dropping  out  of  the  camera  head. 


centre  hole,  which  will  just  allow  the  thread  of  the  binding- 
screw  to  pass  by  screwing  through  it.  When  the  camera  is 
placed  in  position  on  the  tripod-head,  the  screw  can  be  pushed 
up  through  the  hole  above  the  halfpenny  and  then  screwed 
home,  the  shoulder  of  the  screw  binding  against  the  halfpenny. 
When  the  camera  is  unscrewed,  the  screw  will  drop  down  flush 
with  the  top  of  the  tripod-head,  but  cannot  be  lost,  being 
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retained  by  the  halfpenny.  I invented  this  idea  over  twenty 
years  ago,  and  have  used  this  form  of  screw  ever  since. 

Many  cameras  are  fitted  with  a revolving  turntable  which 
takes  the  place  of  a tripod-head.  This  does  well  enough  for 
small  cameras  under  half-plate  size ; but  for  large  cameras  a 
turntable  is  a nuisance,  as  you  are  compelled  to  hold  the 
camera  in  one  hand,  or  lay  it  down  on  the  ground,  whilst  you 
are  attaching  the  legs.  A screw  which  can  be  clamped  on  to 
the  head  of  an  ice  axe  is  often  useful  in  Alpine  photography. 
This  will  allow  of  a press-ball  exposure  of  from  1 to  2 sec. 
without  shaking  the  camera  if  one  end  of  the  haft  be  stuck  in 
the  ground  and  the  other  end  held  close  to  the  body  while 
keeping  the  eye  on  the  view-finder  during  the  release  of  the 
shutter. 


CHAPTER  II 


THE  LENS1 


§ 19.  Examination  of  a Simple  Plano = Convex  Lens  or 
Bull’s=eye. — In  studying  and  testing  photographic  lenses,  it  is 
just  as  well  that  the  student  should  make  himself  familiar  with 
a simple  lens.  If  a plano-convex  spectacle  lens  of  short  focal 
length  (Fig.  40a)  be  fitted  to  a camera,  with  the  flat  surface 
outwards,  and  the  image  of  any  bright  object,  such  as  a candle 
or  the  moon,  be  examined  on  the  screen,  however  carefully  one 
focusses  it  will  seem  to  be  slightly  hazy,  even  in  the  centre  of 


the  field,  the  image  being  surrounded  by  a halo  or  aureola  at  F 
(represented  by  a dotted  circle  in  Fig.  40b).  This  is  due  to 
spherical  aberration,  and  the  diameter  of  the  disc  or  halo  is 
sometimes  called  lateral  aberration.  It  is  due  to  the  out-of- 
focus  rays  which  pass  through  the  periphery  of  the  lens 
forming  a circle  round  the  central  focus  formed  by  the 
central  rays.  The  distance  F'F  between  the  focus  formed  by 

1 The  calculations  relating  to  lenses  in  this  chapter  are  treated  in  a 
very  elementary  manner.  Those  readers  who  desire  a more  detailed 
knowledge  of  the  subject  will  find  it  treated  in  clear  and  simple  language 
in  Lionel  Laurance’s  recent  work  on  General  and  Practical  Optics  (Orthos 
Press). 


Pig.  40a. — Diagram  showing  the  formation  of 
spherical  aberration  by  a plano-convex  lens. 


Pig.  40b. — Halo 
at  F. 
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the  peripheral  rays,  F,  and  that  formed  by  the  central  rays, 
F,  is  known  as  longitudinal  aberration.  The  circle  of  least 
confusion  lies  somewhere  between  these  two  points,  P and  F', 
in  the  above  figure,  at  about  the  plane  CD.  This  is  the  spot 
of  least  aberration. 

Now  reduce  the  aperture  of  the  lens  with  consecutive  rings 
of  black  paper,  and  the  halo  will  become  less  and  less  as 
smaller  rings  are  added,  until  at  last  it  disappears. 

These  experiments  show  that  lateral  aberration  diminishes 
with  the  aperture.  In  fact,  it  is  proportional  to  the  cube  of  the 
diameter  of  the  aperture,  while  the  longitudinal  aberration,  i.e. 
the  distance  between  the  two  focal  planes  is  proportional  to  the 
square.  Hence  the  necessity  of  stopping  down  a simple  lens. 
But  the  aberration  can  be  reduced  in  other  ways,  for  if  we 
turn  the  lens  round  so  that  the  curved  surface  faces  the  object, 
the  halo  will  be  reduced  to  nearly  a quarter  the  size.  If  we 
substitute  a crossed  lens  whose  radii  are  in  the  proportion  of 
one  to  six,  and  having  the  deeper  curve  towards  the  object, 
the  halo  will  be  still  further  reduced,  in  fact  the  aberration  will 
be  least  possible  supposing  the  refractive  index  = 1,5 — viz.  that 
of  ordinary  crown  glass.  We  must  add  this  proviso,  for  were 
the  lens  of  greater  density  (with  an  index  of  say  1,6)  the 
proportion  between  the  two  curves  would  have  to  be  much 
greater,  so  that  the  lens  would  need  be  nearly  a plano-convex. 
If  we  used  a still  denser  glass,  we  should  want  the  back  surface 
to  be  slightly  curved  the  other  way,  in  fact,  concave. 

Take  the  camera  into  a dark  room,  place  a candle  at  the 
further  end  of  the  room,  then  turn  the  curved  side  of  the 
plano-convex  lens  towards  the  light.  On  approaching  the 
candle  the  aberration  on  the  screen  (which  must  be  moved 
backwards)  increases,  until  the  candle  is  at  the  focus  of  the  lens 
when  the  aberration  is  at  a maximum.  Now  turn  the  lens 
round  with  the  flat  surface  to  the  light,  and  the  aberration  is 
reduced  to  nearly  a fourth  the  amount  at  once.  The  reason 
for  this  is  that  the  lens  is  in  reality  a prism,  or,  rather,  made 
up  of  an  infinite  number  of  prisms,  having  their  bases  at  the 
centre  of  the  lens,  and  the  least  possible  aberration  occurs 
when  the  prisms  are  in  position  of  minimum  deviation.  This 
is  the  case  when  the  convex  surface  is  turned  towards  parallel 
rays  (in  other  words,  when  the  light  is  remote  compared  with 
the  focal  length  of  the  lens),  but  for  rays  divergent  from  a 
point  at  the  principal  focus  of  the  lens,  the  flat  surface,  or  in 
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the  case  of  a crossed  lens  the  flatter  surface,  must  be  turned 
towards  the  light.  These  facts  are  most  important,  and  they 
form  a clue  to  the  manner  in  which  a bull’s-eye  condenser 
should  be  used  to  the  best  advantage. 

Place  your  camera  at  the  end  of  the  table,  and  at  the  other 
place  a row  of  seven  cards,  numbered  successively,  in  parallel 


slots  sawn  across  a bar  of  wood,  one  behind  the  other,  at 
intervals  of  an  inch,  so  that  the  print  on  each  card  can  be 
seen  on  the  focussing  screen  (Fig.  41).  Focus  carefully  for  the 
centre  card,  expose  and  develop  the  plate.  It  will  be  found 
that  No.  4 card  focussed  is  now  out  of  focus,  and  another 
card  nearer  will  be  sharp.  A simple  lens,  therefore,  has 
two  foci  separated  by  a perceptible  distance,  one  where  the 
brightest  visual  (yellow)  rays  meet,  called  the  visual  focus, 
the  other  somewhat  nearer  the  lens,  where  the  blue-violet  rays 
meet,  which  is  called  the  actinic  or  chemical  focus,  because 
here  the  rays  which  affect  the  sensitive  plate  form  an  image, 
and  they  are  only  slightly  visible  to  the  eye.  Consequently, 
to  get  a sharp  negative,  the  plate,  after  focussing,  must  be 
moved  towards  the  lens  a certain  distance. 

Some  say  this  distance  should  be  jLth  of  the  focal  length  of 
the  lens,  others  ^th,  but  the  discrepancy  is  easily  accounted 
for,  since  the  distance  the  plate  should  be  shifted  depends  on  a 
number  of  factors,  such  as  the  aperture,  the  focal  length,  the 
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distance  of  the  object,  the  form  of  the  lens,  and  its  refractive 
and  dispersive  indices.  As  a general  rule,  the  distance  should 
equal  4yth  of  the  focal  length  for  distant  objects,  and  ^th  or 
Jjth  for  near  objects.  But  it  can  be  calculated  from  the 
difference  between  the  focal  length  of  the  lens  for  the  visual 
and  actinic  light,  if  the  refractive  indices  for  the  yellow  and 
violet  rays  be  known.  Thus,  in  a plano-convex  lens,  since 


Fig.  42. — Diagram  showing  the  two  foci  produced  by  the  splitting 
up  of  white  light  by  a lens. 


r = 12  in.,  the  yellow  index  = 1,5,  and  the  violet  = 1,515 ; 

12  12 
then  F = q g = 24  in.  for  the  yellow,  and  Q-gyg  = 23,53  in.  for 

the  violet.  The  chemical  focus  thus  differs  from  the  visual  by 
047  in.,  so  that,  in  this  case,  the  plate  must  be  moved  forwards 
0 47  1 

24T  °r  5l  ^oca^  ■'•eng^  14m  lens.  In  practice,  the 


plate  must  be  moved  considerably  more,  as  an  average  must  be 
struck  between  the  focus  at  the  centre,  and  at  the  edge  of  the 
plate,  owing  to  the  curvature  of  field.1 

Lastly,  the  effect  of  the  position  of  a diaphragm  on  these 
aberrations  should  be  noted.  Mount  a plano-convex  lens  in  the 
camera  with  the  flat  side  out,  and  without  a diaphragm.  Focus 
for  best  definition,  and  it  will  be  seen  that  no  part  is  quite 
sharp,  but  the  definition  is  better  round  the  centre.  Place  a 
diaphragm  whose  aperture  is  about  the  y^th  F close  up  against 
the  lens.  This  will  give  a sharp  central  definition,  but  only 
over  a small  area.  Now  slowly  withdraw  the  diaphragm,  and 
observe  how  the  definition  improves  over  a gradually  increasing 
area,  until  a certain  point  is  reached,  when  no  further  improve- 
ment can  be  made. 


1 It  has  been  pointed  out  by  Mr.  George  Brown,  that  if  a yellow  screen 
and  an  orthochromatic  plate  be  used,  no  correction  for  chemical  focus 
need  be  made  when  using  a spectacle  or  other  single  lens  (see“  The  Lens,” 
by  Bolas  and  Brown,  a book  which  teems  with  valuable  practical  hints). 

B 
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General  Properties  of  Thin  and  Thick  Lenses. 

The  author  has  adopted  the  positive  sign  ( + ) to  represent 
the  power  or  focal  length  of  a convex  lens  as  well  as  the 
curvature  of  a surface  which  tends  to  converge  the  incident 
light,  while  the  negative  sign  ( — ) is  prefixed  to  the  power  or 
focal  length  of  a concave  lens  and  to  the  curvature  of  a surface 
which  tends  to  diverge  incident  rays,  in  accordance  with  the 
practice  of  many  foreign  physicists  of  eminence. 

§ 20.  Thin  Lenses. — If  light  from  any  point  of  an  object,  0, 
pass  through  a lens  and  is  brought  to  a focus,  I,  then  I will  be 
the  image  of  0,  and  the  two  points  will  form  conjugate  foci, 
because  however  you  shift  the  object  0,  the  image  I will  move 
likewise,  not  to  the  same  extent,  but  always  just  so  far  that  the 
reciprocal  of  the  distance  of  the  object  from  the  lens,  added  to 
the  reciprocal  of  the  distance  of  the  image,  will  be  exactly  equal 
to  the  reciprocal  of  the  focal  length  of  the  lens.  Or  if  a = dis- 
tance of  object  from  the  lens  and  1)  the  distance  of  the  image,  then 


P b 


[6] 


Or,  to  put  it  in  another  way,  if  we  represent  the  power  of  the 
lens  to  alter  a wave  front  by  D (which  may  be  expressed  by 
the  reciprocal  of  its  focal  length  1/P),  then  that  power  will 
always  be  found  to  be  divided  up  between  the  distances  from 
the  lens  of  object  and  image  respectively,  so  that  if  we  express 
the  distance  of  the  object  from  the  lens  by  its  power,  p,  which 


is  the  reciprocal  of  this  distance  a 


and  the  distance  of 


the  image  from  the  lens  by  its  power,  p',  which  is  the  reciprocal 

/ \\ 

of  this  distance,  b ( i.e.  j ),  then 


D = p +p' 


[6a] 


This  is  rigorously  true,  whatever  be  the  shape  or  nature  of  the 
lens,  provided  the  image  is  on  the  opposite  side  of  the  lens  to 
the  object.  In  this  case  the  image  will  be  inverted  and  real,  i.e. 
it  can  be  received  on  a screen. 

If  the  image  be  formed  on  the  same  side  of  the  lens  as  the 
object  the  image  cannot  be  received  on  the  screen.  It  is  then 
called  a virtual  image,  and  will  be  erect.  In  this  case  the 
reciprocal  of  the  focal  length  of  the  lens  will  be  exactly  equal 
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to  the  difference  between  the  reciprocals  of  the  distances  of  0 
and  I,  or 


Or,  to  put  it  in  another  way,  if  a has  a stronger  dioptric 
power  than  the  lens  (in  which  case  the  object  lies  nearer  the 
lens  than  E/1,  i.e.  within  the  focus),  then  !>  must  have  a corre- 
sponding negative  value,  and  the  image  will  be  a virtual  one, 
and  lie  on  the  same  side  as  the  object.  This  may  be  expressed 
by  the  formula 

D = p — p' [7a] 

Now,  according  to  Huyghens’  principle,  each  luminous  point  of 
an  object  will  scatter  light  in  all  directions,  and  the  rays  will 
travel  in  straight  lines  in  the  form  of  undulations,  or  waves. 
Each  little  wave  will  form  a sphere  of  energy.  The  circum- 
ference of  each  tiny  sphere  will  form  the  starting-point  of  the 
next  sphere,  but  since  all  the  waves  travel  at  the  same  rate,  the 
crests  of  each  row  of  spheres  will  form  the  circumference  of  a 
big  sphere,  the  centre  of  which  is  the  object-point.  This  cir- 
cumference is  called  the  wave  front.  When  this  wave  front 
meets  the  curved  surface  of  a lens  it  suffers  retardation.  If  the 
curved  surface  has  its  convexity  turned  towards  the  wave  front 
it  will  tend  to  flatten  it  out,  because  the  middle  of  the  wave 
front  will  be  retarded,  while  the  sides  will  travel  unimpeded 
until  they  reach  the  lens.  Such  a curved  surface  is  called 
positive,  because  it  tends  to  the  formation  of  a positive,  or  real, 
image.  When  the  flattened  wave  reaches  the  second  surface  of 
the  lens  another  change  occurs.  If  the  curved  surface  be  con- 
cave on  the  side  of  the  wave  front,  the  sides  of  the  latter  will 
have  escaped  into  the  air  and  resume  their  initial  velocities, 
while  the  centre  of  the  wave  is  still  struggling  to  get  through 
the  lens.  In  this  case  the  effect  of  the  second  surface  will  be 
to  intensify  that  of  the  first  one,  since  it  also  acts  in  a positive 
manner.  The  second  surface  is  therefore  called  positive  for  the 
11  same  reason.  If  the  two  curves  jus  succeed  in  flattening  out 
the  wave  front  to  a plane  surface,  the  wave  front  will  travel  on 
to  infinity  and  never  come  to  a focus  at  all.  If,  however,  the 
second  curve  is  strong  enough  not  only  to  flatten  out  the  wave 
but  to  bend  it  in  the  opposite  direction,  it  will  form  a concave 
surface,  and  the  wave  will  form  a focus  at  the  centre  of  that 
curve,  which  is  called  the  image  point  of  the  object.  In  this 


52 


PHOTOGRAPHIC  OPTICS 


case  the  image  is  real  and  can  be  formed  on  a screen  on  the 
opposite  side  of  the  lens  to  the  source  of  light. 

If  the  first  surface  of  the  lens  present  a concave  aspect  to 
the  wave  front,  it  will  not  oppose  but  add  to  the  curve  of  the 
wave  front.  It  is  therefore  called  a negative  surface.  If  the 
second  curve  is  positive  and  has  a shorter  radius  than  the  first 
curve  it  will  have  more  power,  and  after  neutralizing  the  effect 
of  the  first  curve  it  will  be  able  to  bend  the  wave  front  in  and 
bring  it  to  a positive  focus  as  before.  If  it  has  a longer  radius, 
and  therefore  endowed  with  less  power,  the  total  effect  will  be 
a negative  one,  and  the  image  may  be  traced  back  in  the 
direction  of  the  object  and  will  form  a negative  image.  This 
will  be  erect  and  virtual,  and  may  be  situated  anywhere  between 
infinity  and  the  object  side  of  the  lens.1  Instead  of  expressing 
the  lens  in  general  terms  by  its  power,  we  may  resolve  the 
latter  into  two  factors,  viz.  curvature  and  refractive  index,  or 
if  the  lens  has  a sensible  thickness,  into  three ; viz.  curvature, 
index,  and  thickness.  We  may  express  these  conditions  where 
the  image  is  real  by  the  formula 

[8] 

where  F = focal  length  of  the  lens,  p its  refractive  index,  and 
and  u the  radii  of  the  first  and  second  surfaces  of  the  lens. 

In  the  second  case,  in  which  the  second  curve  is  negative, 
we  must  alter  the  sign  and  write 

s-o-^-s) m 

or  if  both  curves  are  negative,  we  write 

. . . tio] 

in  this  case,  F is  negative  and  the  focus  is  a virtual  one. 

From  what  we  have  stated  at  the  commencement  of  this 
paragraph,  we  may  express  the  above  formulae,  [6,  7,  8]  and 


[9]  respectively,  by 

D =2?  +p' [11] 

d =p  — y [12] 

D = 0*  - l)(p  + f)  • • • • [13] 

and  D = (p.  — 1 ){jo  — p')  . . . . [14] 


1 In  every  case  of  refraction  through  a lens,  or  a simple  system  of 
lenses,  the  real  image  is  always  positive,  inverted,  and  on  the  opposite  side 
of  the  lens  to  the  source  of  light,  and  the  virtual  image  is  always  negative, 
erect,  and  situated  on  the  same  side  as  the  source. 
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which  renders  our  calculations  easier.  "We  will  therefore  con- 
sider D to  represent  the  power  of  the  lens,  p and  p'  as  the 
powers  represented  by  the  conjugate  distances  a and  &,  which 
are  at  once  found  by  dividing  100  or  40  by  the  distances  a or  l, 
according  as  they  are  expressed  in  centimetres  or  inches. 

Example. — Suppose  the  object  be  80  cm.  from  a lens  having 
a positive  focal  length  of  20  cm.,  where  will  the  image  be 
situated  ? 


Here  D = or  5,  and  p --  ^ or  1,25. 

Since  D — p-\-p'ypz=  D — p'  = 5 — 1,25  = 3,75 


which  is  the  power  left  after  the  combat  between  the  lens  and 
the  wave  front.  The  distance  of  the  image  from  the  lens  is 


therefore 


100 

3,75 


= 26|  cm. 


Suppose  tne  object  is  20  in.,  and  the  image  5 in.,  from  the 
lens,  what  is  the  focal  length  of  the  lens  ? 


D =p  +p'  = 2 + 8 = 10,  i.e.  F = y|j,  or  4 in. 

Again,  the  focal  length  is  10  in.,  the  object  is  8 in.,  from  the 
lens,  wljere  will  the  image  be  ? 

Taking  D = p 4- p'  as  before,^?  = 4 — 5 = — 1.  The  negative 
sign  shows  us  that  the  image  will  be  on  the  same  side  as  the 
object.  It  is  therefore  virtual,  erect,  and  negative. 

Suppose  the  lens  is  equi-convex  (which  is  the  case  when 
both  surfaces  have  the  same  curvature)  and  r1  = r2  = 50  cm., 
the  refractive  index  of  the  glass  being  1,5  : what  will  the  focal 
length  be  ? 

F = ^ _1Kr1  + ^)  = 0,5  X (§0  5o)  = 50  cm'’  l'e'  F = r 

or  D = — l)(p  + p')  = 0,5  x (2  + 2)  = 2,  or  50  cm.  as  before. 

From  this  we  learn  that  in  any  equi-convex  lens  the  focal 
length  is  the  same  as  the  radius  of  curvature. 

Another  example : A meniscus  lens  has  i\  — 25  cm.  and 
r2  = — 5 cm.  What  is  its  focal  length  ? 

D = 0,5  x (4  — 20)  = — 8,  or  F = 12,5  cm.,  and  negative. 

And  if  we  could  afford  the  space  it  could  easily  be  shown 
that  this  principle  will  hold  true  for  any  number  of  lenses  of 
any  thickness  and  of  any  form,  however  complicated,  only  of 
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course  we  shall  have  to  introduce  a few  more  factors  into  the 
equation.  The  following  question  shows  how  simple  a calcula- 
tion for  thin  lenses  becomes  when  made  by  the  dioptric  method. 
It  can  be  worked  on  the  thumb-nail. 

Example. — Four  thin  lenses  are  placed  in  contact  side  to 
side  along  a common  axis : (1)  is  a plano-concave  of  4D ; (2) 
a positive  meniscus  of  radii  + 2 in.  and  — 5 in.  respectively 
(ju.  = 1,5) ; (3)  a biconvex  of  50  cm.  focus  ; and  (4)  a biconcave 
of  33|  cm.  focal  length.  What  is  the  focal  length  of  the  com- 
bination ? Here 

F (1)  = — 4D  ; y 

F (2)  = (^  - 1 )(p-  /)  = 0,5  x (20  - 8)  = 6D  ; 

F (3)  = 2D ; 
and  F (4)  = -3D. 

Then  — 4D  + 6D  + 2D  — 3D  = + ID.  The  combination 
will  therefore  have  a positive  focal  length  of  100  cm.,  and 
can  project  a real  inverted  image. 

§ 21.  Graphic  Construction  of  the  Image  produced  by 
a Thin  Lens. — First  let  us  take  the  case  of  an  infinitely  thin 


positive  lens,  by  which  we  understand  a lens  so  thin  that  the 
interval  between  the  surfaces  may  be  neglected. 

Let  L be  such  a lens  (Fig.  43).  AB  a vertical  object  on  the 
axis  BB',  F,  and  F2  the  anterior  and  posterior  principal  foci  of 
the  lens.  It  is  required  to  construct  the  image.  Since  B is  on  the 
principal  axis,  its  image,  B',  must  likewise  be  somewhere  on  the 
axis.  From  A draw  a fine  through  P,  the  centre  of  the  lens. 
Then,  according  to  a well-known  optical  law,  the  ray  will,  if  pro- 
longed, pass  through  the  image,  which  is  the  conjugate  of  A. 
From  A draw  a second  line  through  the  anterior  focus  F,, 
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and  such  a ray  when  it  is  prolonged  will,  after  refraction, 
pass  in  a direction  parallel  to  the  principal  axis,  and  will  meet 
the  other  ray  from  A at  the  conjugate  focus  A'.  From  A 
draw  a third  line,.  AL,  parallel  to  the  axis.  On  refraction 
it  will  pass  through  the  posterior  focus  F2,  and  if  prolonged 
will  meet  the  conjugate  focus  at  A'.  From  A'  draw  a line 
A'B'  parallel  to  AB. 

Then  B'A'  is  the  image  of  AB,  since  the  intersection  of  any 
two  of  the  above-mentioned  lines  drawn  from  A will  define  the 
position  of  an  image  point. 

§ 22.  Graphic  Construction  of  the  Image  produced  by  a 
Thick  Lens. — The  focal  length  of  an  objective  is  often  thought 
to  be  the  distance  between  the  back  of  the  lens  and  the  image 
on  the  focussing  screen,  when  the  object  is  a distant  one.  This 
is  sometimes  called  the  back  focus  (FB),  and  is  useful  to  know, 
but  it  is  never  the  true  focal  length  except  in  the  solitary 
instance  of  a plano-convex  lens  placed  with  the  flat  side  facing 
the  object.  In  the  case  of  all  other  lenses,  or  systems  of  lenses, 
the  point  from  which  the  focal  length  has  to  be  measured  lies 
either  between  the  components,  as  occurs  in  symmetrical  lenses 
when  the  elements  are  placed  close  together,  inside  the  lens 
as  obtains  in  a biconvex  lens,  or  lastly,  outside  the  system 
altogether,  as  we  find  to  be  the  case  in  all  deep  meniscus  lenses, 
in  many  forms  of  cemented  combinations,  in  symmetrical  lenses 
placed  at  some  distance  apart,  and,  most  important  of  all,  in 
telephoto  lenses.  In  this  last  case  the  point  from  which  the 
focus  has  to  be  measured  lies  a long  way  (often  many  inches  or 
even  a foot  or  more)  in  front  of  the  lens,  a property  which  is 
very  convenient  since  you  can  use  a long  focus  lens  with  a 
short  camera.  It  is,  therefore,  very  important  for  the  photo- 
grapher who  wishes  to  master  his  lens  to  find  out  the  why  and 
wherefore  of  this,  and  to  know  from  what  point  to  measure  the 
focal  length. 

§ 23.  The  Gauss  Points  and  Planes. — Our  knowledge  of 
the  real  course  of  rays  through  a system  of  lenses  is  due  to 
three  mathematicians  who  flourished  during  the  first  half  of  the 
nineteenth  century — Moebius,1  Gauss,2  and  Bessel.3  A little 

1 Moebius,  “ Die  Haupteigenschaften  eines  Systems  von  Linsenglasern,” 

Gesam.  Werke,  Bd.  IV.,  p.  479.  1829. 

2 Gauss,  “ Dioptr.  Untersuchungen,”  Gesam.  Werke,  Bd.  V.,  p.  245. 
1840. 

3 Bessel,  “ Die  Grundformeln  der  Dioptrik.  Astronom.  Nachr,”  Bd.  18. 
1840. 
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later  Moser1  and  Listing2  completed  the  work.  These  five  men 
formed  the  groundwork  on  which  our  knowledge  of  image 
formation  is  founded. 

Moebius  and  Gauss  found  that  for  every  lens  or  system  of 
lenses,  however  complicated,  provided  they  were  arranged 
along  a common  axis,  four  cardinal  or  characteristic  points,  each 
situated  in  a plane  at  right  angles  to  the  axis,  could  be  deter- 
mined, and  when  these  points  were  once  known,  the  rays  could 
be  traced  through  the  entire  system,  and  their  subsequent 
course  ascertained.  By  this  means  the  calculation  for  a 
number  of  symmetrically  placed  lenses  was  greatly  simplified. 
Gauss  only  considered  the  case  of  lenses  surrounded  by  air,  as 
they  naturally  would  be  in  nearly  all  cases,  but  Listing,  when 
investigating  the  eye,  found  it  necessary  to  add  two  more  points, 
which  he  called  “ nodal  points,”  since  the  image  was  formed  in  a 
denser  medium  than  the  object,  which  made  the  anterior  and 
posterior  focal  lengths  unequal.  In  fact,  the  posterior  focal 
length  is  equal  to  the  anterior  focal  length  multiplied  by  /a,.,  or 

the  relative  index  of  the  two  media,  i.e.  — . From  this,  a little 

Mi 

reflection  will  show  that  the  closer  the  index  of  the  second 
medium  gets  to  that  of  the  first,  so  the  interval  between  the 
nodal  points  and  the  equivalent  points  will  be  reduced,  until 
when  the  two  media  are  the  same,  the  principal  and  nodal 
points  will  coalesce  and  become  identical. 

Since  all  lenses  used  in  photography  (except  in  very  rare 
cases)  have  air  on  both  sides,  we  need  not  refer  to  Listing’s 
nodal  point  again,  unless  we  use  it  to  signify  the  second 
principal  point,  as  is  often  done. 

Knowing  Gauss’  four  points  and  the  planes  in  which  they 
lie,  it  is  quite  easy  to  construct  the  image  of  any  object.  These 
points  are  : 1.  The  anterior  focus  (first  principal  focus) ; 2.  The 
posterior  focus  (second  principal  focus) ; 3.  Anterior  or  first 
principal  point ; 4.  Posterior  or  second  principal  point. 

In  order  to  trace  the  course  of  rays  through  a compound 
system  we  can  establish  these  four  points  for  each  element 
separately,  and  then  we  have  the  data  for  finding  the  four 
points  for  the  combined  system.  In  this  latter  case  it  is  usual 
to  call  the  principal  points  equivalent  points,  so  that  for  a com- 
pound system  we  have  two  focal  points  and  two  equivalent 

1 Moser,  “ Ueber  das  Auge.”  Doves  Repertorium.  1844. 

2 Listing,  “ Beitrag  zur  Physiol.  Optik.”  1845  and  1851. 
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points,  so  that,  when  located,  we  can  readily  trace  the  rays 
from  any  point  on  the  object  through  the  lens  system  to  its 
corresponding  image  point. 

All  rays  proceeding  from  an  object  are  called  incident  rays, 
and  all  rays  when  they  have  passed  through  the  lenses  are 
termed  emergent  rays. 

Since  in  all  systems  of  lenses  in  air  the  two  principal 
focal  lengths  are  the  same,  it  makes  no  difference  to  the  focal 
length  whether  you  turn  the  lens  round  (back  to  front)  in 
the  camera.  Hence  it  follows  that  since  the  focal  length  in 
either  direction  is  the  same,  the  size  of  the  image  remains 
unaltered.  And  this  holds  true  for  any  combination  of  lenses, 
so  that  if  you  turn  a telephoto  lens  round  with  the  positive  lens 
nearest  the  camera,  the  magnification  of  the  image  will  still 
remain  unchanged,  although  the  screen  must  be  racked  back 
a considerable  distance,  and  the  field  projected  will  be  smaller. 


Fig.  44. — Diagram  showing  Gauss’  points  and  planes. 

The  definition  of  Gauss’  points  and  planes  is  as  follows  : — 

The  first  principal  focus,  Fj  or  fa  (Fig.  44),  is  the  point  to 
which  a beam  of  rays  parallel  to  the  axis  converge  when  they 
proceed  from  the  image  side  of  the  lens  system. 

The  second  principal  focus,  F2  or  fa,  is  the  point  to  which  the 
rays  of  a beam  of  light  parallel  to  the  axis  converge  when  they 
proceed  from  the  object  side  of  the  lens  system. 

The  first  and  second  focal  planes  are  imaginary  planes  passing 
through  the  focal  points  at  right  angles  to  the  principal  axis. 
They  have  the  same  property  as  those  of  a single  refracting 
surface.  The  rays  proceeding  from  any  point  in  the  first  focal 
plane  run  parallel  to  each  other  after  refraction,  and  to  the 
secondary  axes.  Conversely,  the  rays  that  were  parallel  before 
refraction  come  to  a focus  on  the  second  focal  plane. 

The  first  principal  plane,  Px  (or  first  equivalent  plane,  Ex),  is 
an  imaginary  plane  placed  at  x’ight  angles  to  the  principal  axis, 
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and  the  first  principal  point  is  the  point  at  which  the  axis  cuts 
the  plane. 

The  second  principal  plane,  P2  (or  second  equivalent  plane,  E2), 
is  a similar  plane  parallel  to  the  first,  and  the  second  principal 
point  is  on  the  axis  where  it  cuts  the  plane. 

These  two  planes,  which  may  be  considered  with  their 
equivalent  points,  have  the  following  properties  : — 

1.  Any  point  on  the  first  plane  has  its  corresponding  point 
on  the  second  plane,  and  they  are  both  equidistant  from  the 
axis  and  on  the  same  side  of  it. 

2.  The  two  planes  are  conjugate  to  each  other,  and  every 
incident  ray  which  proceeds  towards  a point  in  the  first  plane 
will,  after  passing  through  the  system,  emerge  as  if  it  came 
from  the  corresponding  point  in  the  second  equivalent  plane. 

3.  Any  ray  directed  towards  the  first  equivalent  point  will, 
after  passing  through  the  system,  emerge  from  the  second 
equivalent  point,  or,  at  least,  will  appear  to  come  from  that 
point,  and  its  direction  after  refraction  will  be  parallel  to  the 
incident  ray. 

The  two  principal  planes  are  therefore  conjugate  images  of 
each  other,  having  the  same  size  and  direction.  In  other 
words,  they  are  planes  of  unit  virtual  magnification. 

By  making  use  of  these  properties  we  can  readily  construct 
the  course  of  rays  through  any  system.  It  will  be  found  that 
the  rays  take  exactly  the  same  path  as  was  shown  in  the  case 
of  a thin  lens,  except  that  the  rays  appear  to  he  transferred  bodily 
from  one  plane  to  the  other  (see  Fig.  44). 

The  importance  of  these  planes  lies  in  the  fact  that  the 
anterior  focal  length  is  measured  from  the  first,  and  the 
posterior  focal  length  from  the  second  principal  plane,  or, 
more  exactly,  from  the  second  principal  point,  and,  therefore, 
E^i  = Eo(/io.  These  planes  are  not  only  at  all  possible  distances 
apart,  but  in  compound  systems  they  are  very  frequently 
crossed,  i.e,  the  second  plane  will  often  be  found  on  the  object 
side  of  the  first  plane,  but  even  in  these  cases  the  two  focal 
lengths  are  the  same. 

Let  DEiM,  FE2N  (Fig.  45)  be  the  first  and  second  equi- 
valent planes ; E1(  E2  the  equivalent  points.  AB  = object, 
B'A'  the  image,  <f>1}  </>»  the  two  principal  foci  of  the  lens. 

From  the  object-point  A draw  the  incident  ray  AEj,.  The 
ray  will  be  refracted  on  entering  the  lens  at  G,  and  will  pass  in 
a straight  line  to  H.  Then  HA'  parallel  to  AG  will  be  the 
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course  of  the  refracted  ray  after  leaving  the  lens.  This  ray 
directed  towards  Ex  appears,  after  refraction,  to  proceed  from 
E2.  Erom  A draw  AD  parallel  to  the  axis.  It  will  meet 
the  lens  at  0 and  be  refracted,  but  may  be  traced  to  D.  The 
refracted  ray  will  take  the  path  FK<£2A' ; the  distance  of  F 
from  the  principal  axis  in  the  plane  of  E2  being  equal  to  that 
of  D in  the  plane  of  Ex ; the  path  of  the  ray  within  the  lens 
being  that  of  CK.  Then  D and  F will  be  equidistant  from  the 
axis.  Finally,  from  A draw  a line  through  the  anterior  principal 
focus  <£x  and  produce  it  to  M.  It  will  be  refracted  at  the  point 
where  it  meets  the  lens,  and  after  refraction  at  the  second 
surface  will  take  the  course  NA'  parallel  to  the  principal  axis, 
so  that  A'  will  be  the  conjugate  image  of  A,  and  B'A'  will  be 
the  image  of  AB. 

In  the  same  way  we  can  construct  a virtual  image.  This  is 


B' 


A' 

Fig.  45. — Graphic  construction  showing  how  a positive  image  is 
produced  by  a thick  lens 

formed  by  a negative  lens  in  every  case,  and  by  a positive  lens 
whenever  the  object  is  nearer  the  lens  than  the  principal  focus, 
which  we  see  must  be  the  case  from  our  formula  : D = p -f-  p' 
whenever  p has  more  power  than  D.  Let  XY  (Fig.  46)  be  the 
axis,  Ej,  E2  the  two  equivalent  points  on  the  two  planes  P,  P'. 
AB  the  object.  Draw  a line  from  A to  E1;  cutting  the  axis  at 
the  equivalent  point  Ej.  Then  the  refracted  ray  will  appear  to 
start  from  E„  in  the  direction  E2H,  parallel  to  AE,.  From  A 
draw  AC  parallel  to  the  axis.  From  D,  a point  on  the  second 
plane  and  at  the  same  distance  as  C from  the  axis,  draw  DG, 
passing  through  F2.  Prolong  the  diverging  lines  E2H  and 
DG  backwards,  and  they  must  meet  at  A'  on  the  object  side. 
The  point  A'  where  the  two  lines  meet  will  be  the  image  of  A. 
In  the  same  way  the  image  of  B can  be  found.  Then  A'B' 
will  be  the  geometrical  image  of  AB.  Since  A'  is  on  the 
same  side  of  the  axis  as  A,  the  image  is  erect  and  virtual. 
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The  calculations  necessary  to  trace  the  course  of  rays 
through  several  lenses  would  be  exceedingly  complicated,  if  a 
separate  calculation  had  to  be  made  for  each  surface  in  turn  ; 
but  by  means  of  the  Gauss  method,  the  position  of  the  conju- 
gate points  and  planes  of  object  and  image  can  be  definitely 
fixed,  no  matter  how  many  lenses  and  refracting  surfaces 
intervene,  provided  all  the  lenses  are  optically  centred  on  a 
common  axis. 

The  interval  between  Ex  and  E2  (or  Px  and  P,)  is  known 
as  the  optical  interval  or  equivalent  thickness  of  the  lens,  while 
the  distance  between  F,  and  E1;  and  F„  and  E2  denote  the  true 
or  equivalent  focal  distance  of  the  lens,  or  lens  system.  The 
distance  between  F2  and  the  posterior  pole  of  the  back  lens 
is  termed  the  back  focus  (FE).  Except  in  symmetrical  lenses, 

A'  P P' 


Fig.  46. — Graphic  construction  showing  how  a negative  image  is 
produced  by  a thick  lens. 

the  distances  between  Fx  and  the  front  lens,  and  F2  and  the 
back  lens  are  never  the  same,  although  the  distances  EjF, 
and  E,,Fo,  which  are  the  true  focal  lengths,  are  invariably 
equal. 

When  the  position  of  the  equivalent  planes  in  a system  of 
lenses  is  examined,  it  will  be  found  that  in  some  cases  the 
position  of  the  planes  is  reversed  or  crossed,  i.e.  E2  is  to  be 
found  nearest  the  object,  and  Ex  nearest  the  image ; but  Ex  is 
always  measured  backwards  .from  the.  front  lens,  and  E2  is 
always  measured  forwards  from  the  back  lens,  except  in  the 
case  of  a periscopic  or  telephoto  combination,  in  which  case 
one  of  the  equivalent  points  is  measured  negatively,  i.e.  in  the 
opposite  direction  to  that  just  mentioned. 

If  the  focal  lengths  (Fx  and  F2)  of  two  thin  lenses  are 
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known,  the  position  of  the  equivalent  points  of  the  combination 
can  readily  be  found  from  the  formulas 

El  = F,  + F2  — d and  E'2  = Fa+.Fa  - d 


in  which  cl  = distance  of  separation  between  the  two  lenses. 

An  example  will  illustrate  these  formulae.  Let  the  focal 
length  of  the  convex  lens  Lj  = 6 in.,  and  that  of  the 
convex  lens  L2  = 9 in.  The  two  being  separated  by  2 in. 
(Fig.  47). 


Then 


6x2  12 

^ - 6 + 9 - 2 “ 13 


in.  behind  the  front  lens  L: 


E2 


9x2  5 

6 + 9 - 2 “ 113 


in.  in  front  of  L2. 


E2  Ei 


/ 

>M L 

\ 

i 

\5/* 

-2  F2  . 

l 

/ 

i 

'< 2- > 


Fe^^/s > 


Fig.  47. 


To  find  the  equivalent  focal  length  of  the  combination  we 
have  the  formula 


in  this  case 


Tjl  •*"  1~L  2 

E ~ Fj  + F2  — d 

6x9  54  . 2 . 

E,i  — 6 + 9 — 2 13  413m 


[16] 


which  is  the  distance  between  Fj  and  Ex  or  F2  and  E2. 

As  the  lenses  areiseparated  2 in.,  while  Ex  is  ■—  in.  behind  the 
front  lens  Li,  and  E2  is  1^  in.  in  front  of  the  back  lens  L2,  the 
two  planes  are  crossed  by  an  amount  = 2 — (1^  + y§)  =~g  in., 
as  is  shown  in  Fig.  47. 

Let  us  now  consider  the  position  of  the  equivalent  planes 
when  a positive  and  a negative  lens  are  separated.  The 
positive  element  being  in  front,  as  in  an  ordinary  telephoto  lens. 
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Prom  [15]  we  have 
Pxf/ 


Bi  = 


Pi  — P 2 — d 


and  from  [16] 


P,= 


E,  = 


Pt  x P2 
Px  + Fo  - cl 


P./i 


P,  - P2  - d 


Ei 


Optical  Interval 
25" 


E2 


V 


, FE‘/2“  M” 

Fig.  48. — Gauss’  planes  of  a positive  and  negative  lens.  The 
convex  lens  facing  the  light. 


Example. — Let  Lx  = 6 in.  focal  length,  L2=  — 2 in.,  and 
d = 5 in. ; then  we  get 

6x5  30 

hl  ~6  - 2 - 5 “ -1 

or  30  in.  in  front  of  Llf  since  the  distance  is  negative  and  is 
therefore  measured  towards  the  object  (Fig.  48). 

_ - 2x5  _-10 

or  10  in.  in  front  of  L2  and  5 in.  in  front  of  L1;  since  the 
distance  has  a positive  value  and  is  therefore  measured  towards 


Li  L2  Ei  E2 


4 

Fig.  49. — Gauss’  planes  of  a positive  and  negative  lens.  Concave 
lens  facing  the  light. 

the  object.  Hence  the  distance  between  Ej  and  E2  = 30  — 5 
or  25  in. 
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Lastly,  FE,  or  equivalent  focal  length 

6 X - 2 -12  , ... 

= g ^ 5 = j-,  or  12  m.  and  positive, 

consequently  PB  is  12  — 10  or  2 in.  behind  L2. 

If  we  turn  the  telephoto  lens  round  so  that  the  negative 

lens  is  in  front,  we  have  the  condition  of  things  found  in  the 

Adon  lens.  The  two  planes  Ej  and  E.2  will  now  be  behind 

the  combination  (Fig.  49). 

mu  . -n,  - 2 X 5 - 10 

Then  we  get  Ex  = 


and 


E„  = 


-2+6-5 
6x5 


- 1 

30 


—2+6—5  -1 

Ei  will  now  be  10  in.  behind,  i.e.  to  the  right  of  L1;  or  5 in. 
behind  L2  since  it  is  positive. 

E2  will  be  30  in.  behind  L,,  and  PE  12  in.  to  the  right  of  E2, 
or  42  in.  (!)  behind  L2.  Since,  however,  FE  = 12  in.  as  before, 
the  magnification  remains  unaltered,  although  the  circle  on  the 
screen  will  be  greatly  diminished.  Of  course,  such  a distance 
would  not  occur  in  practice.  The  optical  interval  will  be  the 
same  as  before. 

If  both  lenses  have  the  same  focal  length,  the  lens  assumes 
the  form  of  a Beck-Steinheil  unifocal  (Fig.  50). 


Ei 


<-- 4 --> 

E2  Li  La 


/ 

\ V 

4" 

J— 5 > 



\ 

/ / 

Fb 

< — FE-  9" * 

Fig.  50. 


Example. — Let  each  lens  have  a focal  length  of  6 in.,  and 
suppose  d = 4 in.  Then 

6x4  24 


Ex  = ■ 


= — 6 in. 


6-6-4  - 4 

the  negative  sign  showing  that  it  must  he  to  the  left  of  Lj,  and 
- 6 x 4 - 24 


E,  = 


6-6-4  - 4 


- 6 in. 
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the  positive  sign  showing  that  it  must  also  lie  6 in.  to  the 
left  of  L2.  Also 

FE  = 6_-b6-64  = 9in- 
Hence  FB  = 9 — 6,  or  3 in.  to  the  right  of  L2. 

§ 24.  Examples  showing  how  the  Gauss  Method  can 
be  practically  applied  to  Lenses  of  Various  Forms  when 
the  Thickness  of  the  Lenses  is  considered. 

Let  P2  = first  principal  point 
P2  = second  principal  point 
e1  = distance  of  Pj  from  the  anterior  pole 
e.2  — distance  of  P2  from  the  posterior  pole 
cf>1  = anterior  focus 
<£jPi  = Pj  = anterior  focal  distance 
<j> o — posterior  focus 
<£2P2  = P2  — • posterior  focal  distance 
?*!  = radius  of  first  surface 
/•2  = radius  of  second  surface 
t = thickness  of  the  lens 
Kj  = distance  of  front  focus  from  the  lens 
K2  = </>,r2,  distance  of  back  focus  from  the  lens 
N = [j,r1  + p.r2  — t(/ju  — 1). 

What  we  have  to  determine  are  the  positions  of  </>u  <f>2  and 
P1(  P.,.  All  the  others  can  be  immediately  obtained  from  these. 


Biconvex  Lens  (Pig.  51) : 


Li  ght 

A 

& 

Fi 

F 2 

01 

ri 

\ 

V 

0 2 

Fig.  51. — Gauss’  points  in  a biconvex  lens. 

Let  fi  - 1,5,  rx  = 10  in.,  r2  = 16  in.,  t = 2 in. 

Then  N = 1,5(10  + 16)  - 2(1,5  - 1)  = 38 
rxt  10 
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As  they  are  positive,  the  distances  must  be  measured  from 
their  respective  poles,  in  the  direction  of  the  opposite  surface. 
If  either  ex  or  e2  were  negative  they  would  have  to  be  measured 
in  the  opposite  direction. 

Since  t = 2,  the  distance  between  Px  and  P2 


The  focal  length 

_ -o  W,  _ 1.5  X 160  _ in12 
~ Jja  ~ (/*  - 1)N  “ 0,5  x 38  _ 

Since  F = distance  of  <£  from  the  pole  + 0,  we  have  a ready 
means  of  checking  our  calculation.  Thus 


But 

Again 


But 


xr  ja/Va  — rit{jL  - 1) 

1 “ O - 1)N 

1,5  x 10  X 16  - 10  X 2 X 0,5 
0,5  x 38 


230 
“ 19 


= 12I9 


F,  = K,  + * = 12&  + if  = 12y§ 

Tr  (*-rlr 2 - rAfJ‘  - !) 

- (,*  - 1)N 

1,5  x 10  x 16  - 16  x 2 x 0,5 
“ 0,5  x 38 

— 224  111 5 

19  ±±19 

F2  = Ko  + i?2  = Hit  + it  = 12xf 


From  this  it  follows  that  Kj  + 0i  = K2  + e2,  or  Fx  = F2 

Biconcave  Lens  : Values  as  before. 

Here  r1  and  r,,  are  negative. 

N = /n-x  + /xr2  — t([j,  — 1)  = — 40 
r{t  _ — 20  _ 1 

ei  ~ N “ ^~40  ” + 2 
r2£  _ - 32  _ 4 

e'2  ~ N “ - 40  f 5 


Fj  = F2  = 


V-U  r.2 

(/*  - 1)N  ~ 


12 


p 
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Here  e1  and  e2  are  positive,  and  therefore  must  be  measured 
inwards  as  in  the  last  example. 


Fig.  52. 


Plano-convex  Lens. — Curvature  towards  the  image 
(Fig.  53). 

rx  = qo  r2  — 16,  t = 2 
N = /x(rj  + r2)  — f(/x  — 1)  = //.co 
i\t  _ tco  _t__  2 _ 4 

1 //.co  /ice  /j.  1,5  3 

x ^ _ o 

2 ~ yU. co  — l,5oo  ~ 


Light 
- > 

n 

Pi 

Pa. 

ri 

rs. 

u 

Fig.  53. 


Fz 


Therefore  P.>  lies  on  the  axis  at  the  pole  of  r.,,  and  P,  li  from  r,. 

/iJV'o  fxr.,co 


F,  = F„  = 


(yU.  - 1)N  y u(fl  - 1)00 

/rr.2  24 


= 32 


_ /x(yu  - 1)  - 0,75 

Plano  = convex  turned  round. — Curvature  towards  the 
object  (Fig.  54). 

r i = 16,  r8  = co  , N = //oo 
_ _ 16  x 2 _ q 

1 yU.CO  //.CO 

1 Infinity  is  represented  in  mathematics  by  the  symbol  oo  . 
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Therefore  Pt  lies  on  the  axis  at  the  pole  of  i\. 

_ rzt  _ tco  _ t _ 4 
“ yuoo  /J.CO  fx  3 

i.e.  P2  lies  f to  the  right  of  the  pole  of  i\.  P,  = P2  = 32,  as 
before. 


Positive  Meniscus : 

rx  = 10,  r2  = — 16,  t = 2 
N = /xrx  + fj.r2  -t(/x-  1)  = 15  - 24  - 1 = - 10 
rxt  _ 10  x 2 

■■  Pl~  I ' “ -10  2 


e2 


rj  _ - 16  x 2 0 , 

N - 10  ~ 6y 


Pi  = F,  = 


fit\r2 

w-m 


- 240 
- 5~ 


= 48 


Here  ex  is  negative,  and  the  distance  of  Pj  is  therefore  2 in. 
on  the  left  of  rx ; but  e.,  is  positive,  and  P2  is  therefore  measured 


Fig.  55. 


3,2  in.  to  the  left  of  r2,  or  1,2  in.  to  the  left  of  r,.  The  principal 
points  are  therefore  outside  the  lens. 

No -Curvature  Lens. — This  is  dealt  with  elsewhere  (p. 
118),  but  it  is  interesting  to  find  out  the  Gauss  points  (Pig.  56). 
In  this  lens  the  two  radii  have  the  same  curvature  but 
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opposite  signs,  i.e.  = r2,  so  that  the  distance  between  the 
poles  is  the  same  as  the  distance  between  the  two  centres, 
G and  C2,  and  the  resultant  curvature  is  nil,  since  the 
second  curve  neutralizes  the  effect  of  the  first.  It  is  therefore 
called  a no-curvature  or  nil-curvature  lens  (German,  NuTkrum 
mung  Linse ). 

»i  = - r2  = 10,  t = 2,  N = - 1 


Pig,  56. — No-curvature  lens. 


Therefore  P,  being  negative,  it  lies  20  to  the  left  of  ru  and 
P2  lies  20  to  the  left  of  r2,  being  positive. 

1,5  x 10  x - 10 

P = q g x j = oOO,  and  positive 

The  power  of  this  lens  depends  upon  its  thickness,  for  if  t 
vanishes  F becomes  infinite.  This  form  of  lens  is  closely  imitated 
in  nearly  all  astigmats  and  anastigmats,  each  half  being  of  nearly 
equal  thickness  throughout.  By  this  means  the  aberrations  are 
reduced  to  a minimum. 

Concentric  Lens  (Pig.  57). — In  this  form  both  curves  are 


struck  from  the  same  centre.  This  is  the  characteristic  of  the 
Ross  lens. 
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Suppose  t = 2,  7-j  = 3,  r2  — — 1 

Then  N = 1,5(3  - 1)  - 1 = 2 

r-f  3x2  0 

~ N ~ 2 ~ 6 

rzt  - 1 x 2 
e»  = N =^~=  -1 

Therefore  Pj  and  P2  both  lie  at  the  centre  of  curvature 
common  to  both  curves. 


■Ei  _ 1,5  x 3 x - 1 

*2“(7-i)N  = I = “4>5 

Combined  Lenses. — Lastly,  let  us  apply  the  Gauss  method 


Fig.  58. 


First  Lens : 


[x.  = 1,5,  t = 3,  rr  = 6,  r.2  = 4 

N = [ir1  +fir2  - t (/x  - 1)  = 1,5(6  + 4)  - (3  x 0,5)  = 13,5 


_ -R!  _ 1,5 


F,  = F2  = 


7 “ 1)N 


P>  _ H “ 13,5  ~ ll33 

p=  7 = 7 = °-888 


X 6 x 4 
6,75 


J36 

6)75 


= 5,33 
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Second  Lens  : 

N = 1,6(—  4 + 2)  - 0,6  = - 3,8 
_ -t?  _ 1,6  x — 8 - 12,8  , 

3 0,6  x - 3,8  ~ - 2,28  ~ + 5,614 

p — r:i  — ~ A_  _ i or> 

* ~ N “ - 3,8  _ 1,U'J 


P4 


r4t  _ 2 

N ~ - 3:8 


- 0,525 


The  equivalent  points  and  the  foci,  F\  and  F'2,  of  the 
combined  lenses  can  now  be  found. 

Let  d = distance  between  P.,  and  P..  = 2,  i.e.  the  interval 
between  the  second  principal  point  of  the  first  lens  and  the 
first  principal  point  of  the  second  lens. 

The  lenses  will  be  very  close  together,  since 

2 - (0,888  + 1,05) 

F'i 


Therefore  F'1  is  3,35  in.  to  the  left  of  P,,  and  F'.2  is  3,35  in. 
to  the  right  of  P2. 

5 33  X 2 

E,  = ’g  =1,19  in.  to  the  right  of  P2 
5 614  x 2 

E2  = ’ g-  — = 1,25  in.  to  the  left  of  P:! 


= 2 - 1,894  = 0,106  in. 

2 F'j  and  F'2  — d 
F'jF'a  5,33  x 5,614 


N 5,33  + 5,614  - 2 
29,939 


8,947 


= 3,35  in. 


Therefore  the  interval  between  Ej  and  E2 
= 2 - (1,19  + 1,25)  = - 0,44 

which,  being  subtracted  from  a negative  quantity,  shows  us 
that  the  equivalent  points  are  crossed. 

In  the  same  way,  by  means  of  the  Gauss  points  and  planes, 
we  can  trace  the  course  of  rays  through  any  number  of  centered 
lenses. 

§ 25.  Chromatic  Aberration  and  the  Achromatizing-  of 
Lenses. — When  a beam  of  sunlight  is  admitted  through  a’ 
narrow  slit  and  allowed  to  fall  on  one  of  the  faces  of  a glass 
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prism,  the  emergent  beam  no  longer  consists  of  white  light, 
but  is  spread  out  into  a band  consisting  of  the  spectrum  colours  : 
violet,  blue,  green,  yellow,  orange,  and  red,  the  latter  being 
nearest  the  apex,  the  violet  on  the  side  directed  to  the  base. 
This  is  due  to  the  unequal  refraction  of  the  rays,  the  violet 
being  the  most,  the  red  the  least,  refracted.  The  narrower  the 
slit  the  purer  and  better  defined  will  be  the  colours.  If,  now,  a 
similar  prism  of  the  same  thickness  and  index  be  placed  in 
contact  with  this  prism  and  turned  round  base  to  apex,  the 
colours  will  immediately  disappear,  and  the  issuing  beam  will 
consist  of  white  light.  These  facts  were  discovered  by  Sir 
Isaac  Newton,  and  first  recorded  in  his  “ Optiks  ” in  the  year 
1704.  At  that  time  the  spectrum  thus  seen  on  a screen  was 
supposed  to  comprise  the  entire  spectrum,  but  we  now  know 
that  the  spectrum  thus  perceived  by  the  eye  only  forms  a very 
small  portion  of  the  entire  spectrum,  which  extends  in  both 
directions  beyond  its  visible  limits ; indeed,  a considerable 
portion  of  the  invisible  spectrum  beyond  the  violet  end  will 
be  found  to  affect  the  photographic  plate.  On  the  other  hand, 
the  red  and  orange  part  of  the  spectrum,  though  extremely 
brilliant  to  the  eye,  will  hardly  affect  an  ordinary  photographic 
film  at  all,  but  can  readily  be  made  to  do  so  if  the  plate  be 
dyed  with  erythrosin  or  eosin,  which  increases  the  absorptive 
power  of  the  film  for  the  red  end  of  the  spectrum.  Newton 
thought  that  the  dispersion  of  a lens,  or  prism,  was  always  in 
proportion  to  its  refractive  power,  so  that  if  two  prisms  of 
different  refractive  indices  placed  base  to  apex,  or  a convex 
and  concave  lens  were  combined,  one  could  only  overcome  the 
dispersion  by  neutralizing  the  refractive  powers  of  the  prisms, 
or  lenses.  If  this  were  true,  a real  image  free  from  colour 
would  be  impossible.  In  fact,  Newton  asserted  that  refraction 
could  not  be  obtained  without  colour.1  It  was  for  this  reason 
that  he  abandoned  the  construction  of  refracting  telescopes, 
and  turned  his  attention  to  reflectors,  since  when  light  is 
reflected  all  the  rays  are  reflected  equally,  and  there  is  conse- 
quently no  chromatic  aberration  at  all.  Such  was  the 
authority  of  Newton  that  no  serious  attempt  to  improve  the 
manufacture  of  lenses  was  made  during  his  lifetime.  The 
discovery  of  the  method  of  achromatizing  lenses  was  first  made 

1 “ Optiks,  or  a Treatise  of  the  Reflections,  Refractions,  Inflections, 
and  Colours  of  Light,”  hook  i.,  part  ii.,  prop,  ii.,  theor.  2,  and  prop.  iii. 
Published  by  Sam.  Smith  and  Benj,  Walford,  London,  1704. 
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by  Chester  Moor  Hall,  an  Essex  gentleman  who,  however, 
failed  to  recognize  the  importance  of  his  discovery,  and  it 
was  left  to  Dolland  a few  years  afterwards  to  rediscover  and 
manufacture  such  lenses  commercially.  We  have  in  the 
Ophthalmoscope  an  exactly  parallel  case.  Babbage  invented 
the  Ophthalmoscope,  but  cast  it  aside  as  unimportant.  Helm- 
holtz, four  years  afterwards,  reinvented  it,  and  gave  it  to  the 
world. 

Newton’s  mistake  lay  in  supposing  that  the  ratio  between 
dispersion  and  refraction  (deviation  of  the  rays)  was  identical 
for  all  kinds  of  glass.  Dolland  (the  founder  of  the  well-known 
firm  of  opticians  in  London)  was  led  to  doubt  this  by  analogy 
from  the  human  eye.  He  argued  that  since  we  do  not  see 
coloured  fringes  when  looking  at  objects  against  the  sky  with 
the  naked  eye,  it  must  be  possible  to  construct  lenses  on  the 
same  lines.  We  know  now  that  the  eye  is  not  perfectly 
achromatic,  but,  fortunately  perhaps  for  optics,  Dolland  was 
unaware  of  this.  He  therefore  made  a series  of  trials  with 
lenses  ground  from  various  kinds  of  glass,  having  not  only 
different  indices  of  refraction,  but  different  dispersive  powers. 
In  this  way  he  succeeded  in  combining  a positive  crown  glass 
with  a negative  flint,  so  that  the  dispersion  was  neutralized, 
while  some  converging  power  was  left  over  to  produce  an 
image.  We  shall  presently  show  how  this  can  be  done. 

§ 26.  Fraunhofer’s  Lines. — If  the  sun’s  spectrum  formed 
by  a very  narrow  slit  in  front  of  a prism  be  examined,  a large 
number  of  black  lines  will  be  noticed  crossing  the  spectrum 
band.  These  are  known  as  Fraunhofer’s  Lines,  from  their 
discoverer.  He  mapped  out  over  600  of  them,  and  assigned  to 
the  most  conspicuous  ones  the  letters  of  the  alphabet.  The 
accompanying  diagram  shows  the  position  of  the  most 
important  of  these  lines  in  a typical  specimen  of  crown  and 
flint  glass. 

These  lines  are  absolutely  fixed,  no  matter  what  kind  of 
glass  or  other  material  the  prism  is  made  of.  Thus  the 
potassium  line  A'  is  always  found  in  a certain  position  in  the 
spectrum,  viz.  in  the  red,  which  corresponds  to  a wave  length 
of  768,2/x/x ; that  of  the  hydrogen  line  0,  in  the  red-orange,  to 
a wave  length  of  656-3 /x/x;  that  of  the  middle  of  the  sodium 
line  D,  in  the  brightest  part  of  the  spectrum,  to  589-3 ^ ; while 
that  of  E and  G,  in  the  greenish  blue  and  dark  blue  respec- 
tively, corresponding  to  wave  lengths  of  486-2 and  434-1^. 
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These  five  lines  are  specially  selected  by  glass  manufacturers 
as  standards  by  which  they  measure  the  dispersive  values  of 


Flinl 

BCD  E F C 

h 

1' 

Crown 

BC  C D E F : G HH' 

FI  int 

BCD  EF  G HH' 

Crown. 

BCD  EF  C HU1 


Fig.  59. 

1.  Spectrum  lines  of  flint  glass. 

2.  Narrow  spectrum  of  crown  glass. 

3.  Same  as  1. 

4.  Spectrum  of  crown  glass  enlarged  until  the  B and  H lines 

coincide.  The  remaining  lines  do  not  correspond  with  those 
of  the  flint  owing  to  irrationality  of  the  spectrum. 


their  glasses,  and  they  should  be  committed  to  memory,  as 
they  are  repeatedly  referred  to  in  all  books  on  lenses  and 
prisms. 


Letter 

A 

0 

D 

F 

G 

Position 

Middle  of 
the  double 
line 

— 

Middle  of 
the  double 
line 

— 

— 

Wave 

length 

768-2 fj.fi 

656-3 

589-3 

486-2 

434-1 

Colour 

Bed 

Red- 

orange 

Yellow 

Greenish 

blue 

Dark  blue 

§ 27.  Irrationality  ol  the  Spectrum. — Although  the  fines 
are  always  fixed  as  regards  their  wave  lengths,  the  deviation 
of  different  parts  of  the  spectrum  differs  considerably  for 
different  kinds  of  glass.  For  example,  if  we  enlarge  the 
crown  glass  spectrum  until  the  B and  H fines  coincide 
with  the  corresponding  fines  of  the  flint  spectrum,  we  shall 
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notice  that  the  intervening  lines  do  not  correspond,  as  is 
obvious  from  our  diagram.  So  that,  although  it  is  always 
possible  to  grind  two  kinds  of  glass  so  that  any  two  given  lines 
can  be  made  to  correspond,  one  cannot  combine  the  remaining 
lines  of  the  spectrum.  Thus  we  can  so  arrange  a pair  of 
prisms,  or  lenses,  that  either  the  C and  H,  F and  C,  or  G and  D 
lines  will  coincide  and  be  brought  to  a common  focus,  but 
whichever  lines  we  contrive  to  bring  together,  the  remaining 
lines  will  not  completely  combine.  This  phenomenon  is  known 
as  the  “ Irrationality  of  the  Spectrum.”  Lenses  so  combined  as 
to  bring  the  foci  of  two  colours  together  are  called  achromatic. 
Thus  for  purely  visual  purposes  the  P and  C lines  are  usually 
brought  together,  while  for  photography  the  G and  D lines 
are  combined.  Of  course  the  P and  H lines  would  really  be 
more  useful  for  this  purpose,  but  then  the  visually  bright  C and 
D lines  would  be  left  out  of  focus  and  the  photographer  would 
focus  wrongly.  In  certain  cases,  as  in  stellar  photography  for 
example,  the  object  is  always  at  the  infinity  point,  so  that  the 
image  plane  can  be  fixed  once  for  all  by  calculation  or  trial,  and 
the  objective  improved  by  achromatizing  it  for  these  lines. 

The  spectrum  which  remains  over  after  any  two  lines  are 
approximated  is  called  the  secondary  spectrum.  This  is  only 
a feeble  remnant  of  the  original  spectrum,  since  by  uniting  two 
lines  wide  apart  you  approximate  all  the  others  considerably. 
Still  a narrow  fringe  of  colour  remains. 

§ 28.  Apochromatic  Lenses. — In  order  to  try  and  eliminate 
this  secondary  spectrum,  Professor  Abbe,  in  conjunction  with  the 
firm  of  Schott  of  Jena,  made  an  elaborate  series  of  experiments, 
with  the  result  that  glasses  were  cast  having  a very  wide  range 
between  dispersion  and  refraction.  By  means  of  these  glasses, 
together  with  certain  transparent  crystals,  such  as  pebble  and 
fluorite,  Abbe  succeeded  in  bringing  three  colours  together,  by 
which  the  secondary  spectrum  was  almost  completely  elimin- 
ated. This  can  be  done  by  first  combining  two  lines  together 
by  means  of  a pair  of  glasses,  and,  having  obtained  an 
achromatic  focus,  he  next  selected  a third  glass  by  which  a 
third  line  can  be  brought  into  harmony  with  the  combined 
focus  of  the  two  lines.  Such  lenses  are  termed  apochromatic, 
and  are  of  great  value  for  high  power  microscopy,  colour  photo- 
graphy, and  process  work.  For  example,  the  orange  C line  b, 
563 [x,  or  the  orange-yellow  lithium  line,  610/x,  may  be  combined 
with  the  green  b,  517 /x,  and  the  blue-violet  rj,  423 /x. 
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§ 29.  Mean  Dispersion,  Partial  Dispersion,  and  Relative 
Dispersion. — When  the  refractive  index  of  any  substance  is 
given,  it  is  understood  to  mean  the  amount  of  deviation  that  a 
ray  corresponding  to  the  D,  or  sodium,  line  undergoes  when 
passing  from  air  through  the  medium  in  question.  It  is 
written  /jld  (or  nn).  Similarly,  a ray  corresponding  to  the 
F line  is  expressed  by  /rF  (or  nE). 

Mean  Dispersion. — As  the  interval  between  0 and  P is 
the  brightest  part  of  the  spectrum,  it  is  extremely  useful  to 
know  the  amount  of  dispersion  comprised  by  these  limits. 
Thus  a specimen  of  flint  glass  has  a refractive  index  of 
1,630.6,  i.e.  no  = 1,6306.  Por  the  C line,  /xc  = 1,6254,  and  for  the 
F line,  1,6434.  The  middle,  or  mean,  dispersion  is  there- 
fore fj,E  — fjic,  or  1,6434  — 1,6254  = 0,0180. 

Partial  Dispersion. — It  is  also  important,  when  picking 
out  a suitable  glass  from  the  catalogue,  to  know  the  amount  of 
dispersion  between  certain  parts  of  the  spectrum,  especially 
between  A and  D,  D and  P,  and  P and  G.  These  intervals 
represent  the  partial  dispersion  for  these  portions  of  the 
spectrum.  Thus,  in  the  above  case,  the  partial  dispersion 
between  P and  G = 1,6554  — 1,6434  = 0,0120,  which  is  the 
interval  required  for  photographic  lenses,  while  C and  P is  the 
best  interval  for  field-glasses. 

Relative  Dispersion. — Finally,  it  is  necessary  to  find  the 
ratio  between  the  mean  refractivity  of  the  D ray,  which  is  the 
same  as  the  refractive  index  of  the  substance  less  one 
(or  fj.D  — 1),  and  the  partial  dispersion  for  the  two  rays  selected. 

Thus,  in  the  above  example 

— 1 = 0,6306  and  /xF  — /xr  = 0,0180. 

This  ratio  is  therefore  represented  by  the  equation 


1 /Ap  — /xc 


which  gives  the  value  for  the  relative  dispersion.  The 
reciprocal  of  this  value,  or  ^D_  ^ , is  always  represented  by  the 


Greek  letter  v (Nu)  or  sometimes  by  - (in  English  works). 

This  symbol  means  that  in  a thin  lens  the  interval  between  the 
focus  of  the  G rays  and  that  of  the  P rays  is  equal  to  the  vth 
part  of  the  D,  or  “ standard,”  focus  of  the  lens. 
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In  the  above  glass  v = §ft§  = 35.  You  have  only  to  tell 
any  good  lens  maker  what  the  values  for  p.  and  v are  for  any 
two  glasses,  and  he  will  know  at  once  whether  they  will  achro- 
matize nicely,  and  are  likely  to  fulfil  the  sine  condition  and  give 
a flat  field. 

§ 30.  Achromatizing  of  Lenses. — The  union  of  the  various 
rays  of  the  spectrum  to  form  a common  focus  is  an  extremely 
difficult  matter  in  photographic  lenses,  owing  to  the  numerous 
requirements  to  be  fulfilled.  In  an  opera- glass  or  telescope 
the  object  subtends  a relatively  very  small  angle,  and  oblique 
rays  play  a correspondingly  small  part ; but  in  a photographic 
lens  a flat  field  extending  over  a very  wide  angle  is  required. 
Very  oblique  rays  have  to  be  calculated  for,  and  not  only  must 
the  lens  be  achromatized,  but,  in  addition,  the  sine  condition 
and,  to  a certain  extent  at  any  rate,  the  Petzval  condition 
must  be  fulfilled,  as  well  as  the  achromatic  distances  for  the 
other  aberrations. 

Again,  the  optician  must  see  that  the  images  of  the  different 
colours  not  only  fall  on  to  the  same  plane,  but  are  of  the  same 
magnitude  ; for  you  may  achromatize  a lens  so  that  the  images 
overlap  but  they  may  not  be  of  the  same  size,  or  they  may  be 
of  the  same  size  and  yet  fall  on  different  planes.  Lastly,  the 
achromatic  distances  for  the  other  aberrations  have  to  be 
adjusted. 

These  latter  corrections,  however,  are  refinements  which 
very  few  makers  of  photographic  lenses  trouble  themselves  about, 
and  hardly  any  opticians  have  the  patience  or  knowledge  to 
calculate  them  mathematically.  We  shall,  therefore,  content 
ourselves  with  learning  how  to  achromatize  a positive  and 
negative  lens  for  a bundle  of  rays  parallel  to  the  axis.  If  this 
is  done  properly,  with  due  regard  to  the  choice  of  the  glasses 
and  their  curvatures,  a lens  may  be  made  which  is  achromatic 
and  will  give  excellent  definition  with  P/7  or  P/8  over  a medium 
angle  of  say  50°.  We  will  consider  the  achromatism  of  a pair 
of  thin  lenses  in  contact.  Let  f be  the  focal  length  of  the 
positive,  f2  that  of  the  negative,  element,  and  P that  of  the 
combination ; then,  from  [6] 
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If  we  replace  F by  D the  power  in  dioptries  is  then  clearly 

D = p — p' 

or  the  power  of  the  lens  is  equal  to  the  power  of  the  positive 
element  less  the  power  of  the  negative  element. 

In  the  above  case  it  is  clear  that  fx  must  be  less  than  f2, 
i.e.  the  power  of  fx  (or  p)  must  be  greater  than  the  power 
of  /2  (or  p'),  otherwise  the  focus  will  either  be  at  oo  or  negative. 
For  let  fj  = /2, 

then  F = = oo 

or  D = p — p'  = 0 

i.e.  F = od  , as  before. 

Secondly,  let  the  power  l be  greater  than  a.  Suppose 

fj  = 20  in.  and  f2  = 5 in., 

1°  0 , , 40 

i.e.  p — qq  = 2 and  p = -g-  = 8 

Then  D = 2 — 8 = — 6 or  F = — 6| 

and  the  focus  is  virtual  and  negative. 

Therefore  /2  must  have  a greater  focal  length  than  /1;  or  the 
power  of  p must  be  greater  than  that  ol-p'  to  get  a real  image. 
Suppose  /i  = 4,/2  = 8. 

Then  F = I ~ 8 = -32“  °r  g and  F = 8 in‘ 

or  expressed  in  dioptries 

40 

D = 10  — 5 = 5 and  F = or  8 in.,  as  before. 

5 

In  this  case  the  image  will  be  real  and  positive. 

§ 31.  Old  Achromats.  — In  order  to  give  the  positive 
element  a short  focus,  and  therefore  a high  power,  one  may 
either  deepen  the  curves  or  else  select  a glass  of  higher  index. 
Now,  a positive  lens  of  short  focus  combined  with  a negative 
lens  of  long  focus  can  never  give  a flat  field  free  from  colour 
unless  the  spherical  and  chromatic  aberrations  in  the  two 
elements  neutralize  one  another.  Wit^a  all  the  glasses  which 
were  cast  up  to  the  Jena  epoch,  it  was  impossible  to  find  one 
with  a high  refractive  index  which  did  not  carry  with  it  a high 
dispersion.  From  the  following  table,  containing  a few  samples 
of  the  old  glasses,  it  is  evident  that  as  the  refractive  index  gets 
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higher  the  dispersive  power  increases,  and  the  v value  (being 
its  reciprocal),  of  course,  decreases. 


Glass. 

Refractive 
index  /xD. 

Mean  disper- 
sion nv  - 

Mj>  ” 1 _ v 
MF  - Me 

Dispersive 
power  1 • 

V 

Silicate  crown 

1,5166 

0,0085 

60,9 

0,0088 

Hard  crown  . 

1,5146 

0,0091 

56,5 

0,0177 

Light  flint .... 

1,5728 

0,0138 

41,5 

0,024 

Do 

1,5243 

0,0204 

25,7 

0,039 

Do 

1,5258 

0,0207 

14,7 

0,068 

Dense  flint 

1,6236 

0,0433 

14,5 

0,069 

A few  glasses  of  the  Fraunhofer  period. 


Now,  the  chromatic  interval,  or  distance,  between  the  focus 
for  different  colours  which  gives  rise  to  colour  circles  varies 
inversely  as  the  focal  length,  so  that  the  shorter  the  focus  and 
the  higher  the  power,  the  larger  will  be  the  chromatic  circles. 
This  caused  the  trouble,  for  when  the  optician  used  the  old 
glasses  he  found  that  in  proportion  as  he  increased  the  power 
of  his  positive  element,  either  by  deepening  the  curves  or 
selecting  a higher  index,  he  found  the  dispersive  power  mount- 
ing up  as  well,  and,  in  addition,  he  could  no  longer  get  a sharp, 
flat  image  over  a wide  field.  In  fact,  with  the  old  glasses  this 
was  a physical  impossibility,  for  the  following  simple  reasons. 
In  order  to  get  an  achromatic  image  having  a perfectly  flat 
field,  it  is  necessary  that 


which  may  be  written 


Pifi  = ~ pji  ■ 


[18] 

[19] 


This  shows  that  the  two  foci  must  have  opposite  signs,  and 
further  that,  in  order  to  balance  the  two  sides  of  the  equation, 
the  element  of  greater  focal  length  must  have  the  loiver  refractive 
index,  and,  conversely,  the  lens  of  shorter  focal  length,  and  there- 
fore of  more  power,  must  have  the  higher  index. 

Supposing  /,  werefcmade  equal  to  then,  obviously,  y., 
must  be  equal  to  p..,,  and  the  combination  would  have  no 
refracting  power  at  all.  On  the  other  hand,  if  f has  less  power 
(longer  focus)  than  /2,  the  resulting  lens  would  give  rise  to  a 
virtual  image. 
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It  is  therefore  obvious  that  the  only  solution  of  the  difficulty 
was  to  produce  glasses  which  combined  high  refractivity  with 
low  dispersion,  and  low  refractivity  with  high  dispersion,  and 
this  is  exactly  what  was  done  at  Schott’s  factory  in  Jena. 
Lenses  made  from  these  glasses  are  termed  new  achromats, 
in  contradistinction  to  the  old  achromats  of  the  Fraunhofer 
period. 

We  will  work  out  one  or  two  examples  of  each. 

Let  us,  for  example,  select  from  among  the  “old”  glasses 
a Hard  crown,  ^ = 1,5146  and  vl  = 56,5,  and  pair  it  with  a 
Light  flint,  = 1,5728  and  = 41,5. 

Now,  the  simplest  way  of  working  out  our  problem  is  to 
calculate  the  values  for  a focal  length  of  1,  and  then  multiply 
it  by  any  focal  length  we  require.  This  will  give  us  the 
required  focal  length  for  each  of  the  two  elements,  or,  having- 
obtained  our  ratio  between  the  two  by  making  use  of  formula 


[17],  -gj  = j — y-f  all  we  have  to  do  is  to  multiply  each  of  the 


numbers  by  such  a value  that  when  the  negative  power  is 
subtracted  from  the  positive  power  we  shall  have  the  required 
positive  power  or  focal  length  remaining  over. 


Thus  /i=^and/,  = ^ . . . [20] 

or,  in  dioptries,  which  make  the  calculation  still  simpler, 

D,  = — and  D2  = . . [21] 

V,  — V‘2  I'l  — V. 2 

In  the  above  selection  = 56,5  and  v.2  = 41,5. 

If  we  therefore  select  powers  proportional  to  these  values, 
we  shall  obtain  a resulting  lens  having  a power  proportional 
to  the  difference,  which  in  this  case  = 56,5  — 41,5  = 15. 

Suppose  we  require  a 4-in.  focus  lens  — 10D,  all  we  have 

to  do  is  to  multiply  — — — by  10,  and  we  get  — = 37,66D 

" 1^2  -LiJ 

10  x 41 5 

for  the  crown  and — — = — 27,66D  for  the  flint. 

By  combining  these  two  -values  we  obtain 
37,66  - 27,66  = 10D 
or  4 in.,  the  lens  required. 
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If  we  prefer  to  work  out  the  focal 
centimetres  instead  of  dioptries,  then  Pi  = 
will  give  the  same  result.  Thus 


lengths  in  inches  or 
— — and  P„  = YlCCl? 


Vl  v2 


E\  = 


Vl  ~ V'2 
Vl 


150 

X 10  = gg-g  = 2,66  cm. 


which  is  the  same  as  37,66D,  and  P2  = — 3,61  cm.  = 
- 27,66D. 

The  above  calculation  provides  a lens  which  has  a positive 
focal  length  and  is  achromatic,  but  it  does  not  yield  a flat  image, 
nor  is  it  entirely  free  from  spherical  aberration.  In  order  to  be 
free  from  curvature  of  field  it  must  satisfy  the  equation 

Kfi  + ] ^ = °0r^l/l= 


But  we  have  just  shown  that  P2  is  greater  than  P1;  as  it  must 
be  to  give  a positive  focus.  Therefore,  to  satisfy  this  last 
equation,  ju.2  must  be  less  than  fx.u  which  is  a value  which 
cannot  be  obtained  from  the  old  glasses. 

§ 32.  New  Achromats. — We  append  a few  select  modern 
glasses  from  Schott’s  catalogue  specially  adapted  for  photo- 
graphic and  apochromatic  lenses.  In  this  case,  instead  of 
jw,F  — [xc  it  is  best  to  use  [xG  — ju.D,  since  the  G line  is  well  in 
the  blue-violet,  which  is  the  most  sensitive  part  of  the  spectrum 
for  the  plate,  and  D is  the  brightest  part  for  the  eye.  The  v 
for  this  partial  dispersion  is  indicated  by  a dash,  v. 


Mark. 

Character. 

Refractive 
index  juD. 

Mg  - Md- 

V 

0.20 

Silicate  crown 

1,5019 

0,0107 

46,9 

0.114 

Soft  crown 

1,5151 

0,0116 

44,3 

0.60 

Hard  crown 

1,5179 

0,0109 

47,4 

0.726 

Extra  light  flint 

1,5398 

0,014 

36,5 

0.202 

Heavy  barium  silicate  crown  . 

1,604 

0,0140 

43,2 

0.1209 

Dense  baryta  crown 

1,6112 

0,0136 

44,8 

0.103 

Dense  flint 

1,6202 

0,0226 

27,4 

Selected  specimens  of  J ena  glass  from  Schott's  Catalogue,  suitable 
for  pairing. 


Let  us  take  0,60,  v = 47,4  and  ^ = 1,5179,  and  combine 
with  0,103,  v.2  = 27,4,  and  p.2  = 1,6202  to  make  a quarter-plate 
achromat  of  5-in.  focus  or  8D. 
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1 v 47  4 

Di  = 7 = — - — = -gi-  = -f-  2 37  x 8 = 18,96D  or  5,26  cm. 

Ji  Vi  — v2 

D2  = 7 = = ^~=  - 1,37  x 8 = - 10,96D  or  9,1  cm. 

f-2  V1  — V2M  ’ 

These  may  be  worked  as  piano-spheres  with  the  flat  sides 
cemented,  and  the  combined  focus  will  = 

18,96  - 10,96,  or  8D. 

We  must  now  find  out  what  curves  to 
give  to  the  lenses,  since  the  chromatism  is 
related  to  the  focal  lengths  of  the  lenses,  but 
the  spherical  aberration  to  the  curves.  As  our 
two  lenses  are  cemented  together,  we  have  only 
three  curves  to  consider.  Let  the  lenses  be 
of  the  following  shape  (Fig.  60),  the  positive 
being  biconvex,  the  negative  plano-concave. 

Let  r1  and  r2  be  the  radii  of  the  convex,  and  r3  and  r4  those 
of  the  concave  lens. 


Since 

Di  = j = 2,37,  and  D2  = 4 = _ 1 37 
■A  Ji 

we  have 

] = - !)■  (k  + ')  = ^ 

and 

consequently 

},  = &*-!)£  + £)  =-1,37 

- + - 4,57 

n r2  0,518 

and  — 

.4+U  -1’37  2 21 

r3  + r4  0,62  “ A>Z1 

Now,  ?’4  = 00  ; 

, and  r2  = — r3 

so  that 

- + -=-=  -2,21 
r3  rt  r3 

and 

- = 4,57  - 2,21  = 2,36 

r1 

Therefore 

r'  = 2)36  = 0,423 

and 

'.=p 

while 

r2  = 0,452,  and  = oo 

These  values  are  for  unit  focal  length,  and  each  must 
multiplied  by  the  focal  length  of  the  combination  required 
order  to  obtain  the  needed  radii. 

+-  G 
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As  we  require  a lens  of  5-in.  focus,  the  radii  will  be 

n = 0,423  x 5 = 2,115  in. ; rs  = - 0,452  x 5 = - 2,26  in. ; 

r2  = 0,452  x 5 = 2,26  in. ; r4  = oo 

If  the  lenses  taka  the  second  form,  an  equi-convex  cemented 
to  a biconcave  (Fig.  61),  we  have  = r2  = — r3. 

Let  us  select  for  the  convex  Mark  0,726,  and  for  the 
concave  0,123  (Table,  p.  80). 


In  this  case 


11  36,5 

ri  r2  ~ 9,1  x 0,54 

- or  - = 3,71 


= 7,42 


and  jq  or  r2  = = 0,269 


Also  - + - = 


27,4 


9,1  x 0,62 


= 4,82 


= 4,82  - 3,71  = 1,11 


and  r4  = = 0,9 


Fig.  61. 


The  radii  are  i\  + 0,269,  r2  + 0,269,  r3  — 0,269, 
and  r4  — 0,9,  which  may  be  multiplied  by  five  or 
any  other  number  as  before. 

Although  the  new  achromats  furnish  us  with  magnificent 
enses,  it  was  found  that  the  spherical  aberrations  were  still 
imperfectly  corrected ; in  fact,  often  less  so  than  with  the  old 
glasses.  Dr.  Budolph,  by  a happy  inspiration,  formed  one  of 
the  combinations  out  of  the  Jena  glass,  and  the  other  from  the 
old  type  of  glasses,  with  the  best  result.  The  Tessar  lens, 
which  stands  unsurpassed  by  any  photographic  lens  at  the 
present  day,  is  the  result  of  such  a combination. 


Special  Properties  pertaining  to  Photographic  Lenses. 


§ 33.  Focal  Length. — Definition. — The  focal  length  of  a 
lens  is  the  distance  between  its  second  equivalent  point  and  the 
principal  focus. 

The  focal  length  may  also  be  defined  as  the  length  of  an 
image  on  the  axis  at  the  screen  when  its  object  at  infinity  sub- 
tends an  angle  of  45°.  Thus  let  AB  (Fig.  62)  be  an  object  at 
infinity,  and  ab  its  image.  Since  ABC,  abc  are  similar 
triangles,  the  angle  u — u'  and  tan  u = tan  u'.  But 


O 


AB 

Be 


1,  and  Be  — 


h 


tan  45° 


^ = h 


tan  45' 
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therefore  be  = h',  that  is  to  say,  the  focal  length  of  the  lens 
is  equal  to  the  length  of  the  image  on  the  screen,  and  may 
be  expressed  by  the  formula 


P = 


h' 

tan  u' 


. . [22] 


Lastly,  the  focal  length  may  be  defined  as  that  distance 
measured  along  the  optic  axis  through  which  the  object  must  be  moved 
to  produce  an  increase  or  decrease  of  one  magnification  in  the  image 
(Blakesley’s  definition). 

The  knowledge  of  the  precise  focal  length  of  a microscopic  or 
telescopic  lens  is  quite  immaterial  to  the  user,  but  in  photo- 
graphy it  is  often  important.  The  stop  rarely  corresponds  with 
the  nodal  point  of  emergence  (second  equivalent  point),  nor  can 


Fig.  62. — Diagram  showing  how  the  focal  length  is  obtained. 


this  point  be  readily  found  unless  the  true  focal  distance  is 
known,  so  that  we  must  either  adopt  other  means  to  find  the 
points  from  which  to  take  our  measure,  or  else  the  focal  length 
must  be  found  independently.  The  true  focal  length  may  be 
found  in  several  ways. 

1.  By  finding  the  nodal  point. — Determine  the  position  of 
the  principal  point  by  rotating  the  lens  placed  horizontally  on  a 
sharp-pointed  pivot,  and  shifting  its  position  until  no  displace- 
ment of  the  image  occurs  when  the  lens  is  moved  laterally 
through  a small  angle.  Mark  it  accurately  on  the  lens  mount, 
and  then  measure  the  distance  along  the  axis  between  it  and 
the  principal  focus  on  the  ground  glass.  The  principal  focus 
can  be  readily  found  by  accurately  focussing  the  sun,  moon, 
bright  star,  or  any  other  remote  object. 
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The  three  following  methods  obviate  the  necessity  of  fixing 
the  position  of  the  nodal  point : — 

2.  Grubbs'  method  (Fig.  63). — Mark  off  on  a ground  glass 
two  fine  ink  dots,  a,  b,  half  an  inch  or  an  inch  from  the  margin 
on  each  side  (the  distance  apart  does  not  much  matter,  but  it  is 
advisable  not  to  have  the  points  too  near,  as  a very  acute 
angle  is  difficult  to  measure  accurately). 

Place  the  camera  on  a sheet  of  paper 
on  a horizontal  table  opposite  the  window, 
and  hold  it  so  that  it  can  turn  round  a 
vertical  axis  without  slipping.  Focus  a 
distant  object,  such  as  a chimney,  so  that 
its  image  falls  on  one  of  the  ink  marks, 
say  a,  and  draw  a line  on  the  paper  AB 
close  against  one  side  of  the  camera 
baseboard,  using  it  as  a straight-edge. 
Then  turn  the  camera  round,  so  that  the 
same  distant  object  falls  exactly  on  the 
other  pencil  mark,  b,  and  do  the  same  with 
the  other  side  of  the  baseboard,  CD.  This 
will  give  two  lines  inclined  at  a certain 
angle,  AB,  CD  (Fig.  63). 

Remove  the  camera  from  the  drawing 
board  and  proceed  as  follows  : Produce 
BA  and  DC  till  they  meet  at  E.  Bisect 
the  angle  AEC  by  FE.  Draw  GH  at 
right  angles  to  FE,  so  that  GH  equals 
the  distance  between  the  marks  originally 
made  on  the  ground  glass.  Bisect  GH 
in  K ; then  KE  is  the  equivalent  focal 
length.  If  GH  is  made  equal  to  the  base 
of  the  plate,  then  GEH  equals  the  angle 
of  view  included  by  the  lens. 

3.  Conjugate  method  (Fig.  64). — Focus 
the  moon  or  other  distant  object,  O. 
Mark  the  position  of  the  screen  on  the  baseboard,  which  is 
then  at  F2.  Rack  back  the  screen  to  about  double  the  focal 
length  of  the  lens.  Place  a two-foot  rule  horizontally  in 
front  of  the  camera  to  form  the  new  object  Oj  at  the  same 
distance  from  the  lens  that  the  latter  is  from  the  screen. 
Make  the  necessary  adjustments  until  Ii  and  O]  are  equal 
in  size  when  measured  with  compasses,  and  see  that  O,  is 


Fig.  63. — Grubb’s 
method  of  find- 
ing the  focal 
length. 
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accurately  focussed.  The  distance  between  the  first  and 
second  position  of  the  screen,  i.e.  between  F2  and  Ix  will  give 
the  true  focal  length. 

If  we  now  measure  this  distance  back  from  the  screen  to 


0.  12  Inches  F.  12  Inches 


Fig.  64. — Conjugate  method  of  finding  the  focal  length. 

the  lens,  we  can  at  once  determine  the  position  of  the  nodal 
point  and  mark  it  on  the  mount,  except  in  the  rare  cases  in 
which  it  lies  outside  the  latter. 

4.  The  angular  method. — This  is  a most  admirable  and 
highly  accurate  method,  when  once  the  angular  interval  between 
any  two  distant  objects  is  known,  and  is  equal  in  accuracy  and 
infinitely  more  simple  than  Darwin’s  method,  employed  in  the 
N ational  Physical  Laboratory.  Take  any  two  well-defined  obj ects, 
such  as  a couple  of  telegraph  posts  which  are  situated  at  00  . 
Infinity  in  photographic  optics  signifies  any  distance  you  please 
at  which  an  object  is  placed  when  its  image  lies  in  the  same 
plane  as  the  principal  focus ; in  other  words,  that  distance 
which  will  give  a crisp  image  of  an  object  in  the  same  plane  as 
the  image  of  the  sun  or  moon.  Measure  the  angle  between 
the  posts  with  a theodolite.  Focus  the  two  objects  very  carefully 


and  measure  their  distance  apart  with  a micrometer  gauge  or 
fine  compasses  on  the  screen.  This  length  divided  by  the  tangent 
of  the  angle  will  give  the  true  focal  length  of  the  lens,  or 

F = 

tan  vl 


Thus,  let  AB  be  the  two  objects  (Fig.  65)  which  subtend  an 
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angle  of  say  18°  26'. 1 Let  ab  = h'  be  the  image,  and  suppose  it 
is  found  to  measure  5,133  cm. 

Then,  from  similar  triangles,  tan  u = tan  v! , 


and  since 
F = 


or 


ba 
be’ 

5,133 
tan  18°  26'  - 0,3333 


tan  v!  = 

h! 


be  = 


ab 


tan  u 

or  5,133  x 3 = 154  mm. 


the  true  focal  length  of  the  lens. 

Of  course,  once  the  angle  is  known,  the  focal  length  of  any 
number  of  different  lenses  can  be  measured  without  further 
trouble.  This  measure  is  very  useful  for  calculating  the  size  of 
an  image  on  the  screen  when  the  object  is  inaccessible.  Thus, 
given  a lens  of  12  in.  (300  mm.)  focus,  what  would  be  the  size 
of  the  image  of  the  moon  on  the  screen  ? The  moon  subtends 
an  angle  of  about  32',  and  the  tangent  of  32'  = 0,0093.  Apply- 

ti 

mg  our  formula  F = ; f we  find  the  size  of  the  image 

tan  u 

= F tan  u'  = 300  x 0,0093,  or  2,79  mm. 
i.e.  about  ~ in. 

Whenever,  therefore,  we  see  the  moon  in  a photograph  as 
large  as  a pea,  we  may  be  almost  certain  that  it  has  been  put 
in  afterwards  by  the  photographer,  unless  he  has  employed  a 
high-power  telephoto  lens  ; for  in  the  above  example  the  focal 
length  was  12  in.,  so  that  to  get  a picture  of  the  sun  or  moon 
a quarter  of  an  inch  in  diameter  one  would  need  a lens  con- 
siderably over  2 ft.  in  focal  length  ! 

5.  Lionel  Laurance's  method. — This  method  is  superior  to 
both  Dallmeyer’s 2 and  Olay’s,  which  take  too  much  time  to 
perform.  The  artifice  consists  in  racking  out  the  camera  twice 
through  a one-unit  distance,  by  which  the  method  is  greatly 
simplified.  Otherwise  the  principle  is  the  same  as  Dallmeyer’s. 
The  method  is  as  follows  : — 


1 I suggested  to  Dallmeyer  to  place  Ms  two  object  test-marks  so  that 
they  exactly  subtended  this  angle.  This  simplifies  the  calculation  im- 
mensely, since  tan  18°  26'  = 0,3333,  so  that  all  you  have  to  do  is  to  multiply 
the  height  of  the  image  by  three,  and  the  product  is  the  true  focal  length. 

2 See  “ Traill  Taylor  Memorial  Lecture,”  1898.  Dallmeyer’s  formula  is 

s/2l  x a x c(c  + a) 

Jb  — 

c — a 

Of  course  this  scares  the  average  amateur  away,  and  he  usually  contents 
himself  with  measuring  the  back  focus  only,  which  won’t  help  him  at  all. 
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1.  Focus  for  oo  , mark  the  position  of  the  screen  S. 

2.  Move  the  screen  back  (from  the  lens)  1 unit  = n of  the 

terms  in  which  the  F is  expressed,  to  S3. 

3.  Move  an  object  (a  fine  glass  scale  illuminated  by  lamp 

behind  is  best)  to  and  fro  in  front  of  the  lens  until  the 
image  is  quite  sharp  on  S3  when  seen  through  a magni- 
fier. Mark  position  of  O'. 

4.  Move  the  screen  a second  unit  n'  to  S2.  11'  is  now  two 

units  from  S. 

5.  Approach  the  object  towards  the  lens  until  the  image  is 

again  quite  sharp  on  S,  and  locate  the  new  position  of  0. 

6.  Measure  the  distance  d between  0 and  O'. 


Then 


dnn' 
n'  — n 


[24] 


But  (and  here  lies  the  artifice)  n = 1 and  n'  = 2. 

Therefore  11'  — n = 1,  and  the  formula  becomes 

F = Jld  ......  [25] 

This  is  the  true  focal  length  and  independent  of  the  equiva- 


lent planes,  which  may  be  found  by  measuring  forwards  to  the 
lens  from  F. 

Example  from  my  notebook : Let  n = 10  cm.  and  n'  20  cm. 
and  d = 95,2  cm.  Taking  1 dm.  as  our  unit,  we  have 
n = 1,  n'  = 2,  d = 9,52  dm.  Required  the  focal  length  of  the 
lens. 

F - V2  X 9,52  = 4,3638  dm.  = 43,638  cm.  . . Ans. 

§ 34.  Methods  of  Finding  the  Focal  Length  of  a 
Negative  Lens. — It  is  sometimes  required  to  find  the  focal 
length  of  a negative  lens,  as  in  a telephoto  combination. 

Thin  Negative  Lenses. — 1.  If  the  lens  is  very  thin  (for 
example,  a low-power  spectacle  lens)  the  focal  length  is  easily 
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found  by  neutralizing  with  a positive  lens  of  known  focus,  or 
by  measuring  the  curves  with  a spherometer  such  as  the 
Geneva  lens  measure,  by  which  the  power  corresponding  to 
the  curve  is  read  off  on  the  dial. 

2.  If  plano-concave,  i.e.  flat  one  side,  the  indicated  read- 
ing = half  the  focal  length  of  the  lens. 

3.  If  the  lens  is  biconcave  (equi-concave) 

p = - 

20*  - 1) 

If  y = 1,5,  then  F = r,  i.e.  the  radius  of  curvature  is  equal  to 
the  focal  length.  The  same  applies  to  convex  lenses. 

Thiele  Negative  Lenses. — If  the  negative  lens  is  thick,  it 
becomes  much  more  difficult  to  find  the  focal  length,  as  the 


M' 


methods  given  in  most  of  the  text-books  are  perfectly  useless 
in  practice. 

Lindsay  Johnson’s  method. — This  is  merely  Dallmeyer’s 
method  modified  by  the  author  so  as  to  render  it  shorter  and 
simpler.  It  is  one  of  the  very  few  ways  known  of  measuring 
it  exactly.  The  modification  consists  in  making  M'  — M = 1. 

Let  A be  any  positive  lens,  B the  negative  lens  to  be  tested. 

1.  Measure  the  size  of  any  image  formed  by  A alone  on  the 
screen  (indicated  by  the  smallest  arrow). 

2.  Place  the  negative  lens  to  be  tested  within  the  positive 
focus  at  B,  and  move  it  until  you  get  a sharp  image  at  M 
exactly  twice  the  size  of  the  image  above  formed. 

3.  Measure  the  distance  of  this  image  from  any  point  on  the 
mount  of  B.  Call  this  D. 

4.  Move  B a little  nearer  towards  A (indicated  by  the  dotted 
outline)  until  the  image  M'  is  exactly  half  as  large  again 
{i.e.  three  times  the  size  of  the  positive  image  first  formed). 
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5.  Measure  the  distance  of  this  final  image  from  the  mark 
on  B.  Call  this  distance  D'. 

Then  the  focal  length  of  the  negative  lens  or 

D'  — D _ D'  - D 
* ~ M'  - M _ 3-2 
i.e.  F — D'  — D [26] 

In  order  to  get  the  focal  plane  accurately,  Clerc’s  twin 
diaphragm  slot  is  most  useful ; this  applies  especially  to  the  last 
two  methods  (see  § 70,  Fig.  137). 

§ 35.  Illumination  of  the  Field. — It  will  be  noticed  that 
the  illumination  invariably  decreases  from  the  centre  to  the 
edge  of  the  field.  It  is  sometimes  necessary  to  test  the  lens  to 
find  out  whether  the  falling  off  of  light  exceeds  the  average  for 
such  a lens.  The  causes  of  diminution  of  light  away  from  the 
axis  of  the  lens  are : (1)  The  diaphragm. — The  further  this  is 


Pig.  68. — Dr.  Miethe’s  compensator. 

away  from  the  lens,  or  the  greater  the  separation  between  the 
lenses,  the  more  rapidly  the  circle  of  light  becomes  narrowed, 
assuming  a pointed  oval  shape  until  under  a certain  measurable 
angle  it  is  entirely  cut  off.  (2)  The  obliquity  of  the  screen  to  the 
rays. — The  decrease  of  light  is  proportionable  to  the  cosine  of 
the  angle  4>  which  the  rays  make  with  the  normal  to  the  screen. 
(3)  The  fact  that  the  distance  from  the  lens  to  the  plate  increases  as 
the  angle  of  vieiv  is  extended.  This  is  proportional  to  cos2  <f>  by 
the  law  of  inverse  squares.  Hence  the  two  last  causes  together 
are  proportional  to  cos3  <j>  or 

I = cos3  <f> [27] 

Sir  W.  Abney  has  designed  a sort  of  Bunsen  photometer  at  the 
focus  of  the  lens  between  two  sources  of  illumination,  by  which 
the  falling  off  of  the  light  can  be  accurately  measured.  As  a 
remedy  against  this  defect,  Miethe  has  invented  a compensator 
screen,  which  screws  on  to  the  lens,  consisting  of  a plano- 
concave lens  of  clear  glass  cemented  to  a neutral  tint 
plano-convex  lens.  The  neutral  tint  glass  being  much  thicker 
at  the  centre  reduces  the  central  illumination,  and  this  helps  to 
equalize  the  light  on  the  plate.  Stopping  down  the  lens  also 
tends  to  equalize  the  illumination. 
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§ 36.  Definition. — This,  quite  independently  of  spherical 
aberration,  depends  on  the  size  of  the  circles  of  confusion 
around  each  point  of  the  image.  The  amount  of  blurring 
permissible  (expressed  by  2e)  depends  not  only  on  the  nature  of 
the  photograph  but  on  the  size  and  distance  at  which  it  is 
intended  to  be  viewed.  For  pictorial  images,  such  as  landscapes 
and  portraits,  a picture  the  diameter  (2e)  of  whose  circles  of 
confusion  do  not  exceed  ^ in.  is  said  to  possess  good  definition 
when  viewed  at  ordinary  reading  distance,  12  in.  to  15  in. 
Thus  if  an  object  be  in  motion  while  photographed,  every  point 
in  it  will  appear  as  a line  if  the  duration  of  exposure  exceeds  a 
certain  fraction  of  time,  but  if  the  exposure  be  so  short  that  the 
movement  of  the  image  does  not  exceed  ^ in.  or  e (that  is,  of 
course,  half  the  circle  of  confusion)  the  points  will  appear  as 
points.  Large  prints,  especially  if  made  on  rough  paper,  will 
allow  of  much  more  blurring  than  small  prints,  which  latter, 
for  the  sake  of  perspective,  require  to  be  held  nearer  to  the  eye, 
and  are  usually  printed  on  finer  paper.  For  scientific  work, 
such  as  micro-photographs,  spectra  of  stars,  drawings,  etc., 
or  for  negatives  which  are  intended  to  be  enlarged  several 
diameters,  the  blurring  of  a fine  line  or  dot  must  never  exceed 
-L  in.  or  0,1  mm.  in  diameter.1  Indeed,  most  workers  consider 
that  the  confusion  circle  should  not  exceed  ~ in.  = 0,02,  and 
some  reckon  it  even  as  little  as  0,01  mm.  On  the  continent 
e is  always  taken  as  = in.  or  0,1  mm.,  and  in  England 
as  = in.,  unless  otherwise  stated. 

In  the  case  of  objects  moving  across  the  axis  of  the  lens  we 
can  easily  calculate  the  exposure  which  will  just  prevent 
blurring  the  image  (see  p.  191). 

It  is  well  to  remember  that  no  lens  can  be  made  absolutely 
achromatic  for  all  rays,  and  therefore  the  longer  the  exposure 
the  greater  will  be  the  blurring,  since  an  increasing  number  of 
rays  on  the  red  side  of  the  spectrum  will  act  on  the  plate  as  the 
exposure  becomes  prolonged. 

1 Dr.  Englisch  has  pointed  out  in  his  “ Photographisches  Compendium  ” 
that  there  is  a limit  to  definition  in  the  size  of  the  particles  of  reduced 
silver  which,  if  large,  tend  to  blur  the  image.  It  is  therefore  most 
important  in  scientific  work,  especially  in  astro-  and  micro-photography, 
that  the  finest-grained  emulsions  (preferably  collodion)  should  be  employed. 
Slow  plates  give  a finer  deposit  than  more  rapid  ones.  The  size  of  the 
particles  in  very  rapid  plates  varies  from  0,003  to  0,004  mm.  (or  even  0,035 
in  some  plates).  Much  sulphite  of  soda  tends  to  dissolve  the  grains  of 
AgBr,  which  reunite  by  fusion  to  form  larger  particles.  Adjacent  images 
smaller  than  the  grains  become  indistinguishable  (Englisch). 
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§ 37.  Rapidity. — This  depends  on  two  factors : — (1)  The 
ratio  of  the  aperture  (or,  more  correctly,  the  diameter  of  the  cone 
of  light)  to  the  focal  length  of  the  lens,  and  (2)  the  loss  of  light 
by  reflection  and  absorption.  The  latter  factor  is  insignificant 
compared  with  the  former,  but  it  should  be  borne  in  mind,  as  it 
accounts  for  any  discrepancy  in  the  relative  rapidity  of  two 
lenses,  which  should  in  theory  be  equal.1  It  may  happen  that 
the  glass  either  possesses  or  acquires  in  course  of  time  a light 
yellowish  tinge,  which,  although  it  has  no  effect  on  the  visual 
image,  nevertheless  seriously  affects  the  rapidity  for  photo- 
graphic purposes.  It  is  said  that  lenses  continually  exposed  to 
sunlight  in  shop  windows  are  apt  to  become  discoloured. 
Neglecting  this,  the  rapidity  of  the  lens  depends  entirely  on  the 
proportion  between  the  focal  length  and  the  effective  aperture. 
The  greater  the  aperture  the  greater  the  quantity  of  light  which 
enters  the  lens,  and  the  longer  the  focal  length  the  further  is 
this  light  spread  over  in  the  image.  Consequently  the  rapidity 
is  greater  as  the  effective  aperture  is  larger  or  the  focal  length 
shorter.  Now,  the  area  of  the  lens  or  stop  is  proportional  to 
the  square  of  the  diameter,  and  since  intensity  of  illumination 
varies  inversely  as  the  square  of  the  distance,  the  relative 
exposures  required  by  any  two  lenses  are  as  W/cP,  d being 
the  diameter  of  the  lens.  When  lenses  are  said  to  work  at 
P/8,  P/6,5,  etc.,  the  figures  are  obtained  by  dividing  the  focal 
length  by  the  diameter  of  the  stop  and  are  called  the  intensity 
numbers  or  ratio  apertures.  They  express  the  number  of 
times  the  diameter  of  the  stop  is  contained  in  the  focal  length. 
By  squaring  these  numbers  the  relative  light  intensity  or  speed 
is  obtained  which  gives  the  proportionate  exposure  required, 
but  as  the  series  P/4,  P/5,6,  P/8,  F/11,3,  P/16,  P/22,  P/32, 
P/45,  P/64  are  usually  engraved  on  the  lens  mount,  one  has 
only  to  remember  that  each  successive  number  requires  double 
the  exposure  of  the  one  preceding,  and  further  calculation  may 
be  dispensed  with.  But  without  this  aid  the  calculation  is 
quite  simple.  Suppose  a lens  working  at  P/8  requires  the 
N second,  what  exposure  must  be  given  for  a lens  stopped 
down  to  P/32  ? Clearly  the  answer  is 

(-82-)2  = 42  x tjo  sec.,  or  16  times  as  long,  i.e.  4 sec. 

1 Speaking  generally,  a thickness  of  4 cm.  in  a lens  causes  a loss  of  31 
per  cent,  of  light  (H.  C.  Vogel).  Pebble  (quartz)  lenses  let  far  more  violet 
and  ultra-violet  rays  through  than  glass  lenses,  and  for  that  reason  are 
much  more  rapid  with  the  same  ratio  aperture  than  the  latter  (see  p.  128). 
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Various  systems  have  been  devised  for  numbering  stops  so  that 
the  numbers  give  the  relative  exposures  directly.  The  above 
series,  although  open  to  objection,  is  so  widely  adopted  in  this 
country,  that  it  is  doubtful  if  any  change  could  be  usefully 
effected  (see  Tables  at  the  end  of  the  book). 

Since  rapidity  is  inversely  proportional  to  F,  and  the  oblique 
rays  are  longer  than  the  axial  ones,  the  rapidity  decreases 
towards  the  edges  of  the  field.  This  is  one  of  the  causes  of 
unequal  illumination. 

§ 38.  Definition  of  Certain  Terms. — 1 Achromatism  is 
that  property  of  a lens  which  accurately  brings  to  one 
focus  any  two  given  wave  lengths  of  the  spectrum.  In 
a photographic  lens  the  portions  of  the  spectrum  which 
must  be  united  consists  of  the  sodium  (D)  line  in  the 
yellow  and  either  the  G line  or  the  hydrogen  (H)  line  in  the 
blue. 

2.  Aplanatism  is  the  term  used  to  describe  the  condition  of 
a lens  in  which  the  axial  definition  is  as  good  without  a stop 
as  with  one ; in  other  words,  a lens  free  from  chromatic  and 
spherical  aberration. 

Abbe  has  extended  the  term  aplanatic  to  mean  a lens  which 
is  not  only  corrected  for  spherical  aberration  for  any  object- 
point  situated  on  the  axis  beyond  the  principal  focus,  but  it 
must  fulfil  the  sine  condition  as  well. 

3.  Holostigmat. — A term  used  by  Messrs.  Watson  to  describe 
their  lenses,  in  which  all  points  on  the  object  form  conjugate 
points  on  the  image.  A lens  fulfilling  this  condition  is 
necessarily  aplanatic. 

4.  Orthoscopic,  or  Rectilinear,  implies  a lens  free  from  dis- 
tortion. Such  a lens  will  render  vertical  and  horizontal  lines  in 
the  object  parallel  to  the  sides  of  the  camera  when  the  focussing 
screen  is  vertical.  Nearly  all  symmetrically  paired  lenses 
possess  this  property,  and  it  is  this  property  which  causes  the 
rapid  rectilinear  lens  to  become  so  popular.  Steinheil  has 
named  a type  of  lens  which  combines  this  quality  with  freedom 
from  astigmatism  orthostigmat. 

5.  Collinear  is  the  term  used  by  Voigtlander  to  describe  a 
lens  which  gives  a perfect  image,  that  is,  a distortionless, 
stigmatic  image  on  a plane. 

6.  Hnmocentric. — A term  used  by  Ross  to  describe  a lens 
which  has  a complete  zoneless  spherical  correction,  in  which 
the  Petzval  condition  is  maintained,  so  that  all  rays  emanating 
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from  any  one  point  of  the  object  are  refracted  by  the  lens  into 
one  point  in  the  image. 

7.  Stigmatic. — Applied  to  a type  of  lens  made  by  Dallmeyer, 
and  also  by  Aldis,  which  brings  vertical  and  horizontal  lines  to 
a common  plane,  i.e.  one  free  from  astigmatism.  They  are 
termed  anastigmats  by  Zeiss. 

8.  Isostigmar. — A name  applied  by  Beck  to  his  recently 
invented  lens,  which  unites  rays  proceeding  from  any  point  in 
the  object  plane  to  a corresponding  point  in  the  image  plane. 
In  other  words,  it  means  a lens  which  fulfils  the  sine  condition 
for  all  points  in  the  object  plane. 

§ 39.  Depth  of  Focus  is  a convenient,  but  not  strictly 
accurate  term,  used  to  describe  the  amount  of  racking  move- 
ment (forwards  or  backwards)  which  can  be  given  to  the  screen 
without  the  image  becoming  sensibly  blurred,  i.e.  without  any 


Pig.  69.— Diagram  illustrating  depth  of  focus. 


blurring  in  the  image  exceeding  ~ in.,  or  in  the  case  of  negatives 
to  be  enlarged  or  scientific  work,  the  N or  _i_  mm.  Then  the 
breadth  of  a point  of  light  which,  of  course,  causes  blurring  on 
both  sides,  i.e.  ^ in.  = 2e  (or  in.  = e). 

Then  if  F = principal  focal  length  of  lens,  x amount  of  move- 
ment of  screen  in  one  direction  without  blurring,  y half  the 
breadth  of  the  stop,  then 

x e , eF  r_„ 

E = y,  andz  = y ....  [28] 


But  as  the  screen  can  be  moved  equally  for  both  ways  the 
equation  becomes 


2x 


2eF 

V 


[29] 


As  A and  a are  similar  triangles,  it  is  evident  that  as  y 
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decreases  x must  increase ; in  other  words,  the  depth  of  focus  is 
inversely  proportional  to  the  diameter  of  the  stop. 

By  substituting  v for  F the  same  formula  will  hold  good  for 
a near  object. 

§ 40.  Depth  of  Field  is  precisely  the  same  as  depth  of 
focus,  only  in  the  former  case  the  depth  is  measured  by  the 
movement  of  the  plate,  the  object  being  fixed,  while  in  the 
latter  case  the  depth  is  measured  by  the  distance  through  which 
the  object  can  be  moved  without  the  circle  of  diffusion  exceed- 
ing 2e. 

Thus  if  a lens  which  is  focussed  for  go  still  gives  a sharp 
image  for  an  object  at  6 yards,  its  depth  of  field  is  from  oo 
to  6 yards,  every  object  beyond  6 yards  being  in  focus. 

This  distance  (6  yards)  is  termed  the  hyperfocal  distance  of 
the  lens,  and  any  allowable  confusion  disc  depends  on  the  focal 
length  of  the  lens  and  the  stop  used. 

If  the  limit  confusion  of  half  of  the  disc  (i.e.  e ) be  taken 
as  in.,  then  the  hyperfocal  distance 


d being  the  diameter  of  stop,  or  since  F/c?  = F/No.  it  equals 


F2 

F/No.  X 6 ’ 

or  hyperfocal  distance  in  feet 

100F2 

~ 12  x F/No. 


[31] 


. . [32] 


This  formula  only  applies  when  the  plate  is  fixed  in  the 
principal  focal  plane  of  the  lens.  Mr.  G.  E.  Brown  has  pointed 
out  that  in  many  fixed  focus  cameras  the  co  (infinity  mark)  on 
the  scale  is  adjusted  for  a distance  outside  the  true  focal  plane — in 
fact,  at  a distance  intermediate  between  the  two  limiting  planes 
at  which  the  allowable  confusion  circles  end,  so  that  a slight 
circle  of  confusion  already  exists  for  objects  at  oo  . He  recom- 
mends this  plan,  which  is  a good  one,  since  one  does  not  get  an 
object  in  focus  with  the  infinity  mark  on  the  screen,  and  we  thus 
get  more  range.  When  this  is  the  case  the  distances  obtained 
by  the  above  and  following  formulas  may  be  halved  without 
much  error. 
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Thus  the  hyperfocal  distance  of  a 6-in.  lens  working  at 
P/8  is 

6 v 76 

= 450  in.,  or  37£  ft. 

100 

or,  if  you  prefer  the  last  formula 

TT  6 x 6 x 100  ^ 

H = — 5 = ft.,  as  before 

12  x 8 2 

Since  12  x 8 may  be  considered  in  this  case  as  equal  to  100 
without  any  sensible  error,  the  formula  simplifies  down  to 
H = F2  when  e is  taken  as  equal  to  ^ in.  We  may  therefore 
give  the  rule — 

To  find  the  hyperfocal  distance  of  any  lens  working  at  F/8, 
“take  the  square  of  the  focal  length  in  inches,  and  that  number  will 
give  the  distance  in  feet  beyond  'which  everything  is  in  focus," 
or,  expressed  in  a formula 

H = F2  (in  feet)  ....  [33] 

which  in  the  above  example  = 36. 

If  g—  in.,  or  0,1  mm.,  be  taken  as  the  limit  of  error,  then 
multiply  the  product  by  2-1  — 90  ft. 

If  the  focal  length  be  marked  in  centimetres  and  e be  taken 
as  j-ip  cm.,  or  0,1  mm.  (as  is  usual  on  the  Continent),  then,  by 
the  formula 

F^  15  x 1,87  OOAC  OQ  , 

— = 1 = 2805  cm.  = 28  metres 

e Too 

or  90  ft.,  as  before. 

This  equation  may  also  be  simplified  since 


15  x 1,87 

i 

100 


15  x 1,87  X 100 
100 


metres  = 15  x 1,87 


We  may  therefore  give  the  rule — 

To  find  the  hyperfocal  distance  of  any  lens,  multiply  the  focal 
length  in  centimetres  by  its  aperture,  and  the  product  is  the  hyperfocal 
distance  in  metres,  or,  expressed  in  the  formula 


H = F x d (in  metres)  . . . [34] 

Example. — A lens  has  a focal  length  of  22  cm.  and 
its  aperture  is  2 cm.  What  is  its  hyperfocal  distance  ? 

22  x 2 = 44M 


which  is  quite  correct  when  e is  taken  as  in.,  or  0,1  mm. 
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Some  photographers  on  the  Continent  prefer  to  make 
e = mm.,  or  0,01  mm.  To  suit  them  we  only  add  a cypher 
to  the  product,  so  that,  in  the  above  example,  H = 440M.  To 
make  it  quite  clear  we  give  another  example.  A lens  is  20  cm. 

P 

in  focal  length.  The  stop  used  is  jg  and  e = 0,1  mm.  How 
far  off  is  the  nearest  object  in  focus  ? By  the  ordinary  formula 
p V I 20  x — 

H = ' = --  2500  cm.  = 25  metres 

e Too 

By  our  short  formula,  H = F x d,  we  get  20  x 1,25  = 25.  Ans. 

It  is  obvious,  therefore,  if  we  only  remember  these  two 
formulae  we  can  dispense  with  tables  altogether. 

Lastly,  the  question  sometimes  arises : My  lens  has  a focus 
of,  say  16  cm. ; what  is  the  largest  stop  I can  use  without 
spoiling  the  picture,  for  a distance  of  12  metres,  taking  0,1  mm. 
as  the  limit  of  error  ? By  the  formula  H = P x d 

, H 12  0 „ 

a — ^ ^ = 0,7o  cm.  or  7,o  mm. 


so  that  we  can  use  a stop  of  P/22,  since  16/0,75  = 22  (approx.). 

This  is  the  principle  which  governs  all  so-called  fixed-focus 
cameras,  and  enables  us  at  once  to  fix  the  oo  mark  on  the  scale. 
All  the  other  distances  nearer  than  co  are  calculated  by  the 

usual  formulae,  viz.  ^ = - + ~-/ , or,  if  you  prefer  it, 

xy  = F- [35] 


where  x is  the  distance  of  the  object  from  the  anterior  focus 
of  the  lens,  and  y the  distance  of  the  image  from  the  posterior 
focus. 

F2 

Since  F2  = xy,  or  y = — , we  find  the  distance  the  lens  has 

to  be  extended  from  the  original  position  when  the  focus  is 
arranged  for  infinity  (in  this  case,  25  metres),  is  equal  to  the 
square  of  the  focal  length  of  the  lens  divided  by  the  distance 
of  the  object  from  the  anterior  focus  of  the  lens. 

In  the  above  example,  how  much  must  the  camera  be 
extended  beyond  the  co  plane  to  be  in  focus  for  an  object 
at  2M  ? 


„ F2  16  x 16  ao 

Here  y = — = — oqq~  = cm-  -4«s. 


x 
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§ 41.  Covering  Power. — The  covering  power  of  a lens  is 
measured  by  the  diagonal  of  the  largest  plate  over  which  it 
gives  critical  definition.  Supposing  a lens  to  be  perfectly 
corrected,  and  to  give  equal  illumination,  this  diagonal  would 
be  equal  to  the  diameter  of  the  circle  of  illumination  given  by 
the  lens.  But  in  practice  it  is  much  less  than  this,  owing  (1)  to 
the  rapid  falling  off  of  fight  as  the  edge  of  the  field  is  approached, 

- and  (2)  to  the  oblique  aberrations  which  limit  the  definition. 
Thus  a Petzval  portrait  lens  with  full  aperture  will  only  cover 
an  area  barely  larger  than  the  diameter  of  the  lens  itself, 
whereas  an  orthoscopic,  stigmatie,  or  anastigmatic  lens  of 
recent  manufacture,  in  which  certain  Jena  glasses  are  used,  will 
cover  crisply  an  area  whose  base  fine  equals  one  and  a-half 
times  the  focal  length,  with  a stop  of  F/16. 

§ 42.  Circle  of  Illumination. — It  is  often  required  to  know 
whether  the  circle  of  view  projected  by  any  lens  will  cover  a 
certain  sized  plate. 

It  must  be  remembered  that  the  size  of  this  circle  of  view 
is  not  altered  by  any  stop,  nor  does  the  angle  of  view 
included  in  this  circle  vary  with  the  magnification.  Increase  of 
magnification  merely  increases  the  size  of  the  circle,  but  the 
view  remains  the  same.  It  is,  therefore,  independent  of  the 
covering  power. 

A table  giving  the  circle  of  illumination  for  various  sizes  of 
plates  will  be  found  in  the  appendix. 

§ 43.  Angle  of  View. — This  is  the  angle  subtended  at 
the  second  equivalent  point  of  the  lens  by  the  base  of  the 
plate  used.  According  to  the  definition  adopted  at  Kew,  a 
lens  is  of 

Narrow  angle  when  the  angle  of  view  is  below  35' 

Medium  ,,  ,,  „ from  35°  to  60r 

Wide  „ „ „ „ 60°  to  80' 

Extra  wide  „ ,,  ,,  ,,  80D  to  1353 

This  latter  angle  is  only  covered  by  the  Hypergon  double 
anastigmat  of  Goerz,  and  the  Pantogonal  of  Rodenstock,  the 
diagonal  of  the  plate  being  equal  to  five  times  the  focal 
length.  They  have,  however,  an  exceedingly  limited  sphere  of 
usefulness. 

Wide  angle  is  not  in  itself  a property  of  a lens,  excepting 
that,  owing  to  the  back  and  front  lenses  being  as  thin  and  close 

H 
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together  as  possible,  it  will  allow  of  great  obliquity  of  rays 
and  so  throw  a larger  circle  on  the  screen. 

A “ narrow-angle  ” lens  is  one  which  cannot  be  used  on  a 
plate  which  would  make  it  a “ wide-angle,”  either  because  of 
oblique  aberration  which  cannot  be  diminished  by  a stop,  since 
rapidity  is  usually  the  speciality  of  the  “ narrow-angle  ” lens,  or 
because  its  form  does  not  allow  a large  circle  illumination  to  be 
projected.  It  is,  however,  cheaper  to  make,  and  when  used  on 
a small  plate  is  less  likely  to  give  rise  to  flare,  since  there  are 
fewer  rays  to  be  reflected  from  the  bellows  than  in  the  case 
of  a wide-angle  lens.  A wide-angle  lens,  on  the  other  hand, 
usually  sacrifices  rapidity  in  order  that  it  may  adequately  cover 
a larger  plate.  Its  chief  use  is  in  confined  situations,  where  the 
operator  cannot  get  far  enough  away  to  take  in  the  picture  with 
a narrow-angle  lens.  He  therefore  uses  a wide-angle  lens  of 
shorter  focus,  which  will  still  cover  the  plate,  but  being  of 
shorter  focus  he  can  get  more  of  the  object  into  the  picture. 
Of  course  a wide-angle  lens  can  alivays  be  substituted  for  a 
narrow-angle  one  of  the  same  focal  length,  and  will  then  give 
identically  the  same  picture  both  as  regards  size  and  other 
qualities,  but  owing  to  the  small  size  of  its  illumination  circle 
a narrow-angle  lens  cannot  always  replace  a wide-angle 
one.  Since  the  discovery  of  the  properties  of  the  Schott 
Jena  glasses,  most  of  the  lenses  now  made  are  capable  of 
transmitttng  a wide-angle  aplanatic  cone,  and,  in  addition  are 
more  rapid  and  give  better  marginal  definition  than  the  old 
narrow-angle  lenses.  They  are,  therefore,  superior  in  every 
way. 

Method  of  Determining:  the  Angle  of  View.  — In 

measuring  the  angle  of  view,  either  the  horizontal  diameter  of 
the  plate  or  the  diagonal  may  be  taken  as  the 

yr basis  of  measurement.  The  former  comprises 

/ A what  is  required  to  be  known  from  an  artistic 

/ \ point  of  view.  The  latter  is  necessary  to  enable 

/ \ one  to  judge  whether  a given  lens  will  cover  the 

/ \ corners  of  a plate  or  not.  The  first  (horizontal) 

/ \ method  is  the  most  useful,  and  the  solution  can 

be  arrived  at  immediately  from  a table  of  natural 
Fm.  70.  tangents. 

Let  AB  be  the  focal  length  of  the  lens,  BC 
the  semi-horizontal  diameter  of  the  plate,  and  0 the  angle 
BAG  = half  the  angle  of  view. 
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Then  the  angle  of  view,  or  26,  is  clearly  expressed  by  the 
formula 


, /,  BC 

tan  6 - = x. 


Opposite  x in  the  tables  we  find  6 in  degrees  and  minutes. 

Examples. — -What  is  the  angle  of  view  of  a 10-in.  lens  on 
a 10  x 12  plate  ? 

tan  6 = y6o  = 0,6  and  tan  0,6  x 2 = 62°.  Ans. 

In  the  second  method  the  diagonal  of  the  plate  is  first 
measured,  the  half  of  which  is  substituted  in  the  formula  for  BG. 
Thus,  in  the  above  case 
7 8 

tan  6 = -vy:  = 0,78,  and  tan  0,78  x 2 = 76°. 


For  table  of  Angles  of  View,  see  Appendix. 

§ 44.  Types  of  Photographic  Lenses. — 1 The  Single 
JSFonachromatic  Lens,  such  as  an  ordinary  meniscus  or 
plano-convex  spectacle  lens,  is  still  used  by  certain  amateurs, 
when  stopped  down,  for  the  soft  out-of-focus  effects  it 
gives,  especially  in  portraiture  of  large  heads.  Moreover,  it  is 
more  rapid  than  an  achromatic  lens  of  the  same  aperture,  since 
crown  glass  lets  more  of  the  violet  end  of  the  spectrum  through 
than  does  flint  glass.  To  bring  the  chemical  focus  on  a plane 
with  the  visual,  the  plate  must  be  moved  in  towards  the  lens, 
after  focussing,  about  ^th  of  the  focal  length,  according  to  the 
formula 

F - F,  - F x 0,02 [36] 

where  F„  = focal  length  for  the  blue  violet  rays  and  F visual 
focal  distance. 

If  the  object  be  a near  one  it  is  necessary  to  multiply  the 
square  of  the  conjugate  focal  distance  by  0,02  and  divide  the 
product  by  the  focal  length  of  the  lens. 

Example. — A 10-in.  lens  is  focussed  for  an  object  6 ft. 
away.  How  far  must  the  plate  be  moved  in  to  be  in  the  right 
position  for  the  image  ? Applying  our  formula  xy  = F2,  we  find 
y the  distance  of  the  lens  from  the  image  plane 


100 


72  - 10 


10  = 1,61  + 10  = 11,61. 


Therefore 


F2  x 0,02  (11,61)*  x 0,02  . 

F*  = -p = fo = 0,27  m.  (approx.). 


10 
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If  the  object  were  at  oo  , the  plate  would  have  to  be  moved 
in  10  in.  x 0,02,  or  0,20  in. 

The  meniscus  (periscopic)  or  the  crossed  lens,1  should  have 
the  flatter  surface  towards  the  object  if  the  latter  is  near,  and 
the  slot  which  holds  the  stop  should  be  capable  of  adjustment 
both  to  and  from  the  lens.  For  portraiture  a stop  of  F/8  or 
F/ll  may  be  employed,  but  I cannot  recommend  it  for  this 
purpose.  It  must  be  remembered  that  while  for  near  objects 
the  aberration  is  least  when  the  flat  side  is  towards  the  object, 
for  distant  objects  better  results  are  obtained  by  turning  the 
lens  round,  since  the  rays  then  are  approximately  parallel. 

I recently  made  a landscape  lens  consisting  of  a single  piece 
of  glass  of  an  extremely  curved  meniscus,  having  a radius  of 
curvature  for  the  convex  surface  of  only  28  mm.  (1|  in.). 

In  this  lens  the  diaphragm  is  placed  approximately  at  the 
mean  centre  of  curvature  of  the  two  surfaces,  i\  and  r2,  so  that 
rays  from  all  parts  of  the  field  which  pass 
through  the  diaphragm  (if  the  diameter  of 
the  latter  be  not  greater  than  ygth  of  the 
focal  length  of  the  lens)  will  be  normal  to 
the  surface,  or  so  nearly  normal  that  over 
an  area  equal  to  the  focal  length  of  the  lens 
in  diameter  there  will  be  sharp  definition, 
without  visible  astigmatism  or  coma  and 
very  little  curvature  or  distortion,  since 
every  bundle  of  rays  which  pass  through 
the  diaphragm  must  practically  pass  through 
the  mean  centre  of  curvature  of  the  two 
surfaces.  In  other  words,  they  form  “chief”  rays,  and  there- 
fore will  undergo  an  imperceptible  amount  of  refraction.  This 
form  of  lens,  if  the  curvatures  are  properly  proportioned  to 
permit  the  mean  normal  of  each  bundle  of  rays  to  pass  through 
the  centre  of  curvature,  will  give  a remarkably  fine  image,  even 
with  so  large  an  aperture  as  F/16.  The  image  then  will  be 
found  to  have  no  perceptible  coma  or  astigmatism.  The 
moment  the  aperture  is  increased  beyond  F/16  the  coma 
suddenly  appears  and  rapidly  increases.  The  lens  is  there- 
fore unsuitable  for  rapidly  moving  objects,  except  in  a good 
light.  When  adjusted  in  the  camera  for  chemical  focus, 
and  not  used  with  a larger  aperture  than  F/16,  the  image 

1 A biconvex  lens  which  has  its  radii  of  curvature  in  the  proportion  of 
1:6.  It  is  sometimes  called  a lens  of  best  form. 


Pig.  71. — Lindsay 
Johnson’s  Deep 
Meniscus  Single 
Lens. 
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will  bear  favourable  comparison  with  any  B.E.  lens  in  the 
market,  made  before  the  Jena  epoch,  and  is  unquestionably 
superior  to  any  other  form  of  single  non-achromatic  lens  yet 
introduced.  With  orthochromatic  plates  and  a yellow  screen 
no  alteration  need  be  made  for  the  chemical  focus.  I subse- 
quently discovered  that  the  celebrated  Hypergon  lens  of  Goerz 
is  made  on  this  principle,  the  two  lenses  forming  a hollow 
sphere  with  the  diaphragm  midway  between  the  two  lenses.1 

2.  The  Landscape  ( Single  Achromatic ) Lens  may  be  made  of 
two,  three,  or  four  separate  lenses  of  different  refractive  indices 
and  dispersion  cemented  together.  It  is  nearly  always  in  the 
form  of  a meniscus  (Fig.  73).  Since  the  modern  achromatic 
doublets,  used  combined  or  singly,  answer  every  purpose  quite  as 


Fig.  73. — Single  Achromatic  Landscape  Lens. 


well  as  a landscape  lens,  they  have  superseded  the  latter  almost 
entirely.  The  landscape  lenses  are  larger  in  diameter  compared 
with  modern  achromatic  doublets,  without  any  advantage  in 
rapidity,  since  they  are  provided  with  a stop  at  some  distance 
(sometimes  exceeding  the  diameter  of  the  lens)  in  front  of  its 
concave  surface.  Owing  to  its  form,  its  maximum  working 
aperture  cannot  exceed  F/16  without  some  sacrifice  of  definition, 
and  were  it  not  for  its  cheapness,  it  would  have  been  entirely 
rejected  in  favour  of  the  modern  anastigmat  and  other  forms  of 
rectilinear  doublets. 

1 Commandant  Puyo,  of  the  French  Army,  has  brought  out  an  adjust- 
able landscape  single  lens  and  also  a portrait  lens  on  the  telephoto  system, 
■which  he  calls  a “ Teleanachromatique,”  which  latter  he  recommends  for 
portraiture.  Each  is  an  uncorrected  single  meniscus.  The  latter  having  two 
diaphrams,  one  in  front  and  one  behind  the  lens.  They  are  said  to  give 
soft  diffusion  out-of-focus  pictures,  which  may  commend  their  use  to  some 
people,  but  I fail  to  see  any  advantage  over  my  deep  meniscus  described 
above.  They  are  very  expensive.  They  are  sold  by  the  Grande  Fabrique 
Fran9aise  de  Verres  de  Lunettes,  87,  Rue  de  Turbigo,  Paris. 
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It  gives,  however,  a brilliant  image,  as  it  possesses  only  two 
reflecting  surfaces,  and  the  distortion  at  the  margin  may  be 
ignored  in  ordinary  landscape  photography.  It  is  also  some- 
what more  rapid,  as  less  light  is  reflected  and  absorbed. 

In  1887  T.  E.  Dallmeyer,  by  displacing  one  of  the  crown 
elements  of  his  landscape  objective,  and  fixing  it  in  a reversed 
position  behind  the  other  two,  produced  what  is  practically  a 
non-distorting  landscape  lens.  But  on  examination  it  will  be 
found  that  there  is  an  air  space  between  the  back  and  the  flint. 

3.  The  Portrait  Lens  (Big.  74). — This  is  merely  a name  for 
a lens  having  a very  large  aperture  compared  with  its  focal 
length,  so  as  to  enable  portraits  to  be  taken  in  a studio  in  a 
short  space  of  time. 

It  was  invented  in  the  year  1840,  by  Professor  Petzval  of 
Vienna,  and  maintains  its  reputation  for  excellence  even  at  the 


Fig.  74— Petzval’s  Portrait  Lens. 


present  day.  It  consists  of  an  anterior  nearly  plano-convex 
combination  made  up  of  an  equi-convex  crown  cemented  to  a 
biconcave  flint  lens,  the  posterior  surface  of  which  is  nearly 
flat.  The  posterior  combination  is  composed  of  two  lenses 
separated  by  an  air  space,  the  front  element  being  a negative 
concave-convex  flint  separated  by  a narrow  ring  of  brass  from 
a positive  equi-convex  crown.  The  two  combinations  are 
separated  by  a space  about  equal  to  then’  diameter,  the  stop 
being  placed  between  the  two  lenses  and  slightly  nearer  the  front 
combination.  The  back  combination  not  only  shortens  the 
focus,  and  so  increases  the  rapidity  of  the  lens,  but  owing  to  its 
excess  of  negative  aberration,  it  neutralizes  the  positive  aber- 
ration generated  by  the  front  combination,  and  this  greatly 
extends  the  field  of  definition.  J.  H.  Dallmeyer  in  1866 
entirely  reconstructed  this  back  combination,  by  substituting  a 
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meniscus  crown  for  the  equi-convex  element,  and  a shallow 
concave-convex  positive  meniscus  for  the  negative  meniscus  in 
the  former,  and  reversing  the  positions.  We  owe  to  the 


Fig.  75. — Dallmeyer’s  Improved  Portrait  Lens. 


ingenuity  of  the  elder  Dallmeyer  a considerable  advance  upon 
Petzval’s  work. 

The  former  designed  his  portrait  lens  in  such  a manner  that 


Fig.  76. — Dallmeyer’s  Improved  Portrait  Lens  showing  diffusion 
of  focus  produced  by  separation  of  the  back  element. 


by  slightly  unscrewing  and  so  separating  the  component 
elements  of  the  back  combination  (Fig.  76)  spherical  aberration 
can  be  induced  to  almost  any  desired  degree,  thus  lowering'the 
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degree  of  definition  but  causing  a general  softness  to  spread 
over  the  image. 

His  portrait  lenses  are  all  fitted  with  indices  graduated  on 
the  mount  or  back  cell,  whereby  the  extent  of  aberration 
produced  can  be  ascertained. 

The  definition  of  the  Petzval  portrait  lens,  owing  to  its  large 
size  and  full  correction  of  chromatic  and  spherical  aberrations, 
is  superb  over  a small  area  (see  Pig.  79),  but  there  is  con- 
siderable curvature  of  field  and  astigmatism,  so  that  only  an 
area  slightly  larger  than  the  diameter  of  the  lens  can  be  sharply 
covered.  It  is  not  entirely  free  from  distortion,  and  may  give 
rise  to  flare  with  a small  stop.  It  is  necessarily  very  rapid,  work- 
ing at  P/4.  One  form  even  works  at  F/2,5,  and  in  consequence 
its  depth  of  focus  is  almost  nil.  The  illumination  falls  off 
rapidly  towards  the  edge  of  the  field.  It  is  mainly  suitable  for 


♦ Lighter  Flint 

Fig.  77. — Diagram  of  an  R.R.  Lens. 


portraiture,  but  forms  an  admirable  lens  for  the  optical  lantern 
and  telephotography,  and  also  for  astro-photographic  purposes, 
in  which  a small  angle  is  required  to  be  covered. 

In  recent  years  Dallmeyer,  Taylor,  Aldis,  Eoss,  Zeiss, 
Goerz,  Beck,  Steinheil,  Voigtlander,  and  Watson  have  all 
produced  superb  portrait  lenses  by  the  employment  of  certain 
of  the  Jena  glasses  which  work  at  P/2,5  to  P/4,5,  and  are 
entirely  free  from  astigmatism,  distortion,  and  flare.  For  very 
high  rapidities  (F/4  and  over)  the  Petzval  type  is  still  largely 
adhered  to. 

4.  The  Rapid  Rectilinear. — Perhaps  no  lens  has  been  so 
universally  popular  as  the  rapid  rectilinear.  Although  its  day 
is  past,  it  still  holds  its  place  for  the  cheaper  cameras.  It  is 
formed  of  two  identical  combinations  having  their  concave 
surfaces  facing  one  another  with  a stop  between  them. 
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The  two  together  neutralize  the  distortion  produced  by 
either  lens  singly.  Each  combination  consists  of  a negative 
meniscus  flint  glass  lens  cemented  to  a positive  meniscus  crown 
or  a much  lighter  flint  than  the  exterior  one.  This  form  of  lens 
is,  like  the  next  group,  universal  in  its  application,  being  adapted 
for  groups,  landscapes,  architecture,  and  copying.  Either  com- 
bination may  be  used  separately,  when  it  will  approximately 
double  the  focal  length,  and  increase  the  exposure  of  the 
combined  lens  fourfold.  It  should  cover  at  least  an  angle  of  45° 
sharply  with  full  aperture,  P/8,  and  a plate  whose  longer  side  is 
equal  to  its  focal  length  (in  about  54°)  with  a small  stop.  Like 
all  lenses  made  with  the  ordinary  flint  and  crown  glass, 
curvature  of  field,  astigmatism,  and  coma  are  invariably  present. 
The  central  spherical  correction  is  of  the  highest  order,  but  in 
point  of  rapidity  and  marginal  definition  this  type  must  be 
classed  as  of  medium  quality.  The  lenses  are  about  a third  the 
price  of  those  in  the  next  group. 

Some  of  the  lenses  of  the  rectilinear  type  are  made  to  work 
at  E/6  and  go  under  the  name  of  “ Euryscopes,”  but  the  extra 
rapidity  is  obtained  at  the  expense  of  definition,  and  they  are 
inferior  to  the  ordinary  E.E.  lenses  in  defining  power. 

5.  The  Astigmat  or  Anastigmat. — All  the  lenses  we  have 
been  discussing  are  made  of  glass  only  available  before  the 
Abbe-Schott  epoch.  Each  combination,  as  a rule,  consisted  of 
a positive  crown,  united  to  a negative  flint.  Now,  in  order  to 
get  a perfectly  flat  image  it  is  necessary  that  the  convergent 
lens  of  shorter  focal  length  should  have  a higher  refractive 
index  than  the  concave  lens.  In  lenses  achromatized  by  the 
old  style  of  glasses  it  is  impossible  to  get  a perfectly  flat  field 
free  from  astigmatism,  since  the  refractive  index  of  the  crown 
was  of  necessity  less  than  that  of  the  flint.  Achromatism 
requires  the  stronger  lens  to  be  of  crown  and  the  weaker  of 
flint,  while  flatness  of  field  consistent  with  freedom  from 
astigmatism  requires  that  the  stronger  lens  be  of  flint  and  the 
weaker  of  crown.  The  two  conditions  are  attained  by  combining 
glasses  such  that  high  refractivity  is  obtained  with  low  dispersion 
and  low  refractivity  with  high  dispersion. 

The  invention  of  such  glasses  by  Schott  & Co.  at  Jena 
caused  a new  epoch  in  photographic  lens  making,  with  the 
result  that  a large  variety  of  lenses  conforming  to  Yon  Seidel’s 
five  conditions  have  been  produced.  Nearly  all  work  with 
much  greater  intensity,  i.e.  with  larger  apertures,  than  the 
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corresponding  lenses  made  with  the  older  glasses.1  Many 
cover  with  F/16  a plate  whose  longest  diameter  equals  one  and 
a-half  times  the  focal  length  of  the  lens.  They  more  or  less 
perfectly  fulfil  Abbe’s  sine  condition,  and  are  remarkably  free 
from  astigmatism,  curvature,  chromatic  and  spherical  aberra- 
tions, and  give  no  distortion  whatever.  Consequently  they 
have,  to  a very  large  extent,  replaced  both  landscape  and 
rapid  rectilinear  types  of  lenses ; in  fact,  were  it  not  for 
their  cheapness,  the  latter  types  would  cease  to  be  made. 

All  rapid  rectilinear  lenses  and  all  the  symmetrical  doublets 
and  most  achromats,  have  the  front  and  back  combinations 
separately  corrected  for  aberrations,  so  that  they  can  be  used  as 
single  lenses  by  removing  the  front  combination.  In  this  case, 
if  the  doublets  are  identical,  the  exposure  must  be  four  times 


Fig.  78. — The  Protar  Lens.  A typical  anastigmat  built  up  of 
eight  lenses. 


that  of  the  complete  lens,  since  the  aperture  remains  the  same, 
but  the  focal  length  is  doubled.  Some  lenses,  such  as  Zeiss’ 
Doppelprotar,  Beck’s  Orthostigmat,  Dallmeyer’s  Stigmatic,  and 
Watson’s  Holostigmat,  have  a different  focus  for  each  combina- 
tion, whereby  three  distinct  foci  can  be  obtained,  one  for  each 
combination,  and  a shorter  one  for  the  entire  lens.  Theoretically, 
the  front  element,  if  used  alone,  should  be  unscrewed  and 
attached  to  the  back  of  the  mount,  but  practically  there  is  no 
difference  which  side  is  turned  to  the  light.  Since  the  focus  is 
greatly  lengthened  when  the  single  element  is  used,  the  circle 
projected  is  so  much  larger  than  the  plate,  and  moreover,  the 
stop  is  so  near  the  lens  that  the  inevitable  distortion  of  straight 
lines  is  rarely  perceptible,  even  at  the  extreme  edrje  of  the  screen , 

1 Exception  must  be  made  to  the  special  Petzval  portrait  lenses  of  the 
older  type,  which  work  with  an  intensity  of  F/4,  F/3,  and  over. 


[' Copyright . 

Gannet  alighting  on  her  nest.  Photographed  by  H.  Armytage  Sanders  with  his  Birdland  Camera ; 
time  sec.,  using  the  back  combination  of  a Goerz  lens. 
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while  the  illumination  is  of  course  much  more  even.  The  single 
combination  may  therefore  be  used  for  architecture  if  the 
horizon  does  not  much  exceed  half  the  focal  length  of  the  lens, 
i.e.  30°  to  35°. 

The  diagrams  drawn  below  illustrate  the  definition  given  by 
the  four  main  types  of  lenses.  The  horizontal  line  b is  the 
plane  of  perfect  definition.  The  width  between  the  two  parallel 
lines  a and  b shows  the  limit  of  permissible  error,  or  “ e.”  Any 
deviation  not  exceeding  half  the  distance  between  the  two  lines 
may  be  considered  as  crisp  definition.  It  will  thus  be  seen  that, 
counting  the  error  on  both  sides  of  b,  the  landscape  covers  about 
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33°  with  F/ll ; the  portrait  about  25°  with  F /4 ; the  R.R.  lens 
about  40°  with  F /8 ; while  the  best  modern  anastigmat  covers 
about  75°  withF/6,3. 

§ 45.  The  Telephoto  Lens. — It  is  often  required  to  obtain 
a larger  magnification  of  a distant  object  in  a landscape  than  is 
possible  with  ordinary  cameras,  or  to  take  a portrait  with  a 
camera  which  will  not  allow  of  a sufficiently  large  image 
without  undue  proximity  to  the  sitter,  with  the  consequent 
exaggerated  perspective  of  the  hands  and  feet.  To  meet  these 
difficulties  the  telephoto  lens  was  brought  out.  This  is  nothing 
more  than  an  application  of  corrected  lenses  adapted  to  photo- 
graphy on  the  principle  of  the  Galilean  telescope,  and  may 
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therefore  be  said  to  date  from  the  time  of  Galileo  and  Porta. 
Photographic  lenses  fitted  with  a movable  negative  lens  were 
first  used  by  Porro  for  photographing  an  eclipse  so  far  back  as 
1857,  and  Steinheil  constructed  one  for  the  Brussels  Observatory 
in  the  year  1889,  but  it  was  not  until  two  years  later  that 
Dallmeyer  in  London,  Dubosq  in  Paris,  and  Dr.  Miethe  in 
Berlin,  simultaneously,  but  quite  independently,  introduced  a 
really  practical  telephoto  lens  capable  of  being  adapted  to  any 
camera.  The  chief  improvements  which  have  been  made  since 
that  time  have  been  in  the  better  correction  of  the  lenses,  while 
the  principle  of  all  of  them  remains  unaltered.  This  consists  of 
the  addition  of  a divergent  (negative)  lens  placed  between  the 
usual  photographic  lens  and  its  posterior  focus,  whereby  the 
convergence  is  greatly  reduced,  so  that  not  only  is  the  focus 


<■- a (here  = d)~> 


Equivalent  focal  length 


Fig.  80. — Diagram  showing  how  the  equivalent  planes  are  shifted 
and  consequent  focal  length  increased  by  the  addition  of  a 
negative  lens  behind  the  positive  element. 


shifted  back,  but  the  lens  is  virtually  shifted  forward  to  a plane 
beyond  the  real  lens. 

We  would  call  attention  to  the  fact  that  a very  deep 
meniscus  lens  can  be  constructed  so  that  its  equivalent  planes 
are  entirely  outside  the  lens,  and  at  a considerable  distance 
beyond  the  convex  surface.  It  thus  acts  as  a telephoto  lens 
when  the  convex  surface  is  turned  towards  the  object.  Busch 
has  brought  out  a fixed  focus  telephoto  lens  which  gives  about 
two  magnifications  constructed  on  this  plan.  It  consists  of  two 
unsymmetrical  combinations  separated  by  a considerable 
interval. 

This  is  shown  in  Fig.  80.  Here  A is  the  positive  lens,  B the 
negative  lens,  a = the  distance  between  the  optical  centre  of 
the  two  lenses  ; and  d — the  distance  of  separation  in  excess  of 
the  difference  between  the  focal  length  of  the  two  lenses.  In  this  case 
A and  B are  supposed  to  have  the  same  focal  length,  so  that 
the  difference  between  then’  focal  lengths  f —f  — 0,  and 
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therefore  a = cl.  B lies  between  A and  its  principal  focus  Fb  so 
that  the  convergent  rays,  instead  of  coming  to  a focus  at  Fj,  are 
rendered  divergent  by  the  negative  lens  B,  and  the  focus  is 
now  extended  to  F.  The  distance  BF  is  called  the  back  focal 
length  (Fb).  If  these  extended  rays  are  produced  backwards 
they  will  appear  to  proceed  from  A'  instead  of  A.  The  distance 
A'F  will  therefore  be  the  true  focal  length  of  the  compound 


Fig.  81. — Construction  of  a Telephoto  Lens  (Dallmeyer). 


lens  when  the  two  lenses  are  separated  by  the  interval  cl.  In 
actual  practice  the  negative  lens  of  a telephoto  combination  has 
invariably  a shorter  focal  length  than  the  positive  one,  and 
it  is  placed  at  a relative  distance  away  according  to  the 


Fig.  82. — Dallmeyer’s  “Adon”  Telephoto  Lens. 


magnification  required,  the  distance  being  varied  at  will, 
between  certain  fixed  limits. 

Fig.  81  shows  a stigmatic  positive  lens  affixed  to  a telephoto 
attachment  (negative  lens).  The  latter  screws  on  to  the  camera, 
the  ordinary  lens  being  attached  in  front  of  it. 

The  effect  produced  by  a telephoto  combination  depends 
entirely  on  the  position  of  the  negative  lens  with  respect  to  the 
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positive  element.  There  are  six  possible  positions  to  consider. 
Let  us,  for  the  sake  of  argument,  assume  that  the  positive  lens 
A = 6 in.  focus,  and  the  negative  lens  B = 3 in.  focus. 

1.  The  two  lenses  are  in  contact. — In  this  case  the  combination 
F2-F2,  orl  — i=  — resulting  in  an  excess  of  negative  power, 
so  that  no  real  image  can  be  formed  (Fig.  83  (1)).  If  both  lenses 
were  of  equal  power,  the  two  together  would  act  like  a piece  of 
plain  glass  and  the  rays  would  pass  out  unaltered,  as  at  /,  /,  /. 

2.  On  slight  separation  the  focal  length  of  the  combination 
continues  to  be  negative  (Fig.  83  (2)) ; until 

3.  The  separation  a = the  difference  of  their  focal  lengths, 


-) 



-> 



" X = fi  -GmL~ 

Fig.  83. — Diagrams  illustrating  the  six  possible  positions  of  the  positive 
and  negative  lens  combinations. 


i.e.  a = 3 in.  In  this  case  d = 0 and  the  combination  has 
its  focus  at  oo  . This  is  the  condition  which  obtains  in  a telescope 
or  opera-glass  adjusted  for  oo  (Fig.  83  (3)).  It  is  known  as  the 
“ telescopic  condition.” 

4.  The  slightest  further  increase  of  separation  causes  d to 
assume  a positive  value,  so  that  a real  inverted  image  is  pro- 
duced which  can  be  focussed  on  a screen  (Fig.  83  (4)).  This 
is  the  condition  which  exists  in  a telephoto  lens. 

5.  As  the  separation  increases  the  focal  length  of  the  com- 
bined lenses  decreases,  until  the  negative  lies  in  the  focal  plane 
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of  the  positive  lens.  In  this  case  a =f  (here  = 6 in.),  so 
that  the  focal  length  of  the  combination  is  at  its  minimum,  and 
the  negative  lens  has  no  effect  whatever  (Fig.  83  (5)).  It  is 
therefore  obvious  that  for  a telephoto  lens  the  condition  illustrated 
in  Fig.  83  (4)  is  the  only  one  of  practical  value,  and  the  range  of 
the  lens  extends  to  the  position  in  which  a =f  i (Fig.  83  (5)). 

6.  Any  further  separation  causes  the  negative  lens  to  pro- 
duce a virtual  image  of  the  focal  point  formed  by  the  positive 
lens  at  f,  which  image  always  lies  between  f and  the  negative 
lens  (Fig.  83  (6) ).  It  would  be  well  if  every  optician  would  make 
d — 0 the  starting-point,  and  mark  it  on  the  mount  of  the 
combination,  for  if  we  take  the  former  case,  in  which  a 6-in. 
lens  is  combined  with  a 3-in.  lens,  it  is  extremely  difficult 
to  separate  the  two  lenses  by  3 in.,  since  the  position  of  the 
equivalent  planes  must  first  be  found;  but  it  is  very  easy, 
knowing  the  focal  lengths  of  each  element,  to  separate  them 
until  rays  which  enter  the  first  lens  emerge  parallel  from  the  second 
one,  then  the  distance  between  the  equivalent  planes  can  be 
found  at  once,  since  it  is  equal  to  the  difference  between  their 
foci. 

The  focal  length  of  the  entire  system,  F,  is  always  equal  to 
the  focal  length  of  the  positive  and  negative  lenses  multiplied 
together  and  divided  by  cl.  In  the  above  case,  as  d = 0 

F=^=oo [37] 

If  we  increase  the  separation  by  half  an  inch 

F 6 x 3 x 2 = 36  in. 

2 

If  we  make  cl  = 1 in.,  then 

F = ^ = 18  in. 

Dallmeyer  adopts  the  plan  of  engraving  the  focal  lengths  on 
the  mount  opposite  each  fraction  of  an  inch  of  separation,  by 
which  the  photographer  can  know  at  once  the  focal  length  for 
any  degree  of  separation. 

1.  Magnification. — We  may  consider  the  telephoto  lens  as 
consisting  of  two  separate  parts,  a positive  lens  which  forms  an 
image,/!,  in  the  usual  way,  and  a negative  lens  which  intercepts 
the  image,  and  enlarges  it  in  inverse  proportion  to  the  length  of 
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cl  (Fig.  83).  The  screen  may  be  placed  anywhere  we  choose 
behind  the  negative  lens,  and  the  linear  magnification  M ( i.e . the 
number  of  times  the  image  of  the  combination  is  greater  than 
that  of  the  single  positive  lens)  is  obtained  by  the  formula 

M=J|  + 1 [38] 

Hence,  to  obtain  the  magnification,  divide  the  camera  extension, 
E (i.e.  the  back  focus,  or  the  distance  from  the  bach  of  the  negative 
lens  to  screen ) by  the  focal  length  of  the  negative  lens,  and  add  one. 

Since  the  anterior  and  posterior  focal  lengths  are  exactly 
the  same  in  all  lenses  or  lens  systems  in  air,  it  is  clear  it  will 
make  no  difference  to  the  magnification  of  the  picture  whether  a 
telephoto  lens  has  the  positive  or  negative  element  in  front. 
The  images  will  be  identical,  but  the  circle  of  illumination  will 
be  greatly  restricted  in  the  latter  case.  This  is  the  defect  of 
Dallmeyer’s  Adon  lens,  which  gives  a miserably  small  picture 
when  placed  in  front  of  an  ordinary  positive  lens,  but  when 
used  alone  with  the  positive  element  in  front,  it  gives  a large 
and  well-defined  image  (Fig.  82). 

2.  Extension. — By  transposing  the  above  formula  we  find 

E =/2(M  - 1) [39] 

i.e.  the  extension  necessary  is  equal  to  the  focal  length  of  the 
negative  lens  multiplied  by  the  magnification,  less  one. 

Examples. — Taking,  as  before,  fi  = 6 in.,  f2  = 3 in.,  what 
would  the  magnification  be  for  an  extension  of  12  in.  ? 

E 12  . . 

Here  M = 7 + l = -q--f  1 = 5 times,  i.e.  the  image  is 
J-2  & 

five  times  as  large  as  is  produced  by  the  single  lens  alone. 

A magnification  of  three  and  a half  times  is  required ; 
to  what  length  must  the  camera  be  pulled  out  ? 

The  formula  is 

E =/2(M  — 1) [40] 

= 3 x (3|  - 1)  = 7|  in. 

3.  Focal  Length. — In  order  to  find  the  focal  length  of  the 
combination  for  any  extension  of  camera  the  formula  is 

F = M/j,  orF  = f + /1  . . . [41] 

or,  to  obtain  the  focal  length  of  the  system  multiply  the  focal  length 
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of  the  positive  lens  ~by  the  magnification.  In  the  above  example 
M = 3J,  and,  since  fx  = 6 in.,  F must  be  21  in.  By  the  other 
formula 

F = ^ * - -f-  6 = 21  in.  as  before. 

Thus  it  will  be  seen  that  with  an  extension  of  7^  in.  a tele- 
photo lens  gives  the  same  sized  image  as  an  ordinary  camera 
extended  to  21  in. 

4.  Exposure — It  is  necessary  to  calculate  the  relative 
exposure,  i.e.  compared  with  a positive  lens  of  the  same 
aperture.  The  formula  is 

T = M2/1 [42] 


or,  the  exposure  for  the  telephoto  lens  is  equal  to  that  of  the  positiv 
lens,  multiplied  log  the  square  of  the  magnification. 

Thus,  if  an  ordinary  lens  working  at  P/8  requires  fo  sec-> 
what  exposure  would  a telephoto  lens  require  which  gives  a 
magnification  of  six  times  with  a ratio  aperture  of  P/4  ? 


T = 


36 

4 


fa  sec.,  or  nine  times  as  long. 


The  intensity  of  the  telephoto  lens  is  equal  to  the  inten- 
sity, i,  of  the  positive  lens  divided  by  the  magnification,  or 


[43] 


Thus  if  the  lens  has  an  intensity  of  F /4,  and  the  magnification 


of  the  combination  = 8 times,  then  its  intensity  I = 


P P 
4 x 8 ~ 32 


but  the  exposure  will  need  to  be  as  42  : 322,  i.e.  64  times  that  of 
the  positive  lens. 

5.  Aperture. — The  effect  of  this  is  worth  noticing.  Lord 
Baleigh  has  shown  that,  theoretically,  an  aperture  less  than  P/72 
should  not  be  used,  that  is  to  say,  with  a combination  magnifying 
18  times  the  aperture  ought  not  to  be  less  than  P/4  or  P/6,  with 
12  magnifications,  or  P/8  with  9 magnifications,  but  this  does  not 
hold  good  for  telephoto  lenses,  since  excellent  photographs  have 
been  taken  with  P/240  quite  free  from  diffraction  effects.  The 
explanation  is  that  owing  to  the  great  focal  length,  the  aperture 
(notwithstanding  the  very  low  intensity)  is  relatively  great  as 
regards  the  size  of  a wave  length,  in  other  words,  the  number  of 
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waves  which  pass  through  undisturbed,  is  very  great  compared 
with  those  waves  which  strike  the  margin  of  the  lens. 

6.  Size  of  Image. — The  size  of  the  image  formed  by  the 

positive  lens  alone  is  always  ^th  the  size  of  the  object.  This 
image  is  magnified  M times  by  the  negative  lens,  so  that,  if 
represents  the  entire  magnification  of  the  object  by  the 
telephoto  lens,  then 

f 

If  unit  magnification,  i.e.  life-size,  is  required,  then  N = 1 
and  M = n. 

If  the  image  is  to  be  half-size 


]L_1 
N ~ 2 


and  M = 


Example. — The  focal  length  of  the  positive  lens  is  8 in.,  that 
of  the  negative  lens  3 in.,  and  the  object  60  in.  away.  It  is 
required  to  produce  an  image  half  the  natural  size.  What  must 
the  camera  extension  be  ? Now  we  know,  from  our  fundamental 
formulae,  that  the  object  bears  the  same  proportion  to  the  image 
that  the  focal  length  of  the  lens  does  to  the  distance  of  the 
object  from  the  front  focus  of  the  lens,  or 


or 


0 _E 

T~  x ‘ ‘ 

0 8 1 

1 - 60  — 8 “ 64- 


[45] 


The  image  produced  by  the  positive  lens  alone  is  therefore 

the  size  of  the  object,  but  the  final  image  is  required  to  be 

half  life-size.  This  image  must  therefore  be  magnified  by  the 
negative  combination  three  and  a quarter  times.  In  order  to 
find  the  extension  of  camera  necessary  we  can  use  the  formula 
given  above,  viz.  E = /2(M  — 1),  i.e.  = 3(3|  — 1),  or  6f.  We 
must  therefore  extend  the  camera  6f  in. 

7.  Focal  Length  of  the  Sgstem  for  Parallel  Rags , i.e.  for  an 
object  at  00  . — This  is  important  for  determining  the  intensity 
of  the  lens. 

Let  the  distance  between  the  negative  lens  and  the  focus 
of  the  telephoto  lens  for  parallel  rays  = X.  Let  ^ = entire 
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magnification  produced  by  the  telephoto  combination.  Then 

E 

the  distance  of  the  focus  from  the  screen  = Let  E = camera 

extension  and  m the  multiple  = f/f2  or  number  of  times  the 
focal  length  of  the  positive  lens  is  greater  than  that  of  the 
negative  lens. 


Then 

x;= 

„ F 

e“n 

• • [46] 

and 

E = 

+/j 

• • [47] 

hence 

E = 

?w(E  _ H) 

or 

mPi  +/i 

. . [48] 

and 

E = 

mE  +/i 

+ 1 


which  gives  the  focal  length  of  the  telephoto  system  for  00  . 
Taking  the  last  example 

m = I = 2§,/i  = 8,  E = 6f,  and  ^ = 1 

we  get  by  [48]  E0^  + l)  = 2|  x 6|  + 8 

i.e.  2|E  = 26,  or  P = 111,  the  focal  length  required. 

N.B. — This  true  focal  length  must  not  be  confused  with  the 
conjugate  focal  length  described  under  Heading  3. 

8.  Intensity. — If  we  know  the  focal  length  we  can  obtain 
the  intensity  of  the  lens  by  dividing  it  by  the  diameter  of 
the  stop. 

The  above  example  shows  the  advantage  of  a telephoto  lens 
since  an  extension  of  only  6f  in.  and  a focal  length  of  lly  in. 
are  required  to  get  a half-sized  copy  of  an  object  60  in.  away  ; 
whereas  with  an  ordinary  lens  a focal  length  of  -3-,  or  20  in., 

71/  | - 1 

and  the  extension  of  E = 30  in.  is  required. 

n 1 

9.  Covering  Power. — To  find  the  diameter  of  a circle  thrown  on 
the  screen. 

This  can  be  done  by  the  following  formula : 

d of  + bfi 

~ h /.  -/  ' ' 

Thus,  let  the  focal  length  of  the  + lens,/j  = 6 in. 


. . [49] 
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Let  the  focal  length  of  the  negative  lens,/2  = 3 in.  Let  the 
aperture  of  the  positive  lens,  a , and  negative  lens,  h,  each 
= 1 in-,  and  the  distance,  cl,  of  the  negative  lens  from  the 
plate  = 12  in.  Then  the  diameter  of  the  circle  on  the  screen 

will  be  -g-  x — = 12  in. 

§ 46.  Certain  Special  Forms  of  Lenses. — 1.  Fixed  Tele- 
photo Lens. — This  consists  of  the  usual  positive  and  negative 

elements  separated  by  an  interval. 
As  the  lenses  are  fixed  in  the 
mount  no  adjustment  is  possible. 
It  is  very  useful  where  con- 
siderable magnification  is  required 
on  a short  or  fixed  focus  camera. 
The  Busch  Optical  Company  make 
a series  of  these  lenses  under  the 
name  of  “ Bistelar.”  Thus  the 
7-in.  focus  lens  requires  a camera 
extension  of  4|  in.  The  10-in. 
focus  lens  requires  54  in.  extension, 
and  the  14-in.  lens  only  85  in.  extension,  in  other  words,  they 
give  nearly  double  the  size  of  image  that  the  extension  of 
camera  will  allow  of  with  an  ordinary  objective.  They  are 
useful  lenses,  but  the  definition  is  certainly  inferior  to  their 
“ Omnar  ” anastigmats. 

2.  Lepersonne  s Fixed  Anachromatic  Telephoto  Lens. — Those 
who  prefer  the  soft  effects  produced  by  spectacle  lenses 
(i.e.  lenses  uncorrected  for  colour)  may  adopt  Lepersonne’s 
modification  of  Puyo’s  anachromatic  lenses.  This  is  effected  by 
mounting  in  a tube  a plano-concave  and  a plano-convex  lens 
made  from  the  same  glass  and  of  equal  radii  of  curvature,  the 
positive  power  being  obtained  by  the  separation.  In  order  to 
get  the  best  results  the  two  plane  surfaces  are  put  facing  each 
other,  the  convex  surface  being  directed  outwards  towards  the 
object.  In  this  case  the  extension  of  the  camera  = back  focus, 
or  the  distance  of  the  negative  element  from  the  plate.  Such  a 
combination  forms  a fixed  telephoto  lens  similar  in  action  to  the 
Bistelar,  except  that  the  chromatic  aberration  is  entirely 
uncorrected,  with  the  result  that  where  used  with  a large 
aperture  there  is  a general  diffusion  of  focus.  The  lens  is  so 
exceedingly  simple  of  construction  that  any  amateur  can  make 
one  for  himself. 


Fig.  84. — The  Busch  Bistelar 
LeDS. 
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Let  us  suppose  we  require  a lens  to  use  with  a half-plate 
camera  which  has  an  extension  of  16  in.  By  making  a 
telephoto  combination  we  have  abundance  of  choice.  Take, 
for  example,  a positive  and  a negative  piano-spherical,  each  6 in. 
in  focal  length.  If  we  fit  the  positive  into  a tube  which  slides 
inside  the  tube  holding  the  negative  lens,  we  can  get  any  focal 
length  we  choose.  All  we  have  to  take  care  is  that  the  back 
focal  length  (FB)  does  not  exceed  the  camera  extension.  Since 
E\  = F2  the  separation  between  the  lenses  ( = a)  is  the  same  as  d 
(the  increase  of  separation  greater  than  the  difference  between 
the  focal  lengths  of  the  two  lenses).  (See  Fig.  80.) 

Now  F=^r [60] 

or  the  equivalent  focal  length  of  our  telephoto  system  is  equal 
to  the  product  of  the  two  focal  lengths  divided  by  the  interval 
of  separation.  Thus  supposing  we  separate  the  components 

1 in.,  the  focal  length  will  be  ^ ^ = 36  in. 


Also 


-p  __  E^(Fi  — a) 
n~  d 


■ • [51] 


or  the  lacli  focus  is  equal  to  the  negative  focal  length  multiplied  by 
the  ( positive  focal  length  less  the  interval ) and  divided  by  the  interval 
of  separation  between  the  two  components. 


Thus  in  the  former  case  FB  = ^ _ 3Q 

If  we  separate  the  lenses 

1 in.  F 

= 36  FB  = 30 

2 in. 

= 18  =12 

24  in- 

II 

M 

V 

II 

00 

3 in. 

= 12  =6 

3J  in. 

= 10,3  = 4,3 

4 in. 

= 9 =3 

6 in. 

= 6 =0 

Hence  the  total  focal  length  is  equal  to  the  FB  + the  focal  length  of 
the  positive  lens , and  the  magnification 

M : 

=§§+1  ....  [62] 

Thus,  by  separating  the  two  elements  2 in.  we  get  a 
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magnification  of  -f-  1>  or  three  times  greater  than  that 
obtained  by  the  positive  lens  alone,  which  is  quite  within  the 
reach  of  our  camera  extension.  Such  a lens  can  be  made  to 
work  at  about  F/8  or  E/10. 

Moreover,  since  both  the  positive  and  negative  lens  have  the 
same  focal  length  and  index  (being  made  from  the  same  glass),  all 
difficulty  in  fulfilling  the  Petzval  condition  is  done  away  with, 


smce 


<£i 


— = — 1 by  necessity.  If  the  proper  curves  and  the 

v2  [X  2 


best  distance,  d,  be  chosen  a really  good  and  nearly  achro- 
matic lens  can  be  made.  The  Beck-Steinheil  Unofocal  is  a 
modification  of  this  type. 

3.  The  No-Curvature  Lens. — This  is  a meniscus  lens  in 


which  both  surfaces  have  the  same  radius  and  on  the  same 
side.  It  is  therefore  identical  with  a piece  of  bent  glass. 
(See  p.  68.) 

Let  ru  r2  be  the  centres  of  curvature  of  the  two  surfaces  S, 
and  S2  respectively ; Ex  and  E2  the  first  and  second  equivalent 
points ; e the  distance  EA  ; e'  the  distance  E2S2 ; t the  thickness 
of  the  lens. 

Then  N (a  constant)  = — d(fj.  — 1) 


Also 

?’i  = r2  = r 

>=-—•4  . . . 

u - 1 

. . [53] 

'=A  • • • • 

. . . [54] 

and 

. . . [55] 

Example. — Suppose  ^ = 1,5,  t = 4,  r = 10.  Then  e = — 20, 
e'  = 20,  and  E = 150.  If  t = 2,  E = 300.  If  t were  made  equal 
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to  10,  P would  be  60.  If  t = 0,  P would  become  infinite.  Prom 
this  it  is  evident  that  the  power  of  the  lens  is  directly  pro- 
portionate to  its  thickness. 

Such  a lens  shows  remarkably  little  astigmatism.  Nearly 
all  astigmats  and  anastigmats,  consisting  of  2,  3,  or  4 cemented 
combinations,  are  made  approximately  on  this  plan,  i.e.  the 
front  and  back  surfaces  of  the  cemented  combination  have 
hardly  any  difference  of  curvature.  It  will  thus  be  seen  that 
the  no-curvature  lens  is  practically  the  same  as  the  Unofocal 
combination,  in  which  the  air  space  between  the  two  elements 
is  filled  up  by  glass  so  as  to  form  one  solid  piece.  It  therefore, 
like  the  Unofocal,  fulfils  the  Petzval  condition. 

4.  The  Concentric  Lens. — This  is  a lens  in  which  both 


curves  have  a common  centre.  Here  rx  and  r2  have  a common 
centre,  Ex  or  E2. 


and 


t — rx  — r2,  e = r,  d = 
01  _ C'T‘2. 

O - l)rx  - r2 


- r2 


[56] 


Thus  let  p,  = 1,5,  t = 2,  rx  = 10,  r.2  = — 8.  Then  N = 2, 
e = 10,  d — — 8,  and  P = — 120,  and  therefore  negative.  Eoss 
made  a lens  on  this  principle,  obtaining  a positive  focus  by 
means  of  the  intermediate  cemented  curves.  This  concentric 
lens  answered  fairly  well  for  copying,  as  it  gave  a very  flat  field, 
but  it  could  not  stand  a large  aperture.  Por  some  reason  or 
other  the  firm  have  not  entirely  abandoned  it,  although  their 
Homocentric  is  a far  superior  lens,  and  can  be  used  for  every 
purpose  equally  well. 

5.  The  Hypergon. — This  is  a symmetrical  doublet,  consisting 
of  two  deeply  curved  menisci,  each  forming  a hemisphere,  the 


120 


PHOTOGRAPHIC  OPTICS 


two  together  thus  forming  a sphere  with  the  diaphragm  at  the 
common  centre  of  curvature. 

In  fact,  it  is  precisely  similar  to  my  single  meniscus,  only 
with  a second  similar  lens  reversed  on  the  other  side  of  the 
diaphragm.  Since  all  the  rays  are  practically  chief  rays,  it 
works  at  an  enormous  angle,  135°,  but  the  aperture  is  small  (to 


h 


Fig.  87. — Goerz  Hypergon  Lens.  Angle  = 135°.  S = stop  to  equalize 
the  light.  F = 60. 

avoid  coma),  viz.  F/20.  There  is  practically  no  astigmatism 
( see  page  106).  It  is,  of  course,  non-achromatic. 

The  values  are  rx  = + 5,083  /ic  = 1,508 
t = 1,324  /xF  = 1,516 
r2  = - 5,106 

4 = 4>°70 

/iD  = 1,5105 

fia  = 1,5205  Glass  No.  0.144 

6.  The  Unofocal  Lens. — If  you  turn  to  § 53  you  will  see  that 
the  Petzval  condition  places  a serious  limitation  on  the  optician 
in  the  construction  of  lenses,  for  if  the  two  lenses  have  the  focal 
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lengths  cj>1  and  </>2  and  the  refractive  indices  and  relative  disper- 
sions are  represented  by  ^ and  //.„  and  vx  v2,  then  to  form  an 
achromatic  combination  we  must  first  have 


<j>2  v l 

<£i  v2 

and  to  fulfil  the  Petzval  condition 


[57] 
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Fig.  SS. — Series  I.,  F/6. 


Fig.  89. — Series  II.,  F/4,5. 
Two  varieties  of  Unofocal  Lenses. 


i.e.  the  absolute  focal  lengths  and  the  pseudo-focal  lengths 
must  be  identical,  or 

Vi  _ fM 
r,  fju. 

Unfortunately,  the  difference  in  refractive  indices  in  two 
different  glasses  otherwise  suitable  cannot  be  obtained  to 
exceed  the  ratio  of  30  to  33.  So  the  focal  lengths  must  be 
nearly  in  that  ratio.  Now  Steinheil  got  over  this  difficulty  by 
taking  a convex  lens  and  combining  it  with  a concave  lens  of 
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the  same  focal  length  and  the  same  refractive  index.  And  herein 
lies  the  artifice.  If  a very  thin  concave  lens  be  placed  in  optical 
contact  with  a similar  lens  of  equal  focus  but  of  opposite  sign, 
the  two  lenses  neutralize  each  other,  and  the  result  is  a no- 
curvature lens  without  power.  If,  however,  we  separate  the 
two  lenses  a positive  power  for  the  combination  is  obtained, 
which  can  be  increased  in  proportion  to  the  amount  of  separation. 

Thus  let  A be  a positive  lens  of  5-in.  focus ; B a negative 
lens  of  5-in.  focus.  If  in  contact 

-i  = - - - = 0 

5 5 

If  separated  by  1 in. 

1 1 1 1 
^ = 5^T~5  = 20’  or^  = 20m- 

If  separated  2 in.,  <f>  = 74  in.,  and  so  on. 

By  making  use  of  this  fact  Steinheil  not  only  obtains  a 
positive  combination  by  means  of  which  a real  image  is  formed, 
but  by  a careful  selection  of  glasses  he  is  able  to  make  the 
correction  for  colour  as  well,  and  that  in  the  simplest  way,  by 
means  of  two  lenses  only.  By  a pair  of  similar  combinations 
facing  each  other,  he  obtains,  in  addition,  an  orthoscopic  (recti- 
linear) image.  Such  a lens  will  give  excellent  definition  over  a 
wide  angle  with  an  aperture  large  enough  for  portraiture  (F/4,5). 
Moreover,  by  selecting  glasses  which  have  a nearly  even  dis- 
persive power,  which  several  of  the  Jena  Schott  glasses  possess, 
he  can  largely  reduce  the  secondary  spectrum  as  well.  This  is 
the  principle  of  the  Unofocal  lens  of  Steinheil,  which  is  made 
in  England  by  Messrs.  Beck. 

7.  Coolie  Lens  (H.  Dennis  Taylor). — This  remarkably  fine 
lens  is  manufactured  by  Taylor,  Taylor  and  Hobson  of 
Leicester,  and  also  by  Voigtliinder  (under  the  name  of  Triple- 
Anastigmat),  by  special  licence  from  Cooke  and  Sons  of  York. 
The  principle  is  closely  allied  to  the  Unofocal,  as  the  following 
description  shows. 

Dennis  Taylor  employs  three  separate  lenses,  viz.  a 
biconvex  crown  in  front,  and  a very  flat  biconvex  crown 
behind,  with  a biconcave  flint  in  between  and  close  behind  the 
front  crown.  The  “ focal  power  ” of  the  negative  lens  is  made 
as  nearly  equal  to  the  combined  powers  of  the  two  positive 
lenses  as  is  necessary  to  complete  the  flattening  of  the  images. 
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In  other  words,  if  D = focal  power  as  understood 
equation 


by  the 


then 


SD  = D1  + D2  = 0.  . . . [59] 


The  constants  are  as  follows  : — 


FD  = 100 
fj  = 14,6 
U = 2,59 
r2  = 101,3 
Ai  — °.38 
r3  = - 55,9 
4 = 0,46 
ri  — 13,3 
Ao  = 8,95 
r5  = 1012 
4 = 1,83 
r6  = 69,8 


Eatio  aperture  F/6,8  and  F/7,7 
Crown  fjL„  = 1,6114 

Flint  = 1,5482 


Crown  ixD  = 1,6114 


8.  Dallmeijer’s  Stigmatic  Lens — This  consists  of  two  dissimilar 


Fig.  91. — Dallmeyer’s  Stigmatic  Lens.  Entire  lens  as  used  for 
rapid  or  wide-angle  work. 
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combinations,  either  of  which  can  be  used  alone,  so  that  three 
lenses  of  different  foci  are  available. 

9.  Homocentric  Lens. — This  fine  lens  is  the  latest  product  of 
the  firm  of  Eoss  & Co.  It  consists  of  a symmetrical  doublet, 
each  half  being  made  up  of  a positive  and  a negative  meniscus 
separated  by  a slight  interval.  The  curves  are  really  concentric, 


and  possess,  comparatively  speaking,  long  radii.  Each  half  is 
corrected  in  itself,  and  can  therefore  be  used  separately. 

10.  The  Isostigmar  (Fig.  93). — This  has  been  recently 
brought  out  by  Messrs.  Beck,  references  to  which  will  be  found 


in  § 38  and  § 53.  It  is  an  excellent  lens,  and  covers  a large 
angle  at  the  full  aperture  F/5,6  or  F/7,7. 

11.  Supplementary  Lenses. — In  order  to  avoid  the  expense  of 
buying  lenses  of  several  foci,  or  to  be  able  to  focus  objects 
nearer  than  the  camera  extension  will  permit,  supplementary 
lenses  are  sometimes  added.  When  they  are  positive  they 
shorten  .the  focal  distance,  which,  in  the  case  of  a fixed  focus 
camera,  is  equivalent  to  lengthening  it.  If  the  camera  is 
adjusted  for  co , to  focus  a near  object  all  that  is  necessary  is  to 


Pig.  92. — Homocentric  Lens. 


Fig.  93. — Beck’s  Isostigmar. 
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Orthostigmat  Series  II.,  Beck’s  Isostigmar,  and  Taylor’s  new 
Cooke  Lens.  The  combination  should  have  a focal  length  from 
one  to  one  and  a quarter  times  the  longest  side  of  the  plate 
used. 

Thus  for  a \ plate  a lens  from  5 to  5i-in.  focus.  For  a 
5 + 4 plate  a lens  from  6 to  7-in.  focus.  For  a half  plate 
the  lens  should  be  from  7 to  9-in.  focal  length,  and  for  a 
whole  plate  from  9 to  12  in.  Combinations  in  which  one  lens 
is  twice  as  long,  and  the  other  one  and  a half  times  as  long  as 
the  combined  lens  are  very  useful. 

If  more  than  one  lens  is  used,  a wide-angle  symmetrical  lens 
equal  in  focus  to  the  short  side  of  the  plate,  a doublet  combi- 
nation equal  to  one  and  a half  times  the  longest  side  of  the  plate, 
and  a single  landscape  lens,  or  the  half  of  the  doublet  equal  to 
twice  the  length  of  the  plate  used  may  be  taken.  Thus  if  a 

5 + 4 camera  be  used,  the  wide-angle  lens  should  have  a focus 
of  4 in.  = angle  of  64° ; the  doublet,  a focus  of  7-J,-  in.  = angle 
of  37° ; and  the  landscape  lens,  or  half  of  the  doublet,  a focus 
of  10  in.  = angle  of  28°. 

If  a cheap  lens  he  desired,  a rapid  rectilinear  (R.R.)  of  a good 
make  will  do  excellent  work,  provided  it  be  used  for  a plate 
whose  long  diameter  does  not  exceed  its  focal  length,  i.e.  one 
which  is  used  to  cover  an  angle  not  exceeding  53°.  But 
better  than  the  rapid  rectilinear  is  the  modern  Jena  glass 
astigmat.  The  chief  advantage  of  this  form  of  lens  is  that  it 
can  cover  a much  larger  plate  and  with  a larger  aperture  than 
the  older  patterns.  Among  the  cheaper  forms  of  this  type  are 
Aldis’  Series  III.  F/7,7,  Bausch  and  Lomb’s  wide-angle  and 
rapid  Planastigmat  F/6,8  and  Euryplan  Series  III.  F/7  (Staley 

6 Co.,  19,  Thavies’  Inn,  London),  Beck’s  new  Isostigmar 
Series  III.  F/7,7,  and  Busch’s  Omnar  Anastigmat  F/7,7.  They 
are  certainly  all  excellent  lenses,  and,  in  my  opinion,  will  answer 
most  pui-poses  quite  as  well  as  the  more  expensive  ones. 

For  portraiture  either  a Petzval  portrait  lens  with  separable 
back  element,  or,  if  a flatter  field  be  desired,  any  of  the  modern 
Jena  glass  lenses  working  at  an  intensity  of  F/4,5  or  F/6. 
Such  are  the  double  anastigmat  of  Goerz  Celor  Series  Ib.  F/4,5 
to  F/5,5  Staley’s  Euryplan  F/4,5,  Taylor’s  Cooke  lens,  Beck- 
Steinheil’s  Unofocal  F/4,5,  Beck  Biplanat  F/5,8,  and  Studio 
lens  F/3,  Dallmeyer’s  Stigmatic  F/4,  Ross’  Homocentric  F/5,6, 
Voigtlander’s  (triplet)  Heliar  F/4,5,  Staley’s  Euryplan  Series  I. 
F/4,5,  Watson’s  Holostigmat  F/4, 6,  Aldis’  Stigmat  F/6,  Zeiss’ 
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Tessar  P/3,5,  Planar  P/4,  and  Unar  P/4,5.  These  are  magnifi- 
cent lenses,  and  there  is  little  to  choose  between  them.  They 
should  have  a focal  length  at  least  equal  to,  but  preferably 
exceeding,  one  and  a quarter  times  the  largest  size  of  the  plate 
used.  In  many  cases  a telephoto  attachment  may  be  used  with 
great  advantage,  as  this  will  have  truer  value  and  the  per- 
spective will  be  greatly  enhanced.  The  Dallmeyer-Bergheim 
portrait  lens  is  of  low  price,  and  gives  exceedingly  delicate  soft 
pictures  which  appear  slightly  out  of  focus, 'but  they  are  very 
artistic.  When  the  lens  is  stopped  down  it  gives  a fairly  sharp 
image. 

Voigtlander’s  Portrait  Lens  (Series  Ia.)  and  Dallmeyer’s 
Extra  Quick-acting  Portrait  Lens  (Series  C)  work  at  the 
enormous  apertures  of  F/2,3  and  P/2,2  respectively.  These  are 
probably  the  largest  apertures  which  any  lens  can  possess  to  be 
of  practical  value,  although  lenses  of  P/1  or  thereabouts  have 
been  made,  and  indeed  the  firm  of  Dallmeyer  advertise  their 
willingness  to  make  one  ; but  for  most  purposes  it  would  only 
be  money  thrown  away,  as  it  would  not  possess  the  slightest 
depth  of  focus. 

Por  lantern  tvorlc  any  of  the  above  lenses  will  suit,  having 
apertures  exceeding  P/5.  They  are  preferable  to  the  ordinary 
Petzval  lantern  objectives,  owing  to  the  much  flatter  field. 
Goerz  Celor  Series  Ib.  F/4,5,  the  Biplanar,  Unofocal,  Unar, 
Heliar,  and  Anastigmat  of  Busch,  also  the  Planastigmat  of 
Bausch  and  Lomb,  are  all  excellent  for  this  purpose. 

In  low  -power  micro -photography  and  for  Tcinemato graph 
loorli  nothing  can  surpass  the  Zeiss  Planar  Photographic 
Lenses  (Series  Ia.)  of  20  mm.,  33  mm.,  3-in.  and  4-in.  focal 
length;  or  among  English  makers,  Beck’s  Orthostigmat  I.  of 
1-in.,  2-in.,  2|-in. ; Watson’s  Holostigmat  of  Lj-in.,  2-in.,  2J-in., 
and  3-in.  focal  lengths,  and  Dallmeyer’s  Medallion  (1^  in.) 
and  Miniature  Lens  (3  in.),  which  work  at  P/2,2.  Zeiss’ 
Tessar  (Series  IIb.),  and  Voigtlander’s  Collinear  and  Heliar 
lenses  are  recommended  by  Urban,  and  also  by  Path6 
Freres  of  Paris.  They  are  actually  superior  to  the  usual 
microscopic  lenses  of  that  power,  as  they  give  equally  good 
central  definitions  and  a much  flatter  field.  Most  of  them 
(below  2 in.  focal  length)  fit  on  to  any  microscope  using  the 
Microscopical  Societies’  thread.  Por  certain  special  work  lenses 
of  still  larger  aperture  are  made. 

Por  naturalistic  work,  photographing  wild  animals,  birds,  and 
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insects,  a telephoto  lens  is  indispensable,  and  cameras  are  made 
by  Newman  & Guardia,  Dallmeyer,  Sanders  and  Crowhurst, 
Sinclair,  Ross,  and  others,  specially  adapted  for  this  class  of 
work.  An  ordinary  camera  objective  is  usually  fitted  to  the 
telephoto,  provided  it  has  sufficient  aperture,  so  that  if  the  photo- 
grapher select  one  of  the  above-mentioned  lenses  working  from 
F/4  to  F/6,3,  it  will  do  for  all  purposes.  Dallmeyer,  however, 
prefers  a portrait  lens  working  at  F/3  for  the  positive  objective. 

For  three-colour  process  toorh  semi-apochromatic  lenses,  which 
are  more  or  less  completely  corrected  for  three  colours  of  the 
spectrum,  should  be  employed,  the  best  colours  being  the 
orange  (C656),  the  orange  lithium  line  (610),  the  green  (&x  517), 
and  the  violet  (y423).  Zeiss  manufactures  a special  apochro- 
matic  planar1  working  at  F/8,3  and  also  a Tessar  lens  for  this 
purpose  ; and  Voigtlander  an  apocliromatie  collinear  lens,  which 
gives  perfect  colour  correction  between  the  lines  C and  G. 
Steinheil  also  makes  a similar  lens.  Lately  Rodenstock  of 
Munich  have  issued  an  apochromatic  Heligonal  lens  which  is 
corrected  for  the  secondary  spectrum.  It  works  at  an  aperture 
of  F/9.  These  are,  we  believe,  the  only  lenses  in  which  the 
secondary  spectrum  is  practically  abolished,  and  which  there- 
fore have  one  focus  for  all  colours  within  certain  limits.  Recently 
Watson  & Sons  have  issued  a new  lens  for  process  work 
called  the  Actinolux  ” F/ll,  the  medium  being  quartz,  which  is 
remarkably  transparent  to  the  ultra-violet  rays.  These  rays  are 
the  special  characteristics  of  the  arc  light,  so  that  although  it 
only  works  at  F/ll,  it  is  really  a very  rapid  lens.  It  is  highly 
praised  by  Mr.  Sanger  Shepherd,  and  is  admirably  adapted  for 
both  copying  and  three-colour  work. 

A quartz  lens,  called  an  “ Apoquartz  Anastigmat,”  has 
recently  been  made  by  the  Grande  Fabrique  Fran§aise  de 
Verres  de  Lunelles  et  d’Optique,  87,  Rue  de  Turbigo,  Paris, 
which  is  transparent  to  the  ultra-violet  rays.  It  works  at  F/7,5. 
The  construction  closely  resembles  the  Goerz  Anastigmat.  I 
have  not  tried  it,  but  I am  told  that  it  is  very  perfectly 
corrected  for  oblique  rays.  Like  Watson’s  Actinolux  it  is  very 
rapid,  and  ought  to  be  serviceable  for  process  work  and  for 
portraiture  in  artificial  light. 

For  astrophotographic  tcorlc. — A specially  corrected  lens  is 

1 See  Dr.  Rudolph’s  paper,  Photo  Journal,  August,  1902.  The  residual 
chromatic  aberration  in  this  lens  only  amounts  to  0,1  mm.  for  an  objective 
of  100  mm.  focus  and  P/8  aperture. 
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made  by  Steinheil,  corrected  for  the  line  y423  and  the  wave 
length  309.  But  an  ordinary  telescopic  objective  can  be 
made  perfectly  adaptable  for  celestial  photography  by  using  a 
yellow  screen.  The  splendid  photographs  taken  by  Ritchey, 
with  the  great  refractor  of  the  Yerkes  Observatory,  were  all 
taken  through  a yellow  screen  on  isochromatic  plates.  He 
places  the  screen  just  in  front  of  the  sensitive  film.  Of 
course  it  increases  the  time  of  exposure,  but  as  the  image  is 
kept  fixed  by  clockwork  motion  it  does  not  matter.  Still,  some 
astronomers  prefer  to  have  special  lenses  made,  as  has  been 
done  at  the  Paris  Observatory,  or  the  lenses  are  reversed  (flint 
outside  and  slightly  more  separated),  as  has  been  adopted  in 
the  Thompson  refractor  at  Greenwich.  But  by  none  of  these 
methods  are  better  photographs  secured  than  by  Ritchey’s 
simple  plan. 

For  colour  photography,  and  for  the  correct  light-value  of 
open-air  photography,  isochromatic  plates  and  colour  screens 
are  necessary.  In  the  former  case,  colour  screens  of  the  same 
colour  as  the  colour  photographed  must  be  chosen.  In 
the  latter  case,  yellow  screens,  either  of  different  shades  of 
yellow  glass,  or  gelatine  films  dyed  with  aurantia  and  placed 
between  two  thin  parallel  discs  of  glass,  are  used.  Lumiere 
colour  plates  require  a special  warm  pinkish  orange  tint,  which 
the  firm  issues.  Colour  screens  are  now  made  by  a number  of 
firms  in  England,  notably  by  Beck  (Beck-Harris  screen), 
Sanger  Shepherd,  The  Lumiere  Co.,  Wratten  and  Wainwright, 
Houghton  (Ensign  screen),  and  by  Watson.  They  are  made  in 
different  shades  of  colour  requiring  5,  10,  or  20  times  the 
exposure  without  them,  but  the  rapidities  are  rarely  accurately 
stated  by  the  manufacturers  and  should  never  be  relied  on.1 
Each  colour  must  be  tested  separately  for  the  plate  to  be  used 
by  the  purchaser,  if  any  accurate  exposure  be  desired. 

§ 48.  Testing  a Photographic  Lens. — General  Tests. — 
A lens  may  be  tested  both  qualitatively  and  quantitatively.  The 
first  method  merely  shows  what  errors  exist.  It  will  give  the 
covering  power  for  any  aperture,  and  is  an  excellent  method  of 
determining  the  quality  of  a lens.  The  second  method  deter- 
mines the  extent  of  each  error  compared  with  an  ideal  lens. 

1 Those  manufactured  by  Wratten  and  Wainwright  are  prepared  on 
strictly  scientific  lines,  and  the  author  can  strongly  recommend  them 
for  accurate  work.  They  are  prepared  under  the  direct  supervision 
of  Dr.  Mees,  which  is  a sufficient  guarantee  that  they  are  properly 
standardized. 
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Each  error  can  be  examined  in  turn,  and  by  taking  the 
ordinates  and  absciss®  for  each  5°  from  the  axis  a curve  may 
be  drawn  by  which  the  errors  may  be  recorded  and  seen  at  a 
glance.  This  is  a rigorously  exact  method,  and  is  a favourite 
one  with  Beck,  who  has  constructed  such  curves  for  all  his 
lenses.  Astigmatism,  curvature  of  field,  and  distortion  may  be 
beautifully  shown  in  this  way.  Moessard’s  Tourniquet  camera 
answers  admirably  for  this  purpose.  The  R.P.  Society  have  a 
model  which  I presented  some  years  ago  for  the  express 
purpose  of  enabling  any  member  to  rapidly  test  a lens  for  the 
five  Seidel  aberrations  by  its  aid.  A much  more  elaborate  and 
beautiful  apparatus,  embracing  every  possible  requisite,  has  been 
constructed  by  Messrs.  Beck  for  the  School  of  Technology, 
Manchester.  It  is,  however,  too  large  and  expensive  for 
private  use.  A description  of  it  is  given  in  Conrad  Beck’s 
shilling  handbook  on  the  lens  (R.  & J.  Beck,  Cornhill). 

For  rapidly  judging  the  quality  of  a lens  without  accessory 
apparatus  beyond  an  ordinary  camera,  the  following  three  tests 
can  be  confidently  recommended  to  the  amateur.  If  it  fulfils 
them  all  satisfactorily  the  lens  may  be  accepted  as  being  of  a 
high  order  of  merit.  These  tests  are  especially  useful  as  they  can 
be  applied  at  once,  before  purchasing,  without  any  apparatus. 

1.  The  focal  length  and  ratio  aperture  being  ascertained 
and  the  diaphragm  opened  to  its  fullest  extent,  a camera  having 
a screen  1J  to  twice  the  focal  length  in  width  is  placed  on  a stand 
and  a remote  transparent  incandescent  lamp  carefully  focussed 
on  the  axis.1  The  camera  is  then  rotated  on  the  stand  (or  it  may 
be  held  in  the  band  and  turned  round  without  using  a stand)  so 
that  the  image  may  be  made  to  travel  to  the  corner  of  the 
plate.  If,  then,  on  examining  the  image  with  a loupe  (band 
magnifier),  no  marked  falbng  off  of  the  critical  sharpness  of 
the  wires  of  the  lamp,  and  no  flare  be  observed  spreading 
out  from  one  side  of  the  lamp  between  the  centre  and  the 
corner  of  the  plate,  the  lens  is  a good  one  and  is  free  from  coma. 

2.  Place  the  camera  on  the  stand  as  before  and  focus  one 
or  several  telegraph  wires  at  not  less  than  100  yards  away, 
taking  care  that  the  wires  run  at  right  angles  to  one  another 
and  to  the  axis  of  the  lens.  If  the  wires  which  cross  the  axis 
are  equally  crisp  and  sharp  throughout  the  length  of  the  plate, 
the  lens  is  a good  one  and  is  free  from  astigmatism. 

1 The  lamp  should  be  as  far  away  as  possible,  and  in  any  case  not  less 
than  100  times  the  F of  the  lens. 
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3.  Focus  very  carefully,  at  some  small  test  types.  Then 
place  successively  a deep  spectrum  blue  glass  (not  cobalt  blue), 
a deep  yellow,  an  emerald  green,  and  a ruby  red  glass  in  front 
of  the  lens.  If  all  the  glasses  except  the  red  give  equally 
sharp  images,  the  achromatism  will  be  satisfactory.  The  red 
glass  can  hardly  be  expected  to  fulfil  the  test  unless  the 
lens  is  an  apochromat.  If  there  is  any  doubt  confirm  by  the 
“ fan  ” test,  viz.  focus  the  centre  blade  of  tbe  fan  by  the  lens 
alone,  expose  and  develop  the  plate.  If  the  image  of  the 
centre  card  is  as  clear  as  the  ones  on  each  side  the  chromatic 
correction  will  be  satisfactory. 

There  are  no  lenses  that  will  stand  these  three  tests,  with 
a large  aperture,  right  up  to  the  margin  of  the  circle  of  illumina- 
tion without  any  variation  of  the  character  of  the  image,  but  if 
you  know  what  a really  fine  lens  of  the  same  focal  length  and 
aperture  will  do,  you  can  readily  judge  the  qualities  of  the  lens 
you  are  testing  by  comparison. 

Test  by  Direct  Focussing. — Another  very  good,  but  not  so 
ready  a method,  is  to  focus  a row  of  advertisements  along  a flat 
hoarding  at  a distance  of  about  80  to  100  times  the  focal  length 
of  the  lens  used,  taking  care  that  the  hoarding  is  at  right  angles 
to  the  axis  of  the  lens.  The  focussing  at  the  centre  can  be 
accurately  made  by  examining  with  a hand  magnifier  the 
aerial  image  obtained,  by  using  a transparent  focussing-glass  or 
by  cementing  a cover  slip  on  to  the  rough  surface  of  the  ground 
glass  by  means  of  Canada  balsam.  A spot  or  cross  of  ink 
should  be  made  on  this  part  to  aid  the  eye  in  accommodating 
for  this  spot. 

Test  by  Photography . — A more  exact  test  is  to  cover  a 
horizontal  board  equally  illuminated  at  the  end  of  a long  room 
with  a row  of  Snellen’s  test  types,  astigmatic  charts  and  chess- 
board designs  with  sharply  contrasted  black  and  white  squares 
(see  Fig.  72).  These  should  be  placed  alternately  and  repeated 
as  often  as  the  length  of  the  board  will  allow.  The  axis  of  the 
lens  must  be  at  right  angles  to  the  board  and  focussed  on  the 
centre  group  with  the  largest  aperture  of  the  lens,  and  then 
repeated  with  the  middle  and  smallest  apertures.  A photograph 
should  then  be  taken  with  full  aperture,  and  the  negative 
examined.  The  distance  from  the  centre  at  the  point  at  which 
the  lines  become  confused  and  ill-defined  will  give  the  tangent 
of  half  the  angle  of  view,  the  focal  length  of  the  lens  being 
known.  Such  a test  will  show  the  angle  of  critical  definition 
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and  the  amount  of  curvature  of  field,  the  quality  of  central 
definition,  the  apparent  amount  of  astigmatism  and  coma,  and 
the  relative  intensity  of  light  at  successive  distances  from  the 
centre. 

Bulb  and  Clock-face  Test. — Another  test  much  employed  by 
manufacturing  opticians  is  to  place  the  lens  in  a suitable 
holder  by  which  it  can  be  rotated  around  its  nodal  point  (2nd 
equivalent  point)  in  a vertical  axis  at  right  angles  to  the  axis 
of  the  lens  and  moved  to  and  fro  along  a scale.  A mercury 
thermometer  bulb  and  clock-face  are  placed  in  a far  corner  of 
a room  and  illuminated  by  a lamp.  Behind  the  lens  at  its 
principal  focus  is  a Bamsden  eye-piece  or  focussing-glass 
movable  along  a horizontal  scale  (in  some  cases  graduated  ground 
glass  is  used)  and  the  angle  of  critical  definition  is  measured. 
The  clock-face  allows  the  astigmatism  to  be  measured ; and  the 
image  of  the  lamp  on  the  mercury  bulb,  the  spherical  and 
chromatic  aberrations.  Some  opticians  cause  the  lamp,  bulb, 
and  clock-face  to  move  together  across  the  field  of  view  by 
means  of  cords,  others  again  keep  them  fixed  and  move  the 
lens  instead,  as  above  mentioned.  In  all  cases  the  image 
(preferably  the  aerial  image)  should  be  examined  by  means  of 
a magnifier  or  focussing-glass.  For  special  tests,  see  under  the 
headings  Achromatism,  Spherical  Aberration,  Astigmatism, 
Focal  Length,  Focal  Plane,  Distortion,  Illumination,  Angle 
and  Flare  Spot. 

§ 49.  The  following  is  a copy  of  a certificate  issued  by  the 
Director  of  the  National  Physical  Laboratory,  which  gives  a 
good  idea  of  the  way  in  which  a lens  is  examined  - 

THE  NATIONAL  PHYSICAL  LABORATORY. 
Certificate  of  Examination  of  Photographic  Objective. 

Class  A. 

1.  Number  of  Objective. — 9999,  No.  10000.  Registered 
number. 

2.  Description. — Anastigmat  (Series  III.),  diameter  1,0  in. 

3.  Maker's  Name. — Messrs.  Blank,  London. 

4.  Size  of  Plate  for  which  the  objective  is  to  be  examined. — 
7 in.  by  5 in. 

5.  Number  of  External  Reflecting  Surfaces.  — 8. 
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6.  Centering  in  Mount. — Excellent. 

7.  Visible  Defects — such  as  striae,  veins,  feathers,  etc. — 
None. 

8.  Flare  Spot. — None. 

9.  Effective  Aperture  of  Stops — 


Number  engraved 
on  stop. 

Effective 

aperture, 

inches. 

/ 

Number. 

C.I. 

Number.1 

No.  F/6,8 

0,96 

7,3 

No.  8 

0,70 

9,9 

1 

No.  11 

0,52 

13 

2 

No.  16 

0,38 

18 

3 

No.  22 

0,28 

25 

6 

No.  32 

0,21 

33 

10 

No.  14 

0,17 

41 

16 

10.  Angle  of  Cone  of  Illumination,  ivith  Largest  Stop  = 80,2°, 
giving  a circular  image  on  the  plate  of  11,7  in.2  diameter. 

Angle  of  Cone,  outside  which  the  aperture  begins  to  be 
eclipsed,  with  Stop  C.  I.  No.  1?  (P/6,8)  = 2,5°,  giving  a 
circular  image  on  the  plate  of  0,3  in.  diameter. 

Diagonal  of  the  plate  = 80,60  in.,  requiring  a field  of 
63,40°. 

Stop  C.I.  No.  3 (E/16)  is  the  largest  stop  of  which  the  whole 
opening  can  be  seen  from  the  whole  of  the  plate. 

11.  Principal  Focal  Length  = 6,96  in.  Back  focus  or  length 
from  the  principal  focus  to  the  nearest  point  on  the  surface 
of  the  lenses  = 6,30  in. 

12.  Curvature  of  the  Field,  or  of  the  principal  focal  surface. — 
After  focussing 2 the  plate  at  its  centre  with  full  aperture,  move- 
ment necessary  to  bring  it  into  focus  for  an  object  1 in.  from 
its  centre  = 0,00  in.  ; ditto  for  an  object  2 in.  from  its 
centre  = 0,00  in. ; ditto  for  an  object  3 in.  from  its  centre 
= 0,00  in.  ; ditto  for  an  object  4,3  in.  from  its  centre 
= 0,11  in. 

13.  Definition  at  the  centre  with  the  largest  stop ; excellent. 
C.I.  Stop  No.  ^ (E/6,8)  gives  good  definition  over  the  whole  of  a 
7-in.  by  5-in.  plate. 

14.  Distortion. — Deflection  or  sag  in  the  image  of  a straight 
line  which,  if  there  were  no  distortion,  would  run  from  corner 

1 C.I. — International  Congress  System. 

- The  focus  is  for  an  infinitely  distant  object. 
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to  comer  along  the  longest  side  of  a 7-in.  by  5-in.  plate  = 
0,00  m.1 

15.  Achromatism. — After  focussing  2 in  the  centre  of  the  field 
in  white  light,  the  movement  necessary  to  bring  the  plate  into 
focus  in  blue  light  (dominant  wave  length  4420)  = 0,00  in.2 
Ditto  in  red  light  (dominant  wave  length  6250)  = 0,00  in.3 

16.  Astigmatisms — Approximate  diameter  of  disc  of  diffu- 
sion2 in  the  image  of  a point,  with  O.I.  Stop.  No.  J (F/6,8)  at 
4,3  in.  from  the  centre  of  the  plate  = 0,1  in. 

General  Remarks. — An  excellent  wide  angle,  extra  rapid 
lens,  practically  free  from  distortion. 

Date  of  issue : February  4,  1907. 

Ref.  O IV.,  116. 

F.I  S.  (Signed)  W.  H.  BROOKES, 

Observer. 

R.  T.  GLAZEBROOK, 
Director,  The  National  Physical  Laboratory. 

Note. — The  following  is  the  scale  of  terms  used  : 
Excellent,  good,  fair,  indifferent,  bad. 

§ 50.  Tests  for  Aberrations  of  Form  in  a Lens. — 

Perhaps  the  most  difficult  problem  which  can  be  attempted  in 
optics  is  to  construct  a lens  which  shall  be  free  from  aberra- 
tions, and  give  a perfectly  sharp  image  on  a flat  surface.  In 
addition  to  errors  of  manufacture,  there  are  five  well-known 
errors  of  form,  and  at  least  three  errors  of  colour  to  be  over- 
come. 

The  errors  of  form  are  : 1,  Axial  Spherical  Aberration  ; 
2,  Coma ; 3,  Astigmatism  : 4,  Curvature ; and  5,  Distortion. 
Each  of  these  errors  has  been  studied  by  Von  Seidel,  who  has 
shown  that  if  the  sum  or  coefficient  of  the  correcting  terms  of 
each  = zero,  then,  and  only  then,  will  the  image  of  a plane 
perpendicular  to  the  axis  be  sharp,  flat,  and  free  from  distor- 
tion. But  supposing  all  these  five  sums  were  made  equal  to 
zero,  then  the  form  of  the  image  would  be  identical  in  all 
respects  with  the  object  situated  in  that  particular  plane,  and 
the  foci  would  be  perfectly  aplanatic  for  monochromatic  light. 

1 The  sag  or  sagitta  here  given  is  considered  positive  if  the  curve  is 
convex  towards  the  centre  of  the  plate. 

2 The  focus  is  for  an  infinitely  distant  object. 

3 Positive  if  movement  towards  the  objective,  negative  if  away  from  it. 

4 The  objective  is  supposed  to  be  perfect  in  other  respects. 
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§ 51.  Spherical  Aberration. — 1.  Spherical  Aberration  at 
the  Axis. — This  can  be  demonstrated  as  we  have  shown  in  § 19. 
If  the  rays  from  a bright  object,  such  as  a candle  with  a per- 
forated card  in  front  so  as  to  form  a disc  of  light,  be  traced  to 
the  posterior  focus,  they  will  be  seen  to  cross  one  another 
obliquely,  forming  by  their  intersection  a caustic  curve,  of  the 
same  nature  as  the  curve  formed  by  the  reflection  of  rays  inside 
a half-filled  teacup.  There  is  no  point  at  which  all  the  rays 
meet,  but  there  is  a spot  along  the  axis  surrounded  by  a diffused 


[\ 
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Fig.  95. — Spherical  aberration  of  various  forms  of  simple  lenses. 
The  numbers  above  and  below  the  lenses  give  the  amount 
of  + or  — spherical  aberration.  The  figures  1 and  2 in  the 
centre  of  the  lenses  refer  to  the  1st  and  2nd  principal  points. 


halo  at  which  the  image  is  brightest,  which,  it  may  be  added,  is 
further  away  from  the  lens  than  the  spot  where  the  cone  is 
narrowest. 

Test  for  Axial  Aberration. — Block  out  the  peripheral  two- 
fifths  of  the  diameter  of  the  lens  with  a black  paper  ring,  and 
focus  sharply  any  bright  object  in  the  line  of  the  axis. 

Then  remove  the  ring  of  paper  and  block  out  the  middle 
three-fifths  of  the  diameter  of  the  lens,  with  the  disc  which 
fitted  the  inside  of  the  black  paper  ring.  If  the  image  is  not  in 
focus,  aberration  is  present.  Another  very  useful  test  is  to  focus 
any  object  sharply  with  the  full  aperture.  Mark  the  position  of 
the  screen,  then  stop  down  to  a rather  small  aperture  and 
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focus  again.  Observe  whether  the  two  positions  of  the  screen 
coincide.  The  distance  apart  is  a fair  guide  to  the  amount  of 
spherical  aberration. 

Spherical  aberration  can  always  be  diminished  by  using  a 
stop,  and  the  public  are  often  deceived  into  praising  the  cover- 
ing power  of  a wretched  lens,  owing  to  its  having  been  fitted 
with  a small  permanent  stop.  The  degree  of  spherical  aberra- 
tion in  simple  lenses  is  largely  influenced  by  their  curvature 
and  the  surface  which  is  turned  to  the  source  of  light.  Fig.  95 
shows  the  amount  of  spherical  aberration  in  single  lenses  of 
various  shapes  as  calculated  by  Beck.  For  parallel  rays  the 
aberration  is  least  for  convergent  lenses  when  the  convex  side 
of  shortest  radius  is  turned  towards  the  light,  and  the  reverse  in 
the  case  of  concave  lenses.  Spherical  aberration  is  a question 
of  curvature  rather  than  power.  It  can  always  be  remedied  by 
combining  a + and  — lens  of  equal  spherical  error,  so  that  the 
excess  of  peripheral  refraction  of  the  convex  lens  is  neutralized 
by  the  divergence  of  the  concave  lens. 

§ 52.  The  Sine  Condition. — Let  L (Fig.  96)  be  any  lens  or 
lens  system,  P'P  the  principal  axis.  0 an  object  point  anywhere 
on  the  axis  outside  the  principal  focus,  and  I its  image.  Let 
OS  be  an  incident  paraxial  ray  (i.e.  a ray  nearly  parallel  to  the 
principal  axis),  and  TI  the  refracted  ray  forming  the  angles  6 
and  O'  with  the  axis.  Also  let  y be  the  linear  dimensions  of  a 
very  small  vertical  object,  and  its  image  y'  close  to  I. 

Let  jj.  and  y!  be  the  refractive  indices  of  the  media  on  the 
object  side  and  image  side  of  the  lens. 


Pig.  96.— Diagram  of  the  course  of  rays  from  an  infinitely  small 
object  close  to  the  axis. 


Then  it  can  be  proved  as  was  first  shown  by  Lagrange 
that 

pyO  = y'y'0' [61] 

Since  y is  very  small  and  OS  a paraxial  ray,  0 and  O'  form 
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Fig.  94. — Photograph  of  the  image  of  a star 
taken  with  a 24-in.  refractor,  showing  a 
perfectly  corrected  lens  a little  out  of 
focus. 


Fig.  99. — Appearance  of  coma  and  astigma- 
tism together. 


Fig.  98.— Appearance  of  high  degree  of 
coma. 


Fig.  100. — Horizontal  line,  high  degree  of 
astigmatism. 


Fig.  101. — Vertical  line,  high  degree  of 
astigmatism. 


Fig.  102.— Circle  of  least  confusion. 
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very  small  angles.  Let  the  ratio  ~ = ft  the  lateral  magnifica- 
tion. Then  we  have 

sin  6 _ p' 
sin  O'  ~ fx  P 

a relation  which  holds  true  for  all  small  values  of  6 and  & (but 
not  if  the  angles  are  large). 

Now,  if  a lens  system  is  so  constructed  that  each  ray 
directed  from  O to  all  parts  of  the  front  surface  of  the  lens, 
such  as  OS,  OU,  shall  meet  in  the  point  I without  aberration, 
it  can  be  shown  that  this  condition  will  also  hold  true  for  every 
part  of  a minute  vertical  object,  e.g.  y placed  very  close  to  O 
outside  the  principal  axis,  so  that  if  the  lens  be  imagined  to  be 
divided  up  into  a number  of  zones,  USQ,  etc.,  each  zone  must 
have  the  same  relative  magnification,  or 

sin  u sin  6 sin  a , , 

— > = — 7 r.  — — , = k ( a constant) 

sin  u sin  6 sin  a v y 


This  is  the  celebrated  sine  condition. 

In  every  lens  system  which  has  a relatively  large  aperture 
compared  with  its  focal  length,  the  fulfilment  of  this  condition, 
by  which  spherical  aberration  is  eliminated,  is  the  prime  object 
of  the  optician.  Owing  to  the  great  aperture  required  at  the 
present  day  for  photographic  and  microscopic  objectives  the 
problem  has  become  an  exceedingly  difficult  one. 

§53.  Petzval  Condition. — Petzval  and  Coddington  inde- 
pendently discovered,  that  in  order  to  get  a flat  field  free  from 
astigmatism  the  focal  length  of  the  positive  element  must  bear 
the  same  ratio  to  that  of  the  negative  element  of  a combination, 
as  the  refractive  index  of  the  first  does  to  that  of  the  second 
element, 


i.e. 


-ipr  must  equal  — 

P 1^1  PN2 


In  other  words,  we  must  have 


1 , 1 _n  F, 

At1P1  + ^F2-0)  01  Fx 


Pi 

P2 


Moreover,  it  is  quite  independent  of  both  the  thickness  and 
amount  of  separation  of  the  lenses,  but  in  oi’der  to  produce  an 
achromatic  combination,  it  is  necessary  that 

F3_v, 

Ft  ~ v3 
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r being  the  index  of  relative  dispersion,  or  ^ I.  Thus 

ft  G ftj) 

we  may  combine  a + 1 in.  with  a — 1^  in.,  or  a + 2 in.  with 
a — 2i  in.,  or  a + 8 in.  with  a — 9 in.,  provided  always 
two  glasses  can  be  found  to  give  the  different  ratios  of  dis- 
persion expressed  by  the  above  figures.  But  in  order  to  fulfil 
the  Petzval  condition,  not  only  must  the  focal  lengths  of  the 
two  glasses  bear  a constant  ratio  to  their  dispersions,  but  they 
must  do  so  to  their  refractive  indices  as  well.  This  can  be 
expressed  mathematically  by  combining  the  two  above  equa- 
tions so  that  we  get 


Vi  _ Mi 
V.,  fJLo 


[63] 


Unfortunately,  although  there  is  a slight  range  of  dispersive 
power,  the  range  of  the  refractive  indices  of  the  glasses  which 
are  suitable  for  this  purpose  vary  between  the  narrow  limits  of 
30  and  33,  therefore  the  focal  lengths  of  the  two  elements  must 
have  approximately  this  ratio.  It  will  be  seen  from  this  that 
in  order  to  produce  a lens  of  10  in.,  one  is  limited  to  the 
choice  of  a positive  element  of  1 in.,  and  a negative  one  of 
1]  in.  Such  high  curves  entail  great  expense  in  manufacture, 
and  the  aberrations  are  very  difficult  to  correct.  In  fact,  the 
condition  cannot  be  fulfilled  with  the  old  glasses  at  all,  if  the 
focal  lengths  and  refractive  indices  of  the  two  elements  are 
different,  as  the  only  way  to  accomplish  it  is  by  combining  such 
diverse  glasses  as  a light  flint  with  a high  refracting  barium 
crown. 

Steinheil,  by  making  the  positive  and  negative  lenses  of  the 
same  focal  length,  and  of  the  same  refractive  indices,  at  once 
satisfied  this  condition,  whatever  the  focal  length  might  be,  and 
by  separation  of  the  two  elements  he  obtained  a positive  focus 
for  the  combination. 

Another  important  property  is  that,  if  rays  proceeding  from 
any  position  on  a flat  object  plane  meet  again  at  a point  any- 
where in  the  image  plane,  every  part  of  the  image  on  the  axial 
side  of  this  point  will  lie  approximately  in  a flat  plane,  provided 
the  Petzval  condition  is  fulfilled.  The  Beck-Steinheil  Unofocal 
lens  is  made  on  this  principle  and  fulfils  the  condition,  and  it  is 
owing  to  this  fact  that  it  possesses  such  a remarkable  flat  field 
(see  Pig.  88). 

Note. — A new  lens  has  been  invented  by  Messrs.  Beck, 
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known  as  the  Isostigmar  lens,  which  consists  of  five  lenses 
all  at  considerable  distances  from  one  another,  which  has  the 
very  remarkable  quality,  that,  although  it  has  a flat  field  abso- 
lutely free  from  astigmatism,  it  does  not  even  approximately 
fulfil  the  Petzval  condition.  It  is  stated  by  the  inventors  that 
in  their  opinion  the  Petzval  condition  does  not  apply  to  lenses 
the  individual  elements  of  which  are  separated  by  large  intervals. 
It  may  be  noted  that  in  the  Unofocal  the  lenses  are  fairly  near 
together. 

§ 54.  Coma. — We  have  just  referred  to  the  caustic  curve  pro- 
duced by  a bundle  of  parallel  or  divergent  rays  which  meet  or 
intersect  at  successive  distances  along  the  axis  of  an  uncorrected 
lens.  If,  now,  a stop  be  placed  in  front  of  the  lens,  and  a candle 
be  shifted  to  one  side  of  the  axis,  then  the  oblique  bundle  of 
rays  will  also  form  a caustic  curve  along  the  focus  (i.e.  the 
series  of  focal  planes),  but  this  caustic  curve  differs  from  that  of 
the  former  case  in  not  being  symmetrical  with  respect  to  the 
oblique  pencil. 

The  image  of  the  disc  of  the  light  will  no  longer  be  a bright 
disc  with  a diffuse  halo  of  varying  size  round  it,  but  a pear- 
shaped  confused  disc  having  at  its  narrow  end  a bright  nucleus 
of  fight  somewhat  resembling  the  head  of  a comet.  As  the 
screen  is  moved  further  and  further  from  the  lens,  the  image 
shrinks  into  a fine,  and  then  broadens  out  into  a circular  patch, 
and  this  again  shrinks  into  a straight  fine  at  right  angles  to  the 
former,  and  finally  diffuses  itself  into  another  oval.  When  the 
comet-shaped  image  is  produced  the  aberration  is  termed  Coma, 
and  the  circular  patch  between  the  fines  is  termed  the  circle  of 
least  confusion. 

Test  for  Coma. — Place  a thermometer  mercury  bulb  (or  a 
bright  bicycle  ball)  at  the  further  end  of  the  room  and  illuminate 
it  with  a screened  lamp,  so  that  a small  image  of  the  lamp 
frame  will  be  reflected  from  the  bulb.  Focus  this  on  the  axial 
fine  of  the  screen  with  the  full  opening  of  the  lens,  and  then 
rotate  the  camera  until  the  image  passes  to  the  edge  of  the 
screen.  Observe  whether  one  side  of  the  image  becomes  drawn 
out  into  a pear-shaped  flame. 

Influence  of  the  Diaphragm  on  Coma. — Let  a diaphragm, 
having  an  opening,  PQ,  be  placed  in  such  a position  that  its 
centre,  C,  coincides  axially  with  the  centre,  W,  of  the  natural 
diaphragm  in  the  object  space,  the  circumference  of  which  is 
formed  by  the  lens.  Then  clearly  all  fundamental  (chief)  rays 
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which  pass  through  R will  pass  without  hindrance  through  the 
diaphragm  PQ.  But  if  the  diaphragm  be  placed  in  any  other 
position,  some  of  the  rays  will  be  blocked  out.  The  marginal 
rays  of  the  cone  will  be  represented  by  the  line  RP. 

Let  the  distance  of  the  centre  of  the  diaphragm  C from  the 


Fig.  97.  by  which  the  angle  u is  defined,  which 

limits  those  rays  which  come  to  a 
definite  focus  on  the  opposite  side  of  L from  those  rays  which, 
if  not  blocked  by  the  diaphragm,  would  fail  to  unite  on  a point 
and  would  produce  coma. 

Example. — Let  r the  radius  of  S2  = 11  cm. ; /x  — 1,5;  and  /, 
the  thickness  of  the  lens  = 2 cm.  Then 


W - 


11-2 

1,5 


= 6 


If,  therefore,  we  insert  a diaphragm  of  1 cm.  radius  at  a 
distance  of  3 cm.  in  front  of  the  lens,  then  = 1 and  e = 3,  so 
that  we  obtain  from  [64] 

p 11 

tan  u = w_e  - - 3 

Therefore  u = 18°  26',  which  is  the  limit  of  the  coma  free 
zone  in  the  image  plane. 

§ 55.  Astigmatism.  — The  above  - mentioned  experiment, 
described  at  the  beginning  of  § 54,  shows  that  any  rays  isolated 
by  a stop  which  pass  obliquely  through  the  centre  of  a lens, 
pass  through  two  straight  lines  at  right  angles,  i.e.  the  rays 
form  focal  lines  after  refraction,  whereas  if  the  rays  pass 
through  the  axis  symmetrically  they  converge  to  a circle  or 
point  at  the  focal  plane.  It  can  also  be  shown  that  the  greater 
the  obliquity  of  the  pencil,  the  greater  the  distance  between  the 
focal  lines.  This  space  between  the  two  lines  is  called  the 
Interval  of  Sturm.  As  the  first  line  gradually  passes  into 
the  second  line,  which  is  at  right  angles  to  it,  there  must  be  an 
intermediate  turning-point.  This  is  approximately  a circle,  and 
is  called  the  “ circle  of  least  confusion,”  because  at  this  spot  the 
aberration  is  a minimum  and  consequently  the  definition  there 
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is  best.  By  the  removal  of  radial  astigmatism  the  two  focal 
line  images  are  made  to  coalesce  so  as  to  form  a single  sharp 
point  image.  But  even  when  these  radial  images  are  converged 
the  image  plane  is  still  curved,  a fault  to  be  dealt  with  under 
the  next  heading. 

The  formation  of  focal  lines  instead  of  focal  points  in  the 
image  is  called  astigmatism,  but  this  word  must  not  be  confused 
with  the  defect  astigmatism  produced  in  the  eye  ; although  the 
image  produced  is  much  the  same,  the  cause  is  quite  different. 
In  the  former  case  astigmatism  is  produced  by  the  caustic  of 
oblique  rays  formed  at  a distance  from  the  axis,  although  the 
curves  of  the  lens  surfaces  are  absolutely  spherical,  while 
central  definition  may  be  excellent.  In  the  latter  case, 
astigmatism  is  produced  by  the  curvatures  of  the  cornea  (or 
crystalline)  being  unequal  in  different  meridians,  so  that  a beam 
of  light  around  the  principal  axis  is  brought  to  a focal  line 
instead  of  a focal  point.  Moreover,  the  latter  defect  may  be 
corrected  by  means  of  a cylindrical  lens  placed  at  the  anterior 
focal  plane  of  the  eye,  but  a lens  can  never  be  corrected  by  this 
method. 

Astigmatism  has  been  the  most  difficult,  as  well  as  the 
most  important,  of  all  the  aberrations  to  cure,  and  has  only 
been  surmounted  in  the  modern  astigmat  by  the  introduction  of 
certain  of  the  Jena  glasses.  Before  these  were  available,  all 
optical  glass  was  characterized  by  one  invariable  feature : the 
higher  the  refractive  index  of  the  glass  the  greater  was  the  dis- 
persive power.  As  the  outcome  of  the  laboratory  investigations 
at  Jena,  baryta  crown  glasses  are  now  made  which  have  the 
same  or  even  higher  refractive  index  than  certain  flints,  of 
greater  dispersive  power,  with  which  they  can  be  combined. 

Astigmatism  has  been  corrected  in  the  astigmat  by  placing 
a convex  lens  between  two  concave  lenses,  the  convex  lens 
having  a higher  refractive  index  than  the  concave  lens  in  front 
of  it,  and  a lower  index  than  that  of  the  other  concave  lens 
behind  it.  The  three  being  cemented  together,  the  first  contact 
surface  forms  a converging  and  the  second  a diverging  surface. 
The  astigmatism  is  reduced  by  the  opposition  of  the  two 
cemented  surfaces.  It  is  mainly  on  account  of  its  freedom 
from  astigmatism  and  curvature  of  field  that  the  astigmat  can 
be  used  over  a much  wider  angle  and  with  a much  larger 
aperture  than  was  possible  for  the  rapid  rectilinear. 

Test  for  Astigmatism,  in  a Lens. — Place  two  black  lines  at 
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right  angles,  so  that  their  image  given  by  the  lens  falls  on  the 
edge  of  the  field,  or  hang  up  at  the  far  end  of  the  room  an 
ophthalmic  astigmatism  chart.  Note  the  amount  of  racking 
required  to  get  first  the  horizontal  and  then  the  vertical  fines  in 
focus,  at  measured  distances  from  the  centre.  The  interval 
between  these  two  planes  is  the  measure  of  the  longitudinal 
astigmatic  interval. 

Let  an  assistant  move  a chessboard  along  the  wall  at  the 
further  end  of  a long  room  on  a level  with  the  lens,  commencing 
from  the  axial  fine,  and.  observe  on  the  focussing-screen  when 
the  squares  become  hazy  in  one  direction.  Measure  this 
distance.  This  will  afford  the  measure  of  the  lateral  astigmatic 
interval. 

§ 56.  Curvature  of  Field. — A simple  lens  gives  a field,  not 


Fig.  103. 


flat,  but  curved,  with  the  concavity  towards  the  lens.  This  is 
termed  “ Curvature  of  Field.”  Hence  definition  falls  off  towards 
the  edge  of  the  plate.  To  improve  the  focus  at  b or  d (Fig.  103), 
the  screen  must  be  pushed  towards  the  lens.  In  practice  we 
can  mark  off  successive  intervals  of  say  1 in.  from  D to  C,  and 
measure  the  offsets  ab,  cd,  at  each  interval.  From  this  we  can 
plot  a curve,  such  as  ADB,  which  will  give  the  curvature. 

Or  we  can,  with  the  above  data,  calculate  the  curve  having 
a radius  r,  from  the  formula 

dz 

r-2 b 


[65] 
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in  which  a = the  distance  «D,  and  & = the  distance  at),  which 
is  true  when  «D  is  small  compared  with  LD. 

When  the  curve  has  its  focus  directed  towards  the  lens, 
the  curvature  is  said  to  be  positive;  if  aivay  from  the  lens,  the 
curvature  is  said  to  be  negative. 

In  compound  lenses  the  curve,  if  continued  to  the  extreme 
edge  of  the  plate,  frequently  partakes  slightly  of  both  conditions, 
being  sinuous.  If  radial  astigmatism  cannot  be  got  rid  of,  we 
can  always  diminish  curvature  of  field  in  a very  simple  way. 
This  consists  practically  in  stopping  down  the  lens,  or  in  con- 
structing the  lens,  by  using  what  are  known  as  anomalous 
glasses,  that  is,  by  combining  a crown  which  has  a less  dis- 
persion but  a higher  refractive  index  than  the  flint  to  form 
the  achromatic  combination. 

The  necessary  condition  for  a flat  field  is  that  = /uF2, 
Fj  and  F2  being  the  respective  focal  lengths  of  the  crown  and 


But  the  crown  must  have  the  shorter  focal  length  in  order 
that  the  combination  should  have  a positive  focus.  It  follows, 
therefore,  if  we  wish  to  satisfy  the  condition 


that  the  crown  should  have  a higher  index  than  the  flint. 

Test  for  Curvature  of  Field  in  a Lens. — Use  the  full  opening. 
Focus  an  object  in  the  centre  of  the  field  and  rotate  camera  in 
until  the  image  reaches  the  edge  of  the  screen.  If  it  can  be 
focussed  sharper  by  racking  in,  positive  curvature  of  field  is 
present ; if  sharper  by  racking  out,  the  curvature  is  negative. 
The  lateral  distance  from  the  centre  of  the  focussing-glass  that 
an  object  will  be  in  focus  (provided  that  the  screen  be  racked  in 
or  out  not  more  than  0,02  in.)  will  give  the  angle  of  sharp 
definition  for  a given  size  stop.  A curve  can  be  plotted  out  by 
measuring  the  distance  through  which  the  screen  is  racked  in 
or  out  for  each  inch  or  half  an  inch  from  the  centre. 

5.  Distortion. — This  is  treated  under  the  heading  of  Dia- 
phragms (§  59). 

§ 57.  Examination  of  other  Defects  connected  with 
the  Photographic  Lens. — 1.  Flare  Spot. — This  is  caused  by  a 


H-i  - H-2 


= — wF-z 


[67] 
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lens  not  only  refracting,  but  reflecting,  light  incident  on  it,  the 
surfaces  of  the  elements  on  each  side  of  the  diaphragm  acting 
as  mirrors.  Thus  by  successive  reflections  of  the  surfaces  of 
the  lens,  an  image  of  the  brilliantly  lighted  out-of -focus  image 
of  the  object  in  front  of  the  lens  may  fall  on  the  plate 
and  there  give  rise  to  a faint  circular  patch  of  light.  If 
the  light  falls  perpendicularly  upon  the  surface  of  a lens, 
the  amount  of  light  reflected  can  be  shown  to  be  equal  to 


/x  being  the  index  of  the  glass. 


Thus,  if  the  amount 


of  light  falling  on  the  glass  be  taken  as  unity,  and  the  refractive 


Diagrams  showing  how  a flare  spot  is  made  by  reflections  from  the 
surfaces.  Pig.  104,  a single  lens.  Pig.  105,  a compound  lens. 
The  true  focus  is  shown  at  F.  The  flare  circle  is  formed  by  the 
rays  abcd(e)  and  a'b'c'd'(e').  XY  = principal  axis. 


index  = 1,5,  then  the  amount  of  light  reflected  is  equal  to 

= n'ci  so  that  in  this  case  ^th  part  of  the  light  is 
\2,5;  bio  25 

reflected  from  the  surface.  Consequently  the  second  reflection 


will  give 


part  of  the  light,  an  amount  that  will 


only  produce  a very  faint  image.  The  remedy  is  to  shift  the 
position  of  the  stop  or  the  components  of  the  lens — a trifling 
amount  is  sometimes  enough — so  as  to  diffuse  the  image  over 
the  surface  of  the  plate  and  thus  cause  it  to  disappear. 

2.  Flare. — Superfluous  light  may  also  reach  the  plate  from 
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reflection  from  the  brass  mount,  especially  from  the  counter- 
screw used  by  some  makers  to  fit  the  lens  in  its  cell ; or  by 
internal  reflections  from  the  body  of  the  camera,  owing  to  the 
lens  working  at  a wider  angle  than  required  to  cover  the  plate. 
This  may  be  prevented  by  inserting  a blackened  card,  reaching 
the  bellows  all  round,  a few  inches  in  front  of  the  plate,  and 
provided  with  a large  oblong  aperture  which  just  allows  the 
oblique  rays  to  reach  the  margin  of  the  plate.  Painting  bright 
parts  with  a dead  black  paint  will  often  cure  the  flare.1 

To  test  for  flare,  point  the  camera  to  a lamp  or  other  bright 
object  and  throw  a large  cloth  over  the  head  after  securing  the 
screen  and  observe  the  reflections  from  the  lens  mount,  etc. 
The  test  for  the  flare  image  should  be  made  in  a dark  room 
while  the  lens  is  being  focussed  on  to  a gas  flame.  Then  move 
the  axis  of  the  camera  slightly,  so  as  to  throw  the  image  of  the 


Fig.  106. — Various  forms  of  Hoods  attached  to  Lenses. 

A,  Skyshade  hood;  B,  Detachable  bellows  hood,  which  may  be 
extended  to  suit  the  plate ; 0,  Flap  skyshade  and  shutter 
combined,  which  may  be  set  at  any  desired  angle.  The  author 
invariably  uses  this  form  for  autochrome  work. 


flame  to  one  side  of  the  centre.  If  flare  exists  an  oval  flare 
patch  will  be  seen  at  the  opposite  side  of  the  centre. 

Another  kind  of  flare  which  is  inevitable  in  outdoor  photo- 
graphy is  due  to  the  light  entering  the  camera  through  the  lens 
from  the  sky,  and  bright  objects  of  all  kinds  which  are  outside 
the  picture  on  the  screen.  This  light  is  reflected  from  the 
body  of  the  camera  and  becomes  distributed  over  the  plate. 
The  best  way  to  correct  it  is  to  attach  a hood  to  the  lens.  Old- 
fashioned  lenses  were  always  provided  with  a hood,  but  this 
has  been  unnecessarily  cut  down  in  the  more  modern  lenses. 
Some  photographers  attach  a square-shaped  collapsible  bellows 
box  with  open  ends  to  the  front  of  the  lens,  which  cuts  off  all  the 
light  outside  the  angle  included  in  the  picture  (Pig.  106,  B). 

1 The  best  dead  black  I know  of  is  made  by  dissolving  a little  nitrated 
cellulose  (cotton-wool)  in  acetone  and  then  adding  enough  vegetable  black 
or  bone  black  to  make  a thin  paste.  Then  paint  over  the  bright  parts  with 
a camel’s  hair  brush,  and  leave  to  dry. 
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It  is  often  advisable  when  the  sun  is  anywhere  on  the  object- 
half  of  the  sky  to  get  some  one  to  throw  the  lens  into  shade  by 
means  of  a hat  or  card,  the  operator  taking  care  to  look  at  the 
view  through  the  focussing-screen  first,  so  as  to  make  sure 
that  the  screen  is  not  in  the  field  of  view.  By  this  means  it  is 
possible  to  take  a Turneresque  picture  with  the  sun  directly  in 
front.  The  above  facts  also  explain  why  it  is  necessary  to 
furnish  a studio  with  blinds  and  screens  on  all  sides  in  order  to 
get  the  best  effects  of  shade  and  contrast. 

3.  Halation  and  Irradiation. — This  is  closely  akin  to  flare, 
and  is  due  to  the  fact  that  a bright  light  tends  to  affect  the 
sensitive  salt  in  the  film  beyond  the  borders  of  its  image. 
Thus  if  a photograph  be  taken  inside  a church,  the  boundaries 
of  the  windows  will  be  seen  bordered  by  halation  which  shows 
itself  in  the  print  as  an  ill-defined  white  halo.  The  extent  of 
this  flare  increases  with  the  intensity  of  the  light  and  the  dark- 
ness of  surrounding  parts.  Hence  you  get  it  to  perfection  when 
photographing  street  lamps  on  a dark  night.  It  is  also  due  to 
another  fact,  viz.  that  the  bright  light  penetrates  the  film  and 
is  reflected  from  the  back  surface  of  the  plate  on  to  the  film 
again.  This  is  the  most  important  cause.  It  can  be  remedied 
first  by  using  celluloid  films  which,  being  thin,  allow  of  very 
little  displacement  of  the  reflected  rays,  and  so  render  the  halo 
too  narrow  to  be  noticed.  Secondly,  by  covering  the  glass 
side  of  the  plate  with  some  absorbent  non-reflecting  material 
such  as  burnt-umber,  water-colour  paint,  bitumen,  or  burnt 
sugar  (caramel).  Most  photographic  plate  makers  issue  their 
plates  already  backed  with  such  a pigment.  It  can  be  readily 
washed  off  under  the  tap  just  before  development.  Thirdly,  by 
reversing  the  plate  in  the  plate-holder  as  is  done  in  the  case  of 
an  autochrome  plate.  This  is  the  simplest  method,  but  unfor- 
tunately it  causes  lateral  inversion  of  the  image  as  well,  which 
a Lumiere  plate  does  not  do,  because  it  is  converted  into  a 
positive.  This  inversion  comes  out  all  right  in  carbon  printing, 
but  for  ordinary  printing  it  is  obviously  open  to  objection. 

4.  Distortion  of  Convergence  is  caused  when  the  plate  does 
not  lie  in  a plane  parallel  with  the  object  photographed ; it  is 
usually  caused  by  tilting  the  camera  upwards,  for  the  purpose 
of  photographing  a lofty  object.  This  causes  the  image  of  the 
upper  portion  of  the  object  to  be  nearer  the  lens  than  the  lower 
part  and  consequently  smaller.  The  remedy  is  to  raise  the 
lens  or  tilt  the  camera  as  much  as  is  necessary  to  include  the 
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picture,  and  then  to  tilt  the  swing-back  forwards  until  the  plate 
is  parallel  to  the  object  both  vertically  and  laterally,  when  the 
sides  of  the  building  will  also  appear  parallel  to  each  other.  It 
is  advisable  (but  by  no  means  absolutely  necessary)  to  adjust  the 
front  which  carries  the  lens,  to  a position  parallel  to  the  plate 
so  as  to  obviate  the  aberrations  due  to  oblique  rays.  If  this 
cannot  be  done  the  lens  should  be  stopped  down  to  F/22  or  less. 

If  a negative  has  been  taken  in  which  distortion  of  conver- 
gence is  present,  it  can  be  remedied  by  making  a transparency 
of  the  negative,  and  then  tilting  both  it  and  the  swing-back 
equally  in  opposite  directions  so  as  to  reverse  the  defect  until 
the  lines  are  rectangular.  A very  small  stop  must  be  inserted 
after  focussing,  or  the  top  of  the  picture  will  be  out  of  focus. 
When  making  an  enlargement  a correspondingly  bigger  stop 
may  be  used.1  In  the  same  way,  barrel-shaped  or  pin- 
cushioned  distortion  (see  page  158)  can  be  remedied  in  a 
negative  by  making  a transparency  with  a lens  which  has  a 
stop  on  the  opposite  side  to  that  it  had  when  the  distortion 
was  produced.  Thus  if  barrel-shaped  distortion  is  present,  the 
transparency  or  bromide  copy  must  be  made  with  the  stop 
placed  behind  the  lens  at  a distance  which  will  just  neutralize 
the  distortion  in  the  negative. 

5.  Exaggerated  Perspective. — This  is  an  effect  whereby  objects 
close  to  the  camera  appear  excessively  large  as  compared  with 
more  distant  ones.  It  occurs  when  a wide-angle  lens  is  used, 
or  when  one  of  shorter  focal  length  than  the  distance  at  which 
the  picture  is  intended  to  be  looked  at  when  finished  is 
employed,  whereby  objects  in  the  foreground  appear  dispropor- 
tionately large.  The  remedy  is  either  (1)  to  select  a lens  of 
longer  focus  and  at  the  same  time  to  move  the  camera  further 
back,  (2)  to  use  a telephoto  lens,  or  (8)  to  take  in  less  of  the 
foreground.  An  enlargement  made  from  such  a negative  will 
greatly  improve  the  perspective  since  the  distance  at  which  it 
is  looked  at  will  be  correspondingly  increased.  The  subject  will 
be  found  treated  at  greater  length  in  paragraphs  70,  71,  and  72. 

6.  Incorrect  Centering  of  the  Lens. — This  may  arise  (1)  from 
the  optical  centres  of  the  components  comprising  a lens 
not  lying  in  one  straight  line ; (2)  from  the  principal 
axis  of  the  lens  being  displaced  in  the  mount  and  not  lying 
centrally. 

1 See  B.  Journal  Photo  Almanac,  1908,  p.  950,  where  the  whole 
matter  is  discussed. 
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To  test  if  the  components  of  a lens  are  centred,  let  the  lens 
be  accurately  chucked  on  a lathe,  and  observe  the  reflection  of 
a candle  from  the  various  surfaces.  On  rotating  the  lens  round 
the  principal  axis  the  images  should  remain  in  a straight  line 
and  not  undergo  any  movement  or  “wobble.” 

To  test  for  the  centrality  of  the  principal  axis  rotate  the 
mount ; if  the  image  of  an  object  moves  on  the  plate  in  a small 
circle  the  axis  is  displaced.  If  the  lens  be  rotated  round  a 
vertical  axis  through  the  nodal  point  of  emergence  the  images 
should  remain  still.  If  the  lens  is  not  perfectly  centred  the 
image  will  move  slightly. 

§ 58.  Defects  of  the  Glass  Itself. — Small  bubbles  in  the 
glass  do  not  affect  the  perfection  of  the  lens  in  any  other 
way  than  to  slightly  diminish  its  rapidity,  since  the  greater  part 


Pig.  107. — Diagram  showing  the  passage  of  rays  through  a 
bubble  of  air  in  glass. 

of  the  light  impinging  on  it  is  totally  reflected,  and  very  few 
rays  which  emerge  from  the  bubble  ever  pass  through  the  lens. 
The  avoidance  is  practically  impossible  in  certain  glasses  where 
the  temperature  can  only  be  raised  sufficiently  high  in  mixing 
to  just  fuse  the  constituents,  as  is  the  case  with  some  of  the 
boro-silicate  Jena  glasses. 

Optical  Effect  of  Air-bubbles  in  Glass. — Let  C (Fig.  107)  be 
the  centre  of  a bubble ; A,  B,  C,  D portions  of  the  surface  of  a 
lens ; N,  N,  N,  N normals  to  the  tangents  of  the  circumference 
of  the  bubble  or  lens  ; XY  the  optical  axis  of  the  lens  passing 
through  C. 

The  ray  XY,  being  along  the  principal  axis  of  the  bubble 
and  lens,  will  pass  through  both  and  emerge  at  Y.  The  ray 
EFG  will  enter  the  bubble  at  G and  emerge  at  H.  After 
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refraction,  it  will  pursue  the  direction  HK,  but  all  rays  which 
make  an  angle  with  the  normal  of  the  bubble  exceeding  41°  or 
42°  (the  critical  angle  for  glass)  will  be  totally  reflected.  Thus 
the  ray  LM  will  be  totally  reflected  from  the  bubble  in  the 
direction  OP.  Again,  any  other  ray,  such  as  QE,  which 
meets  the  bubble  at  a smaller  angle  than  41°,  and  thus 
gains  admission  inside,  will  finally  escape  along  the  path  UV, 
and  probably  miss  the  plate  altogether.  Lastly,  the  ray  WJ 
will,  after  two  refractions,  emerge  through  the  bubble  at  Z, 
only  to  find  itself  a prisoner  in  the  glass  by  total  reflection 
at  a.  Thus  only  a small  percentage  j of  the  rays  ever  pass 
through  the  bubble,  and  still  fewer  ever  manage  to  impinge 
on  the  plate.  Abbe  has  calculated  that  even  in  the  extreme 
cases  only  about  0,2  per  cent,  of  the  light  is  lost  by  reason 
of  bubbles  in  the  glass.  In  fact,  the  only  case  in  which 
bubbles  could  have  an  injurious  effect  is  where  a large  bubble 
or  several  bubbles  happen  to  be  close  to  the  principal  axis 
of  the  lens,  and  then  only  if  a very  small  diaphragm  were 
used.  The  fact  that  so  large  a percentage  of  light  is  totally 
reflected  from  the  bubbles  affords  the  explanation  why  they 
look  black,  since  the  rays  are  reflected  at  too  great  an  angle 
to  reach  the  observer’s  eye. 

Unequal  refracting  effect  consequent  on  imperfect  annealing 
or  strains  can  be  tested  for  by  means  of  the  polariscope.  Owing 
to  the  internal  strain  set  up  by  too  sudden  cooling  such  badly 
annealed  glass  will  twist  light  through  the  dark  field  of  a polari- 
scope and  give  rise  to  a play  of  colours  (see  “ Book  on  the 
Polariscope  ”).  Flaws  and  strains  in  the  glass  can  be  tested  by 
Topler’s  and  Abbe’s  methods. 

Discoloration  may  be  a natural  property  of  the  glass,  or  it 
may  be  generated  afterwards  by  exposure  to  light.  If  the  tinge 
is  yellow  showing  absorption  of  blue  light  of  the  spectrum,  it  may 
materially  effect  the  rapidity  of  the  lens.  The  tints  assumed  by 
various  glasses  can  be  examined  by  comparing  over  a sheet  of 
white  paper.  Bad  samples  of  balsam  used  in  cementing  may 
also  discolour  in  time  with  exposure  to  light ; in  such  cases  the 
components  must  be  recemented.  Prolonged  exposure  of  some 
kinds  of  glass  to  daylight  leads  to  discoloration.  This  is 
probably  due  in  some  cases  to  a separation  of  the  lead  out  of 
the  glass.  Hence  the  wise  precaution  of  having  caps  for  both 
ends  of  a lens  combination,  and  of  keeping  lenses  away  from 
the  direct  sunlight. 
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§ 59.  The  Diaphragm,  or  Stop. — The  stop  in  photography 
has  three  functions — 

1.  To  increase  the  so-called  depth  of  focus  ; 

2.  To  equalize  the  illumination  of  the  plate  ; 

3.  To  reduce  aberrations.  , 

The  smaller  the  stop  the  more  completely  will  these  three 
conditions  be  fulfilled. 

1.  The  depth  of  focus  for  a constant  focal  length  is  in 
inverse  proportion  to  the  size  of  the  stop,  as  we  see  from  the 

eF 

formula  given  above,  X = — (p.  93).  The  only  exception  is  a 

deep  meniscus  lens,  which,  owing  to  its  form,  has  an  apparent 
greater  depth  of  focus  for  the  same  ratio  aperture  than  any 
other  lens. 

2.  As  regards  the  illumination  of  the  plate,  we  have  seen 
that  the  light  falls  off  rapidly  towards  the  side  of  the  plate, 


0 0 

Fig.  108. — Diagram  showing  how  the  aperture  appears  to  close 
up  when  the  combinations  are  separated  by  a wide  interval. 

1,  Circle  of  illumination  at  the  axis.  2,  25°  from  the  axis. 

3,  45°  from  the  axis. 

especially  when  a wide-angle  lens  is  used  at  its  full  opening. 
The  chief  cause  of  this  is  the  lateral  closing  up  of  the  full 
opening,  due  to  the  passage  of  the  rays  through  the  lens  tube 
as  the  obliquity  increases  (the  greater  the  length  of  tube  or 
lens  mount  the  more  rapid  being  the  falling  off  of  illumination). 
This  converts  the  circular  aperture,  as  seen  from  the  side  of  the 
screen,  into  a small  vertical  oval  with  pointed  ends. 

We  know  that  the  axial  'illumination  is  reduced  in  inverse 
ratio  to  the  square  of  the  aperture,  but  if  a small  stop  be 
employed,  it  requires  a much  wider  angle  before  any  part  of 
the  circular  aperture  is  cut  off  by  the  lens  mount,  so  that  if 
inequality  of  illumination  is  observed  the  stop  should  be  reduced 
while  the  image  is  being  observed  under  the  focussing  cloth, 
until  the  sides  and  centre  appear  nearly  equal.  If  you  use  a 
lens  of  long  focus,  say  one  and  a quarter  times  the  width  of  the 
plate,  the  inequality  of  illumination  will  not  matter,  and  the 
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chief  trouble  lies  with  lenses  which  have  a focal  length  less 
than  the  width  of  the  plate.  Again,  in  photographing  land- 
scapes with  a very  bright  sky  and  dark  foreground  the 


Fig.  109. — Diagram  showing  how  a diaphragm  can  be  adjusted 
to  equalize  the  light  from  the  sky  and  foreground. 

illumination  can,  to  a certain  extent,  be  equalized  by  setting 
the  diaphragm  obliquely,  as  in  Fig.  109. 

It  is  observed  that  the  volume  of  light  from  the  foreground 
C,  C is  very  much  larger  than  that  of  E,  E from  the  sky.  Indeed, 


Fig.  110. — Busch’s  Skyshade  Shutter. 

ft 


the  stop  can  be  set  at  such  an  angle  that  the  amount  of  light 
from  sky  and  foreground  can  actually  be  reversed.  Care  must 
be  taken  that  the  lens  screws  into  the  flange  in  the  right  posi- 
tion ; but,  of  course,  the  stop  can  be  set  at  any  position  to  suit 
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particular  circumstances.  Another  good  method  is  the  V stop. 
This  consists  of  a small  flange  of  black  cardboard  or  blackened 
brass  of  a V shape,  base  upwards,  inside  the  mount  and  a little 
in  front  of  the  diaphragm.  Or  a wedge  can  be  cut  out  of  a disc 
of  cork  and  squeezed  into  the  mount  (Kg.  111).  This  gives 
proportionately  much  more  light  to  the  sides  of  the  image  as 
well  as  to  the  foreground.  A further  method  is  to  use  a flap- 
shutter  attached  to  the  lens  mount,  and  hinging  aboye  it.  This 
can  be  lifted  up  and  allowed  to  drop  by  a pneumatic  ball,  so 
that  any  ratio  of  exposure  one  pleases  can  be  given  to  the  fore- 
ground and  sky  respectively  (Fig.  112).  Busch  makes  an 
excellent  pneumatic  shutter  (“  Sky  shade  Shutter”),  with  an 
up-and-down  guillotine  movement,  which  effects  the  same 
purpose.  It  works  to  time  or  from  1 sec.  to  ^ sec.  (Fig.  110). 
Skyshades  are  of  great  value  in  colour  photography,  especially 


in  ortochrome  work,  as  without  some  such  screen  the  skies  are 
invariably  spoilt  through  over  exposure. 

3.  For  the  purpose  of  reducing  Aberrations  and  thereby  limiting 
the  Size  of  the  Circles  of  Confusion. — This  was  of  far  more 
importance  in  the  case  of  lenses  before  the  Jena  glass  epoch 
than  at  the  present  time.  For  not  only  were  the  lenses 
imperfectly  corrected  for  spherical  aberration,  but  landscape 
lenses  were  very  largely  used,  which,  from  their  construc- 
tion, required  a stop  under  all  circumstances.  Fig.  113  shows 
the  effect  of  a stop  close  to  the  lens,  and  also  of  one  at 
some  distance  away.  Notice  how  the  cone  of  rays  is  con- 
tracted in  the  latter  case.  The  above  fact  must  be  borne  in 
mind  when  photographing  groups  or  objects  of  any  kind  out  of 
doors,  when  the  near  background  consists  of  trees  showing  the 
sky  between  the  interstices  of  the  leaves.  Each  of  these  spaces 
being  out  of  focus  will  give  rise  to  a circular  diffusion  patch 


Fig.  111. 


Fig.  112. — Flap  form  of  Skyshade 
Shutter. 
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which  will  spoil  the  effect  of  the  photograph,  and  the  larger  the 
aperture  used  the  larger  will  be  the  diffusion  circles.  If,  there- 
fore, a small  stop  be  used  (F/22  or  less),  this  defect  will  almost 
entirely  disappear  (see  page  150). 

§ 60.  The  Entrance  and  Exit  Pupils  of  a Lens  System . 


— The  rays  which  proceed  from  any  object  and  after  refraction 
form  an  image,  are  limited  in  their  divergence  by  the  construc- 
tion of  the  optical  system,  either  by  the  intervention  of  a 
diaphragm,  which  necessarily  limits  the  rays  to  the  size  of  the 
aperture,  or  else  by  the  margin  of  the  lens  itself,  which,  when 


reduced  in  size,  acts  as  a stop.  In  the  latter  case  it  becomes 
the  boundary  limit  for  the  cone  of  rays,  both  for  the  object  and 
the  image.  Now,  consider  the  case  where  a diaphragm  is 
placed  between  the  object  and  the  lens,  as  in  Fig.  114.  Here 
the  cone  of  rays  is  limited  by  the  hole  in  the  diaphragm  ( cd ). 
This  diaphragm,. being  nearer  to  the  lens  S than  its  principal 
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focus,  will  have  its  virtual  image  formed  on  the  same  side  of 
the  lens,  viz.,  at  c'd'. 

This  virtual  or  aerial  image  c'd'  of  the  stop  cd  has  been 
called  by  Abbe  the  “ exit  pupil  ” (Ex.  P.).1  The  rays  from  A and 
B will,  after  refraction,  meet  and  form  image  points  at  A'  and  B'. 
If  we  produce  these  refracted  rays  gB!,  hA'  backwards,  they 
will  arrive  at  c'  and  d'  respectively.  If  we  draw  a line  from  the 
centre  of  the  lens  S to  the  margin  of  the  diaphragm  at  c,  it  will, 
if  produced,  meet  the  refracted  ray  B 'g  at  d,  and  in  the  same 
way  Sr?  and  A'h  produced  will  meet  at  cl'.  In  this  way  we  can 
locate  the  position  of  the  exit  pupil.  If  we  have  a compound 


Pig.  115. — Diagram  of  Entrance  and  Exit  Pupils  (after  Dallmeyer). 


system  having  the  stop  between  the  two  lenses  we  shall  have  a 
“ pupil  ” on  each  side  of  the  diaphragm  as  in  Figs.  115  and  116. 
The  position  of  the  two  pupils  can  be  found  in  the  same  way  as 
the  last.  Through  the  edge  of  the  stop  aperture  K (Fig.  115,  A) 
draw  a line  parallel  to  the  principal  axis,  the  refracted  rays  at 
g and  h will  therefore  pass  through  the  principal  foci  at  f\  and 
If  these  lines  are  produced  backwards  they  will  meet  the 
lines  LKto,  LKm  produced. 

The  points  m and  n,  where  the  rays  passing  through  these 

1 The  author  has  proposed  to  express  the  words  “ entrance  pupil  ” and 
“exit  pupil”  by  the  symbols  EnP  and  ExP,  which  correspond  to  the 
German  symbols  EP  and  AP  ( Eintritt  Pupillc  and  Aicstritt  Piipillc). 
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two  lenses  meet,  will  be  the  margins  of  the  ExP  and  EnP 
respectively.  These  pupils  bear  to  each  other  the  same  relation 
that  object  and  image  do  to  the  whole  system,  i.e.  they  are 
conjugate  to  one  another.  Moreover,  all  the  rays  which  pass 
through  the  diaphagm  must  pass  through  the  entrance  and 
exit  pupils,  and  vice  versa.  The  entrance  pupil  Spw  is  the 
image  of  the  diaphragm  S2  formed  by  L,  and  the  exit  pupil  S2 
is  the  image  of  S formed  by  the  second  lens.  In  the  same  way 
in  Fig.  115,  B the  pupil  Si  is  formed  by  the  lens  L1;  and  S2  by 
the  negative  lens  L2. 

It  may  be  asked  what  is  the  use  of  defining  these  pupils  ? 
Their  use  is  twofold.  Each  pupil  forms  the  base  of  a triangle 
whose  apex  is  at  the  object  and  image  respectively,  and  this 
triangle  forms  the  smallest  cone  which  passes  through  the 


entire  system  (see  Fig.  116).  Furthermore,  if  the  eye  be  placed 
at  the  centre  of  the  EnP  it  will  be  at  the  exact  spot  from  which 
it  can  view  the  object  in  correct  perspective.  The  eye  is  there- 
fore placed  at  the  apex  of  a triangle  whose  base  corresponds 
with  the  object,  and  in  the  same  way  if  the  eye  be  placed  at  the 
centre  of  the  ExP,  it  will  form  the  apex  of  a similar  triangle 
with  the  image,  and  the  eye  will  be  at  the  proper  distance  from 
the  image  to  see  it  in  its  true  perspective  (see  Fig.  116). 

Here  m is  the  centre  of  perspective  for  the  object  AB  and 
in'  for  the  image  A'B'  since  all  points  of  a chief  ray  in  the 
image  area  are  conjugates  of  the  corresponding  chief  rays  for 
the  object  area. 

§ 61.  Effective  Aperture. — When  a stop  is  in  front  of  a lens, 
the  cone  of  light  which  the  lens  receives  from  a distant  object 
is  represented  by  the  actual  diameter  of  the  stop.  If,  however, 


PHOTOGRAPHIC  OPTICS 


156 

as  in  a compound  system,  the  stop  is  behind  the  front  com- 
ponent, its  diameter  no  longer  gives  the  diameter  of  the  beam 
which  the  lens  has  received,  since  the  front  component  has 
condensed  the  light  and  enabled  more  to  pass  through  the  stop. 
(See  Fig.  117  where  Sj  behind  the  lens  has  the  same  effective 
value  as  S has  in  front  of  the  lens.) 

The  effective  value  of  a stop  behind  the  front  lens  of  a 
combination,  is  the  same  as  if  a front  stop  were  used  of  the 
identical  size  of  the  virtual  image  of  the  stop.  In  the  above 
(Fig.  117)  the  effective  value  of  the  stop  S'S'  is  really  equal  to 
the  stop  pp,  which  is  the  entrance  pupil  of  Lj. 

Thus,  if  the  front  component  be  of  4-in.  focal  length  and  a 
stop  1 in.  in  diameter  be  placed  2 in.  from  it,  then  \ — 4 = — 


The  place  of  the  virtual  image  is  4 in.  from  the  lens,  and  its 
1X4:. 

size  is  —k — = 2 in.,  that  is,  the  stop  has  the  same  effect  as 
A 

one  2 in.  in  diameter  placed  in  front  of  the  component. 

We  have  shown  that  this  virtual  image  pp  of  the  stop  S'S' 
(Fig.  117),  in  respect  to  the  front  lens,  is  the  EnP.  Similarly 
the  diameter  of  the  beam  which  emerges  from  the  back  com- 
ponent is  represented  by  the  EsP  ppp 1?  which  is  the  virtual 
image  of  the  stop  in  respect  to  the  back  component. 

The  entrance  and  exit  pupils  would  only  be  of  the  same  size 
and  at  the  same  distance  if  the  two  components  were  equal, 
and  the  stop  placed  centrally  between  them. 

There  is  no  distortion  in  such  a combination  if  each 
component  is  free  from  spherical  aberration  in  respect  to  the 
stop  and  its  virtual  image.  Thus  the  first  component  would  be 
corrected  for  the  stop  and  the  EnP,  and  the  back  for  the  stop 
and  ExP. 
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The  effective  aperture  of  a stop  can  be  practically  measured 
as  follows  : Place  the  lens  in  the  camera  and  focus  for  parallel 
light.  Eeplace  the  ground  glass  screen  by  a piece  of  cardboard 
pierced  with  a small  hole.  Place  a strong  light  behind  the 
cardboard.  The  sun  is  best.  On  holding  a piece  of  ground 
glass  in  contact  with  the  front  lens  the  diameter  of  the  disc  of 
light  which  is  now  seen  on  it  gives  the  effective  aperture  of  the 
stop. 

Another  method  of  measuring  the  effective  aperture  of  a 
stop  is  as  follows  : — 

Focus  a very  distant  bright  light  on  the  screen,  then  move 
the  screen  back  a definite  amount  until  the  disc  of  light  occupies 
a given  space  previously  marked  on  the  screen.  The  distance 


moved,  divided  by  the  space  on  the  screen,  is  the  effective 
aperture  of  the  stop. 

§ 62.  Results  of  Position  and  Size  of  Stop. — A stop 
diminishes  the  effect  of  all  aberrations  except  distortion,  which 
it  may  increase.  It  decreases  the  lateral  disc  of  confusion  due 
to  chromatic  and  spherical  aberration,  and  decreases  curvature, 
i.e.  it  flattens  the  field.  By  arresting  oblique  pencils  it  also 
diminishes  coma  and  astigmatism.  A stop  is  in  no  sense  a cure 
for  any  particular  aberration,  it  merely  reduces  its  effect  at  the 
expense  of  illumination.  Its  effect  depends  in  most  cases  on 
its  size,  but  in  some  cases  on  its  position. 

Distortion. — When  oblique  light  is  incident  on  the  lens  L 
(Fig.  118)  without  any  stop,  the  smallest  discs  of  confusion 
lie  on,  or  considerably  in  front  of,  the  curve  ES'T.  By  placing 
the  stop  SS  a little  way  in  front  of  the  lens  definition  is  not 
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only  improved,  but,  since  only  a part  of  the  original  oblique 
pencils  are  used,  the  smallest  discs  of  confusion  are  thrown  back 
to  P and  P'  on  to  a plane  which  is  approximately  the  focal 
plane.  The  dotted  line  shows  the  course  of  a ray  which,  had  it 
not  been  for  the  stop,  would  have  caused  a disc  of  confusion  or 


false  focus  at  P'.  Retiring  it  has  the  contrary  effect.  In  the 
case  of  a single  landscape  lens,  a stop  placed  about  one-fourth  or 
one-fifth  of  the  focal  length  in  front  of  it  gives  the  best  results. 

A stop  a short  distance  in  front  of  a lens  (Pig.  119)  only 
allows  those  rays  (ERR)  which  are  on  the  opposite  side  of  the 


principal  axis  to  the  object  to  pass  through  the  lens,  the  rest 
being  blocked  by  the  stop.  The  effect  of  this  is  to  displace  the 
rays  inwards  towards  the  centre  of  the  image,  thus  diminishing 
the  area  of  the  image  and  producing  negative  or  barrel-shaped 
distortion  (Figs.  121,  3). 
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A stop,  SS,  behind  a lens  (Kg.  120)  only  allows  the  secondary 
rays  (ERE)  to  pass  through  it  on  the  same  side  of  the  principal 
axis  as  the  object  (as  at  P').  The  effect  of  this  is  to  displace 
the  rays  outwards  away  from  the  centre,  thus  increasing  the 
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area  of  the  image,  and  producing  positive  or  pin-cushion  distortion. 
In  both  cases  therefore  the  stop  causes  the  edge  of  the  lens 
to  form  the  margin  of  the  picture. 

Since  a stop  in  front  of  single  combination  causes  negative 


distortion,  and  a stop  behind  the  same  combination  causes 
positive  distortion,  it  is  obvious  that  if  we  form  a doublet  by 
placing  two  identical  lenses  face  to  face  with  the  stop  midway 
between  them,  the  distortion  can  be  neutralized. 

§ 63.  Tangent  Condition. — Let  PjP'x  (Fig.  122)  be  any 
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points  in  an  object  placed  vertically  to  the  principal  axis,  and 
I\X,  P'xX  be  two  rays  which  pass  from  these  points  through 
the  centre  of  the  stop. 

After  undergoing  refraction ' they  will  form  their  respective 
image  points  at  P2  and  P',2. 

If  these  two  rays  be  projected  backwards  they  will  meet  at 
some  point  X'  on  the  axis.  Thus  X'  will  be  the  conjugate 
image  of  X. 

Let  PjX  make  an  angle  61  with  the  axis,  and  P'x  an  angle  <9j, 
then  their  refrected  rays  will  make  the  corresponding  angles  6, 
and  Q'o. 

Let  AX  = cl  and  BX'  = cT 


P A 

Then  tan  <9,  = or  PXA  = d . tan  Ql 

and  P]A  = d . tan  0\ 

P2B 
BX' 

or  PoB  = dr  . tan  6., 

and  P'oB  = d'  tan 


also 


tan  6o  - 


Now  if  the  image  is  free  from  distortion  it  will  be  found  that  the 
angles  which  the  object  and  image  make  with  the  principal 
angles  will  have  a constant  ratio 


so  that 


tan  6.,  _ tan  6'., 
tan  61  tan  9\ 


a constant  . [68] 


and  further  that  the  magnification,  or  distance  between  any 
object  and  the  principal  axis,  will  bear  a similar  ratio  to  the 
corresponding  distances  between  the  image  points  and  axis  on 
the  image  plane  or 

P.,B  P'..B 

pA  = p,- y = a constant 


This  is  the  celebrated  tangent  condition,  which  is  always 
fulfilled  if  the  lens  is  free  from  distortion. 

Distortion  is  of  no  importance  in  portraiture  or  landscape 
photography,  and  for  narrow  angles  of  view  is  not  noticeable 
in  architecture.  Its  chief  importance  lies  in  copying  maps 
and  picttu’es,  and  in  astrophotography  for  star  measurements, 
in  which  cases  a lens  free  from  distortion  is  a sine  qua  non. 

When  the  half  of  a doublet  is  used  alone  the  angle  of  view 
on  the  screen  is  usually  only  about  half  that  of  the  combination, 
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so  that  the  distortion  at  the  margain  of  the  plate  is  usually 
imperceptible.  Thus  the  half  of  a modern  orthostigmat, 
aplanat,  or  stigmatic  lens  ought  to  give  no  visible  distortion  of 
straight  lines  inside  an  angle  of  35°.  Even  at  45°  from  the  axis 
it  is  barely  noticeable. 

Although  the  stop  is  preferably  circular,  it  may  be  almost 
any  shape,  as,  generally  speaking,  its  form  has  no  effect  on  the 
image. 

This  may  be  illustrated  by  observing  the  oval  patches  of  light 
on  the  ground  under  a thickly  leaved  tree  when  the  sun  is 
shining  brightly  nearly  overhead.  These  oval  spots  or  patches 
are  the  images  of  the  apertures  between  the  leaves.  When  the 
sun  is  quite  overhead  the  spots  are  quite  circular,  yet  the 
apertures  themselves  are  of  every  possible  shape. 

For  very  critical  work,  such  as  copying  pictures  for 
process  blocks,  in  which  a finely  ruled  screen  is  e mployed 
to  break  up  the  image  into  lines  and  dots,  it  has  been  found 
that  the  shape  of  the  stop  affects  the  grain  of  the  lines  and 
dots.  Innumerable  experiments  have  led  to  the  adoption  of 
irregular  shaped  stops.  According  to  Herbst  a square  with 
one  quarter  removed  (thus  c[])  is  the  best  form  for  a screen 
200  lines  to  the  inch.  But  the  subject  is  too  complicated  to 
deal  with  here. 

For  certain  purposes,  mainly  to  effect  the  illumination  of 
various  parts  of  the  plate,  the  stop  may  take  other  forms,  such 
as  the  oblique  stop  previously  mentioned,  or  an  up-and-down 
guillotine  shutter  such  as  the  Busch  Optical  Co.  supply,  or  a 
flap  shutter  may  be  used  (Figs.  110  and  112). 

In  using  very  wide-angle  lenses,  such  as  the  Goerz  Hypergon 
combination  lens  (see  Fig.  87),  which  gives  an  extreme  angle 
of  135°,  a specially  shaped  revolving  diaphragm  is  used  to 
equalize  the  light,  winch  would  otherwise  fall  off  considerably 
towards  the  edge  of  the  plate.  Such  a lens  has,  however,  a 
very  limited  application. 

§ 64.  Numeration  of  Stops. — The  usual  method  is  to 
number  the  intensity  of  a lens  by  the  number  of  times  the 
diameter  of  the  stop  is  contained  in  the  focal  length  of  the  lens. 
These  are  called  the  focal  numbers  (F/No.),  and  the  proportion 
is  called  the  intensity  of  the  lens. 

If,  for  instance,  the  focal  length  of  a lens  is  8 in.,  and  the 
stop  used  is  g in.  in  diameter,  its  intensity  is  8/|  or  F/16. 

The  series  begins  at  F/2  and  ends  at  F/64,  each  succeeding 
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stop  requiring  double  the  exposure  of  the  one  before  it,  P/4 
being  usually  taken  as  unity.  Thus — 

P F FPP  F PPPPP 

2 2,83  4 5,6  8 11,3  16  22  32  45  64 

Time  a \ 1 2 4 8 16  32  64  128  256 

There  are  other  methods  in  use  in  which  stops  are  numbered 
according  to  the  relative  exposures  required  when  using  them, 
but  the  one  just  mentioned  and  the  following  are  almost 
universally  used  throughout  Great  Britain  and  the  United 
States. 

The  U.S.  (Uniform  System)  adopted  by  the  Royal  Photo- 


Fig.  123. 


graphic  Society.  In  this  system  P/4  is  taken  as  the  unit  and 
called  1.  The  other  stops  are  so  numbered  that  the  numbers 
indicate  the  relative  exposures  required  as  compared  with  No.  1. 
Thus  F/5,6  = 2,  P/7  = 3,  P/8  = 4,  requiring  2,  3,  and  4 times 
the  exposure  of  P/4.  It  is  the  same  as  the  lower  row  given 
above,  with  the  intermediate  numbers  filled  in. 

Zeiss's  New  System. — Here  P/50  is  taken  as  the  unit,  and 
the  others  numbered  so  that  the  exposure  is  inversely  as  the 
stop  numbers.  Thus  P/50  = 1,  F/36  = 2,  F/25  = 4,  etc.,  but 
I have  never  met  any  one  who  uses  it,  while  his  F/Nos.  are 
only  to  be  found  on  his  own  lenses. 

rr  • vy  2500 
Zeiss  No.  =^7^)2  . . 


. . [69] 
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Dallmeyer  adopted  — ^=q  or  ^ • ^>16  as  unity>  so  ea°h 

succeeding  number,  1,  2,  3,  etc.,  corresponds  to  the  number  of 
times  the  exposure  should  exceed  that  of  a lens  of  F/3,16. 
It  is  ingenious,  but  photographers  have  not  received  it  with 
much  favour,  since  no  one  uses  a lens  of  F/3,16. 

§ 65.  Reversing  Prism  (Fig.  123). — In  the  reproduction  of 
drawings  by  mechanical  means,  or  process  photography,  it  is 
very  often  required  to  reverse  the  image,  since,  unlike  an 
ordinary  photographic  print,  the  photographic  image  under- 
goes two  reversals  before  the  final  print  instead  of  one.  In  fact, 
it  effects  the  same  purpose  that  the  second  prism  does  in  a 
prism  binocular  glass.  For  this  purpose  a rectangular  (total 
reflection)  prism  is  used.  Its  action  is  shown  in  Fig.  123a. 
It  consists  of  a prism,  having  the 
sides  enclosing  the  right  angle 
very  carefully  figured.  The  prism 
is  enclosed  in  a brass  mount3 
which  screws  on  to  the  mount 
of  the  objective.  The  drawing  123a. — A Reversing  Prism, 

to  be  copied  is  placed  with  its 

surface  parallel  to  the  axis  of  the  objective,  i.e.  perpendicular 
to  the  plane  of  the  focussing-screen.  The  rays  undergo  total 
reflection  at  the  hypotenuse  of  the  prism,  and  cross  one  another 
before  reaching  it,  so  that  there  is  no  lateral  inversion.  It  is 
worth  mentioning  that  the  object  to  be  copied  must  not  embrace 
an  angle  exceeding  45°  without  taking  precautions  to  get  rid  of 
the  flare  reflection  from  the  side  of  the  prism  next  to  the  lens, 
otherwise  it  will  mar  the  perfection  of  the  image.  Watson 
has  recently  brought  one  out  made  of  the  Actinolux  glass, 
which  is  highly  transparent  to  the  violet  and  ultra-violet  rays, 
thereby  greatly  reducing  the  time  of  exposure. 


CHAPTER  III 


THE  FORMATION  OF  THE  IMAGE  ON  THE  SCREEN  AND 
APPARATUS  CONNECTED  WITH  IT 

§ 66.  Magnification  and  Reduction. — If  we  know  the  focal 
length  of  the  lens  and  the  magnification  or  reduction  required, 
the  distance  of  the  object  and  image  from  the  lens  can  be 
readily  determined  by  the  law  of  equivalent  foci. 

In  Fig.  124  let  L = lens,  Fj  and  F2  = F,  the  anterior  and 
posterior  focal  distances  respectively. 

Let  x = distance  of  O from  Fx  = OFj ; 
y — distance  of  I from  F2  = IF2 ; 

n = number  of  times  x is  greater  than  F = number  of 
magnifications ; 

x + F,  = (OFx  + F,)  = OL  = u ; 

V + F2  = (IF2  + F2)  = IL  = v. 


Pig.  124. — Diagram  showing  the  relation  between  conjugate 
distances  and  magnification. 

Then,  since  the  refractive  power  of  L is  equally  divided 
between  u and  v,  in  whatever  proportion  you  increase  the  one 
you  diminish  the  other.  If  the  object  is  moved  towards  F, 
the  image  recedes  and  consequently  grows  larger,  until  OF 
is  equal  to  FL,  when  IF  will  also  be  equal  to  FL,  so  that 
u = 2F  and  v = 2F.  This  is  called  unit  magnification,  because 
the  object  and  image  are  now  of  equal  or  “life”  size.  If  the 
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object  be  brought  still  nearer  the  lens  the  image  recedes  and 
becomes  larger  than  the  object  until  the  object  arrives  at  F, 
when  the  image  vanishes,  being  at  infinity. 

Taking  our  standard  formula 

F2  = xy [70] 

We  find  a;  = -and  y = - [71] 

y x 

Example. — The  lens  is  10  in.  in  focal  length.  A magnifi- 
cation of  five  times  is  required;  where  must  the  O and  I be 
placed  ? 

Since  the  image  is  to  be  magnified,  I must  be  further 
away  from  the  lens  than  O.  The  image  therefore  is  placed 


Fig.  125. — Graphic  demonstration  of  the  formula  xy  = F5. 

5F  4-  F = 6 times  F,  or  60  in.  from  the  lens ; but  O,  on  the 
contrary,  must  be  at  a distance  equal  to  the  reciprocal  of  5 
or  1/5F  from  F,  or  F/5  + F = 2 -f-  10  in.  or  12  in.  from  the 
lens.  Or  the  problem  may  be  worked  from  the  above  formula 
thus 

F2  100  0 . 

Since  y — 5F,  x — gjp  — qq  — in. 

F 2 F2 

And  as  x = gp  y — yg,  = 50  in. 

The  distance  of  O and  I from  L is  therefore  2 + F = 12  in., 
and  50  -f  F = 60  in. 

In  Fig.  125  we  have  made  a graphic  illustration  of  this 
formula. 
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Draw  a line  OF  = x,  and  at  one  end  draw  a short  line 
equal  in  length  to  y.  Complete  the  parallelogram  xy.  Now 
draw  a square  of  which  each  side  equals  F.  Then  the  area 
of  the  parallelogram  xy  will  be  equal  to  the  square  of  F = F2. 


The  same  result  is  obtained  by  the  formula 

D = (»  + 1)F [72] 

and  D'=£^4|,  = F + - . . . . [73] 

n n L J 


Where  D and  D'  stand  for  distance  of  object  and  image 
from  the  lens,  and  n equals  number  of  times  of  magnification 
or  reduction.  The  above  formula  is  often  expressed  by  writing 


I _ F _ F _ y 
O ~D  — F~x~F 


• • [74] 


the  correctness  of  which  you  can  prove  for  yourself  by  working 
out  any  of  the  following  problems  with  it. 

Example.- — -A  photograph  is  required  to  be  reduced  to 
one-twelfth  the  size,  the  lens  being  6 in.  in  focus.  The  object 
must  therefore  be  (n  + 1)  times  F from  the  lens  = 12  + 1 F, 
or  78  in.  from  the  lens,  and  the  image 

n F = ^ "j~  ^ x 6 = 6,5  in.  away  from  it. 
n 12 

If  the  photograph  were  required  to  be  enlarged  twelve 
times,  O and  I would  have  to  change  places. 

Suppose  the  lens  to  be  10-in.  focus,  and  the  sitter’s  head 
(9  in.  long)  is  12  ft.  from  the  lens,  what  would  be  the  size  of 
the  image  ? 

The  object  0 is  12  ft.  = 141  in.  distant,  so  as  D = (n  + 1)  F 

144  _ 10 

or  144  = 10 n + 10 ; n = jq — = 13,4.  But  the  size  of 

the  image  is  to  that  of  the  object  as  their  respective  distances 
from  the  lens,  or 


i.e. 


I 

O 


D' 

D 


• [75] 


I _ 
9 — 

I = 


F 

F + — 

n 

(n  + 1)F " 

10,75  x 9 

144 


_ 10,75 
" 144 

= 0,67  in. 


and 
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With  the  same  lens,  how  far  off  would  the  camera  be  placed 
to  obtain  a head  3 in.  long  on  the  screen  ? 

Since  D = (3  + 1)  F,  the  answer  is  40  in. 

Lastly,  what  must  be  the  focal  length  of  a lens  to  reproduce 
an  object  one-tenth  of  the  size,  the  distance  being  11  ft.  ? 

From  the  formula 

D = (»  + l)F,I«=irFT  = I(nrl=12in. 


The  required  exposure  E follows  exactly  the  same  rule. 
Since  the  time  for  exposure  is  proportional  to  the  square 
of  the  distance  of  the  image  from  the  lens,  we  arrive  at 
the  time  from  the  above  formula  for  any  given  magnification  or 
reduction.  Thus,  suppose  the  image,  when  magnified  twice, 
needed  an  exposure  of  30  sec.,  what  would  be  the  exposure 
necessary  for  a magnification  of  five  times  ? 

The  exposure  for  a plate  at  the  focal  plane  of  the  lens 


will  be  E = 


30 


-.  r;  = 3,33  sec.  Hence  the  exposure  for  a 

magnification  of  five  times  is  clearly  the  ratio  between  (5  4-  l)1 2 
and  (2  -f-  l)2. 


Therefore 


36 

9 


— 4 x 30,  or  2 min. 


or,  putting  another  way 

E = 3,33  sec.  x (5  -f  l)2  = 120  sec. 


Recapitulation. 

(A.)  Reduction  of  Size  of  Picture. — 

Let  n — number  of  times  of  magnification  or  reduction ; 

D = distance  of  object  from  lens  ; 

D'  = distance  of  image  from  lens  ; 

E = extension  of  camera. 

1.  To  find  distance  of  lens  from  object,  D = F/i  4-  F,  i.e. 
multiply  F by  n and  add  1 F. 

2.  To  find  extension  of  camera  {i.e.  distance  of  image  from 

F 

lens),  E = h F,  i.e.  divide  F by  n and  add  1 F. 

/t 
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(B.)  Enlargment  of  Size  of  Picture  or  Negative. — 

1.  To  find  distance  of  lens  from  object,  D = — |-  F,  i.e.  divide 
F by  n and  add  1 F. 

2.  To  find  distance  of  lens  from  paper  or  plate,  D = F«  + F, 
■i.e.  multiply  F by  n and  add  1 F. 

(C.)  Exposure  required. — 

E = («  + Tft [76] 

t being  the  time  of  exposure  for  a plate  at  F2,  i.e.  add  one  to  the 
number  of  magnificat  ions,  square  the  sum,  and  multiply  the  result 
by  the  time  calculated  for  a plate  at  the  equivalent  focus  of  the 
lens. 

Note. — If  many  pictures  have  to  be  copied,  it  is  advisable 
to  keep  the  object  plane  a fixture  and  mark  the  exact  position 
of  lens  and  screen  on  the  table  by  a scale  on  each  side  of  the 
camera, — one  for  magnification  and  one  for  reduction.  If 
the  same  lens  be  used  throughout,  the  scales  will  do  for  all 
time. 

§ 67.  Dr.  Schroeder’s  Method  of  calculating  Conjugate 
Distances  and  Magnifications. — An  easy  and  very  practical 
method  of  calculating  the  distances  of  object  and  image  and 
the  degree  of  magnification  or  reduction  has  been  suggested  by 
Dr.  Hugo  Schroeder,1  which  is  remarkable  for  its  simplicity. 

Let  D = the  distance  of  the  object  in  terms  of  the  focal 
length  of  the  lens,  i.e.  = number  of  focal  lengths 
that  the  object  is  from  the  centre  of  the  lens 
(anterior  equivalent  point)  P, ; 
d = distance  of  the  image  from  the  posterior  equivalent 
point  in  terms  of  the  focal  length  ; 
m = the  number  of  times  the  image  is  reduced  (or 
magnified) ; 

m'  = the  number  of  times  the  image  is  magnified ; 
e = (d  — 1)  = extension  of  camera  beyond  the  go  plane, 
i.e.  the  position  of  screen  for  an  object  at  go  . 

Then,  if  D = 1,  d = D divided  by  D — 1,  m =D  — 1,  and 
e = d — 1. 

1 “Die  Elemente  der  Photographischen  Optik  ” (Oppenlieim,  Berlin, 
1891),  which  contains  a complete  table.  It  is  one  of  the  best  elementary 
books  on  photographic  optics  which  exists. 
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D = til  + 1 

D - 1 

m = D — 1 

e = d — 1 

1 

00 

0 

0 

2 

2 

1 

1 

3 

3/2  = 1,5 

2 

0,5 

4 

4/3  = 1,33 

3 

0,33 

5 

5/4  = 1,25 

4 

0,25 

6 

6/5  --  1,20 

5 

0,20 

7 

7/6  = 1,16 

6 

0,16 

8 

8/7  = 1,14 

7 

0,14 

9 

9/8  = 1,125 

8 

0,125 

10 

10/9  = 1,11 

9 

0,11 

If  0 is  at  the  front  focus  P,  I will  be  at  00  . 

If  0 is  at  two  focal  lengths  away,  I will  be  at  the  same 
distance  behind  the  lens,  and  m = 2 — 1 = 1,  or  image  and 
object  are  the  same  size  (unit  magnification). 

If  0 is  ar  3 P away,  I will  be  at  § P and  m = (3  — 1)  = 2. 

If  O is  at  I P away,  I will  be  at  f P and  m = (4  — 1)  = 3. 

Consequently,  whatever  the  number  of  focal  lengths  the 
object  is  distant,  the  image  is  that  number  of  P’s  away,  divided 
by  the  same  number  less  1.  This  divisor  (D  — 1)  gives  us  the 
number  of  reductions  of  the  image. 

Example. — A photograph  has  to  be  reduced  to  half-size. 
The  lens  is  6-in.  focus.  Where  will  the  photograph  be  placed, 
and  how  much  must  we  extend  the  camera  ? As  the  image  is 
reduced  twice,  m — 2.  But  m = D — 1.  Therefore  D = 3,  i.e. 
the  object  must  be  placed  three  focal  lengths  from  the  lens  (or, 
more  exactly,  from  EJ.  The  next  column  defines  the  position 


of  the  image  d,  since 


= d = 


3 

2 


or  1,5. 


We  must  there- 


fore extend  our  camera  1^  focal  lengths,  or  9 in.,  i.e.  d — 1,  or 
3 in.  beyond  the  00  plane  of  the  screen. 

Since,  in  reduction,  O is  always  further  from  the  lens  than  I, 
so,  in  enlargement,  I is  always  further  from  the  lens  than  O. 
Therefore  the  value  assigned  to  D in  the  above  table  is  now 
given  to  d,  and  the  value  assigned  to  d is  given  to  D.  In  other 
words,  O and  I values  change  places. 

Example. — A picture  requires  enlarging  \.  P = 6 in.  as 
before.  Pind  the  position  of  O and  I.  Enlarging  I makes  the 
copy  = 1,2.  As  we  have  to  enlarge  it,  D becomes  the  distance 
of  I from  the  lens,  i.e.  D = 1,2  + 1 = 2,2  = 2,2  x 6,  or  13,2  in. 
D 2 2 

Aiso  d = 1 = ~ = 1,833. 
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Therefore  the  object  will  be  6 x 1,833  = 11  in.  from  the 
nodal  point  of  the  lens. 

Also  D = 2,2,  hence  the  camera  must  he  extended 
6 x 2,2  = 13,2  in.  If  you  wish  to  prove  its  correctness, 

work  it  out  by  the  standard  formula  i = - + t>  in  which 
J F a b 

P = 6 in.,  a = 11  in.,  and  b = 13,2  in.,  or  by  our  other  formula 

xy  = P2.  The  solution  in  every  case  will  be  the  same. 

One  more  Example. — A half-plate  camera  is  fitted  with  an 

8-in.  lens.  How  far  off  must  a vase,  17,6  in.  high,  be  placed 

so  as  to  get  the  largest  possible  image  on  the  plate,  allowing 

three-quarters  of  an  inch  margin  ? The  camera  is  only  capable 

of  extending  10|  in.  Can  it  be  done  ? A half-plate  print 

is  in.  long  when  trimmed.  Consequently  the  image  must 

17  6 

be  51  in.  long.  Now  I = 3,2.  Therefore  m = 3,2,  so  that 


the  vase  must  be  4,2  focal  lengths  away,  or  33,6  in.,  and  the 

4 2 

camera  will  have  to  he  extended  to  g’9,  or  1,3125  times 


P = 10|  in.  exactly.  There  is  therefore  —in.  extension  to  spare. 

Professor  Blakesley  has  made  use  of  this  fact  in  his 
admirable  little  book  on  Optics  (Whittaker  & Co.,  London),  to 
find  the  true  focal  length  of  any  lens.  For  each  time  the 
magnification  is  increased  by  one,  the  image  plane  is  moved 
away  from  the  lens  through  exactly  one  true  focal  distance,  and 
each  time  the  image  is  diminished  by  one  magnification  the 
object  is  moved  through  1 P.  If,  therefore,  we  measure  the 
interval  through  which  the  screen  is  moved  to  produce,  say, 
four  or  five  successive  magnifications,  and  take  the  mean  of 
these  distances,  wTe  shall  arrive  at  a very  close  estimate  of  the 
true  value  of  P. 

§ 68.  Method  of  making  Enlargements. — Pictures  or 
negatives  may  be  enlarged  or  reduced  by  means  of  an  ordinary 
camera,  or  by  employing  an  optical  bench.  The  usual  method 
is  to  have  a camera  fitted  to  a lantern  furnished  with  a con- 
denser. The  negative  slides  into  a groove  at  one  end,  close 
behind  the  condenser,  the  contained  square  of  which  must 
be  slightly  longer  than  the  hypotenuse  of  the  slide,  i.e.  if  a 
quarter-plate  negative  is  to  be  enlarged  the  condenser  should 
not  be  less  than  5|in.  The  negative  should  be  capable  of  slight 
lateral  and  vertical  adjustment,  so  as  to  get  the  desired  part  of 
the  picture  on  to  the  plate,  and  the  back  of  the  camera  should 
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have  a swing  motion  both  backwards  and  forwards,  so  as  to 
correct  any  distortion  of  convergence  in  the  negative  by  inclin- 
ing it  in  the  opposite  direction.  In  this  case  the  ground  glass 
should  be  tilted  until  the  sides  are  quite  straight,  and  the  plate 
carrier  inserted  in  the  same  position.  This  being  done,  a small 
stop  should  be  placed  in  the  lens.  If  the  distortion  be  caused 
through  taking  the  negative  with  a single  combination,  or  a 
landscape  lens,  i.e.  if  it  be  pin-cushion  or  barrel-shaped,  the  lens 
and  stop  should  be  turned  round  the  other  way,  so  as  to 
produce  distortion  of  the  opposite  character,  the  two  thus 
neutalizing  each  other ; when  the  negative  may  be  taken  as 
before. 

In  order  to  focus  with  great  accuracy  either  Clercs’  twin- 
diaphragm  slot  (Fig.  137)  may  be  inserted  between  or  in  front 
of  the  combinations,  or  one  of  Houghton’s  ruled  screens  maybe 


Fig.  126. — A simple  form  of  Enlarging  Easel  (Perken  & Son). 


put  in  the  object  plane  in  contact  with  the  object  and  the 
lines  focussed  on  the  plate  or  sensitive  paper,  the  image  being 
examined  with  a loupe.  When  the  lens  is  nearly  in  the  correct 
position  the  focussing  should  be  performed  by  moving  the 
focussing-screen  and  not  by  the  lens,  which  should  be  left 
alone.  When  focus  is  obtained  the  twin  diaphragm  or  the  ruled 
screen  is  removed  and  the  object  will  then  be  in  focus. 

When  making  lantern  slides  (diapositives),  copies,  or  carbon 
enlargements  a very  slow  plate  should  be.  used  since  the  silver 
deposit,  i.e.  the  grain  of  the  plate,  increases  in  coarseness  with 
the  rapidity.  One  should  therefore  use  either  lantern  plates 
specially  prepared  for  this  purpose,  or  at  any  rate  a “ process  ” 
plate,  or  failing  that  a slow  “ordinary”  plate.  Dry  collodion 
plates  are  preferred  by  some.  But  for  this  purpose  no  plate 
has  ever  been  made  to  beat  the  old  wet  collodion  plate.  For 


PHOTOGRAPHIC  OPTICS 


172 

microphotographs  and  coloured  objects  an  isochromatic  plate 
and  filter  screen  are  essential. 

Where  considerable  magnification  or  reduction  is  required 
it  is  best  to  have  a strongly  made  table  provided  with  parallel 


Fig.  127.— Sanders  & Crowhurst’s  Folding  Table  for  Enlargements 
and  Lantern  Slide  making. 


rails  with  the  distance  between  the  negative  and  the  end  of  the 
table  marked  off  on  a scale  (see  Figs.  127  and  128).  The 


space  between  the  lens  and  the  screen  must  be  covered  in  with 
bellows  like  a camera,  or,  if  that  is  not  done,  the  source  of 
illumination  must  either  be  outside  the  room,  or  else  so  covered 
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in  that  all  the  light  passes  through  the  lens,  and  thus  fogging 
the  sensitized  film  or  paper  prevented.  In  making  bromide  or 
carbon  enlargements  it  is  advisable  to  use  an  upright  board  in 
the  place  of  the  focussing-screen,  which  should  be  covered  by  a 
sheet  of  white  paper.  The  board  should  be  capable  of  being 
moved  to  and  fro  along  the  rails  so  as  to  preserve  its  plane 
parallel  to  the  negative.  When  the  image  is  as  sharp  as 
possible  all  over,  the  lens  should  be  covered  with  a cap  in 
which  a piece  of  red  or  orange  glass  has  been  fitted,  and  the 
sensitized  paper  pinned  over  the  focussing-sheet.  The  coloured 
image  will  enable  the  operator  to  adjust  the  bromide  paper  in 
position  without  fear  or  fog.  The  light  which  passes  through 
the  lens  will  not  fog  the  sensitized  paper,  but  scattered  light 
may,  and  of  course  any  light  which  reaches  the  paper  direct 
without  having  passed  through  the  lens  is  sure  to  do  so.  Hence 
in  taking  two  pictures  on  one  plate,  half  the  plate  may  be 
screened  off,  a piece  of  cardboard  being  placed  half  an  inch 
away  from  the  plate,  and  still  the  demarcation  between  the  two 
pictures  will  be  sharp,  although  the  light  which  passed  through 
the  lens  covered  the  whole  area  occupied  by  the  plate. 

The  time  of  exposure  may  first  be  ascertained  by  trial  on  a 
small  slip  of  bromide  paper,  pinned  on  the  focussing-sheet,  and 
successive  portions  uncovered  with  a card 
for  periods  of  5,  i,  1,  2,  and  3 times  the 
probable  exposure  necessary.  The  strip 
is  then  developed,  or  a trial  print  may 
lie  made  in  the  printing-frame  mentioned 
in  § 97,  “ Practical  Hints,”  No.  3.  But 
preferably,  and  with  much  less  trouble, 
either  Watkins’  Exposure  Meter  (Fig.  129) 
or  Wynne’s  Sensitometer  may  be  used, 
along  with  Dawson’s  Densitometer  Box 
(Houghton  & Co.).  In  all  cases  the  time 
of  exposure  varies  directly  as  the  square 
of  the  distance  of  the  image  from  the 
lens,  and  inversely  as  the  square  of  the 
F/No.  of  the  stop.  The  distance  of  the  object  makes  no  difference 
to  the  time  of  exposure. 

For  the  purpose  of  producing  lateral  inversion  either  a 
mirror  or  a reversing  prism  may  be  used  (see  page  163). 

The  source  of  light  may  be  direct  skylight  (a  window  facing 
the  north  is  to  he  preferred),  or  a board  covered  with  white 


Fig.  129. — Watkins’ 
Bee  Meter. 
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blotting  paper,  or  a sheet  of  white  cardboard  or  enamelled  glass 
should  be  fixed  at  an  angle  of  45°  with  the  bottom  of  the 
negative,  and  the  light  of  the  sky  thrown  on  to  the  negative  by 
reflection.  A mirror  is  not  advisable,  as  it  reflects  thfe  clouds, 
which  cause  shadows  on  the  negative.  In  England  daylight  is 
so  variable,  that  artificial  light  should  be  employed  whenever  it 
is  possible.  For  this  purpose  either  the  are  light,  limelight, 
acetylene  light,  or  a single  paraffin  burner  may  be  used.  The 
mercury  vapour  lamp  has  been  strongly  recommended,  but  the 
tube  must  be  very  short  or  screened  off  so  as  to  use  only  a very 
small  piece  of  it.  The  light  is  exceedingly  rich  in  violet  rays. 
Many  photographers  place  a screen  of  white  tissue  paper,  or 
better,  a fine-ground  glass,  just  in  front  of  the  negative,  i.e. 
between  it  and  the  condenser,  or,  as  Perken  & Son  adopt,  in 
contact  with  the  front  of  the  condenser,  so  as  to  diffuse  the  light 
more  equally,  which  it  does,  but  it  increases  the  exposure  by 
about  25  per  cent.,  and  we  believe  interferes  with  critical  defini- 
tion. It  certainly  does  so  in  the  case  of  microphotography. 
It  is  never  advisable  to  have  two  sources  of  light  side  by  side,  as 
they  give  rise  to  blurring  or  even  double  images.  This  is  ex- 
ceedingly marked  in  the  case  of  a Nernst  triple-rod  light  when 
one  of  the  side  rods  is  not  in  working  order,  and  only  the 
central  and  lateral  rods  are  incandescent.  Whatever  light  is 
used,  it  should  be  single,  and  as  bright  and  small  as  possible, 
otherwise  the  image  will  suffer  in  definition.  All  the  light 
which  passes  through  the  condenser  should  come  to  a focus  as 
near  the  equivalent  point  of  the  lens  as  possible.  This  is  not 
essential,  but  by  this  means  all  the  light  is  made  use  of.  If  this 
is  not  done  the  cone  of  light  should  fill  the  condenser  and  none 
of  the  light  allowed  to  pass  outside.  Watson’s  new  Actinolux 
lens  is  especially  adapted  for  copying  and  process  work,  as  the 
glass  is  highly  transparent  to  the  ultra-violet  rays,  which  are 
mostly  absorbed  by  other  kinds  of  glass.  Inasmuch  as  con- 
densers are  very  costly  and  cumbersome  to  cover  negatives 
larger  than  quarter-plate  size,  it  is  often  necessary  to  preserve 
even  illumination  by  other  means  for  the  purpose  of  copying 
large  negatives,  or  making  lantern  slides  from  them.  For  this 
purpose  Hughes  has  brought  out  his  “Alphengo”  enlarging 
lantern,  which  requires  no  condenser,  and  negatives  of  all  sizes 
can  be  copied.  The  principle  is  due  to  the  scattering  of  rays 
from  two  sources  of  light  which  shed  the  rays  in  all  directions 
on  to  a white  enamelled  plate,  exactly  in  the  same  way  as  is 
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done  by  his  postcard  projecting  lantern.  In  fact  this  latter  will 
answer  the  purpose  perfectly  by  replacing  the  postcard  by  a 
sheet  of  white  blotting  paper  and  putting  the  negative  anywhere 
between  the  two  screens  PP  (Fig.  185).  Perken  & Son 
supply  an  excellent  lens'  (F/5,75)  for  enlarging  purposes  (Fig. 
130).  It  gives  a brilliant  and  evenly  lit  picture,  and  will  do 
equally  well  for  lantern  work,  if  a powerful  light  is  used. 

For  copying  prints  or  other  opaque  subjects  two  lights 
should  be  used  to  illuminate  them  if  daylight  cannot  be  used. 
These  must  be  very  bright — either  60-candle-power  glow  lamps, 
or  gas  mantles.  They  should  be  fitted  with  concave  reflectors 
which  increase  the  light  thrown  on  the  object,  and  screen  the 
light  from  causing  flare  in  the  lens.  The  two  lights  should  be 
on  either  side  of  the  object  and  equally  distant.  If,  however, 


Fig.  130. — Perken  & Son’s  Grossar  Enlarging  Lens. 


coins  or  other  objects  have  to  be  photographed  in  relief,  both 
lights  should  be  placed  close  together  and  very  obliquely  at  one 
side,  the  rays  making  an  acute  angle  with  the  plane  of  the 
object.  By  this  means  the  relief  may  be  made  as  prominent 
as  you  please.  Be  sure  to  remove  the  glass  whenever  possible 
from  the  picture  to  be  copied  as  it  acts  like  a mirror,  and  not 
only  causes  large  areas  of  flare,  but  actually  reproduces  on  the 
negative  the  objects  at  the  back  of  the  camera,  and  often  the 
camera  itself.  Moreover,  I have  found  in  copying  miniatures 
without  removing  the  glass  front,  that  the  negative  shows  a 
series  of  parallel  vertical  diffraction  bands  which  quite  spoil 
the  picture.  The  camera  and  the  picture  must  therefore  be 
arranged  in  such  a position  with  regard  to  the  light  that  all 
direct  light  reaching  the  picture  is  reflected  away  from  the  lens. 
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In  other  words,  the  lens  must  not  be  in  the  line  of  the  cone  of 
rays  reflected  by  the  picture. 

§ 69.  View  Finders. — All  so-called  hand  or  snapshot 
cameras  are  fitted  with  some  means  of  enabling  the  photo- 
grapher to  see  whether  the  image  is  suitably  placed. 

This  may  be  done  in  several  ways. 

1.  By  means  of  a View  Meter  (Fig.  131). — This  consists  of  a 
frame,  hinged  to  the  end  of  a box  having  two  wires  crossing  the 
centre  and  at  a little  distance  a centering  sight  which  must  be 
in  alignment  with  the  cross  wires  and  the  eye.  The  size  of 
the  frame  and  distance  of  the  peep-hole  are  managed  so  as  to 
take  in  the  same  angle  as  the  plate.  This  is  the  plan  adopted 
in  Goerz’  Anschutz  Camera.  Where  the  peep-hole  is  in 
alignment  with  the  intersection  of  the  wires  the  camera  is 


V c 6.  w m_  e.  Le.T 
Fig.  131. 


horizontal,  and  the  plate  vertical.  If  the  camera  has  a rising 
front,  the  frame  may  be  arranged  to  be  raised  to  an  equivalent 
extent,  thus  enabling  the  operator  to  judge  of  the  effect  of  the 
rise  of  the  front. 

2.  By  a Simple  Concave  Lens.- — A pair  of  these  are  often  fitted 
into  a brass  ring  and  a plate  of  blackened  cardboard  having  an 
oblong  corresponding  to  the  plate  in  shape  cut  out  of  the  centre. 
The  lenses,  being  circular,  can  be  rotated  to  suit  either  a 
vertical  or  a horizontal  view.  Two  cross  lines  are  drawn  across 
it  with  a diamond  and  filled  in  with  red  colour. 

A peep-hole  or  small  sighting-rod  is  placed  at  the  other  end 
of  the  camera,  or  else  on  a hinge  an  inch  or  so  from  the  lens 
which  enables  the  observer  to  bring  the  knob  at  the  top  of  the 
rod  in  alignment  with  the  centre  of  the  cross  lines,  and  thus  to 
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avoid  shifting  the  image  with  the  movements  of  the  head 
(Pig.  132).1 * * *  These  two  finders  have  the  advantage  that  the 
top  of  the  camera  can  be  held  up  on  a level  with  the  eye,  which 
is  not  the  case  with  the  miniature  camera  finder  next  to  be 
described.  In  both  cases  the  frame 
may  be  made  to  be  raised  or  lowered 
to  correspond  to  the  effect  of  the 
rising-front,  as  described  in  the  first 
form. 

3.  By  a Camera  View-finder. — This 
is  merely  a very  small  camera  in 
which  the  objective  is  replaced  by  a 
simple  plano-convex  or  biconvex  lens 
of  great  intensity  (F/2)  to  give  a 
brighter  image.  A mirror  is  placed 
at  45°  at  the  end  of  the  box,  and  the 
image  formed  by  reflection  on  a small  square  of  ground  glass. 
As  the  image  is  dull  notwithstanding  the  large  aperture  of 
the  lens,  the  so-called  brilliant  view-finder  has  largely  taken 
its  place. 

4.  By  a Brilliant  View-finder  (Pig.  133). — This  is  the  invention 
of  Adams,  to  whom  all  the  improvements  in  this  finder  are 
due.  It  consists  of  one,  or  pre- 
ferably two,  plano-convex  lenses 
separated  by  an  interval,  and 
having  their  convex  sides  towards 
the  object  (Pig.  134).  The  mirror 
is  employed  as  before,  but  instead 
of  a ground  glass  the  image  is 
formed  just  below  a third  plano- 
convex lens  which  replaces  the 
ground  glass. 

In  this  figure  Li  and  L2  repre-  _ 100  _ ....  . TT. 

, & j i r t Fig.  133.— Brilliant  View- 

sent  the  two  convergent  lenses, JLi3  finder. 

the  magnifying  lens,  MM  the  plain 

mirror. 

The  rays  converged  by  Lx  and  L.,  are  reflected  by  the  mirror 
and  come  to  a focus  just  below  L3  where  the  image  plane 
is  represented  by  an  arrow.  This  image  is  real,  erect,  and 

1 In  the  latest  models  of  the  Anschutz  a short-focus  magnifying  lens 

is  fitted  in  the  place  of  the  peephole,  just  within  its  focal  distance  from 

the  meter. 

N 


Pig.  132. 
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inverted  laterally.  The  image  that  one  sees  is  not  this  one,  but 
a very  slightly  enlarged  virtual  image  formed  by  the  mirror  M a 
little  further  away.  It  is  also  erect  and  laterally  inverted.  The 


dotted  arrow  indicates  the  position  the  image  would  have  if  the 
mirror  were  removed.  It  is  real  inverted,  as  well  as  laterally  so, 
and  is  at  the  common  principal  focus  of  L2  and  L2.  The  image 
is  very  brilliant  and  does  not  require  to  be  screened  from  the 
light  as  does  the  ground-glass  image,  but  the 
single  lens  pattern  is  open  to  the  objection 
that  it  shifts  slightly  with  the  movements 
of  the  observer’s  head.  This  has  been  over- 
come by  the  introduction  of  the  second  lens. 
By  this  means  the  front  lens  acts  like  the 
view  lens  of  a telescope  ocular  and  con- 
denses the  image  so  that  more  of  the  object 
can  be  imaged  on  the  screen  than  could  be 
done  with  a single  lens.  Moreover,  the  two 
lenses  not  only  enable  the  curvature  of  the 
front  lens  to  be  reduced,  but  what  is  more 
important,  bring  the  image  plane  close  under- 
neath the  magnifying  lens  L3,  for  it  is  obvious 
the  closer  the  image  plane  lies  to  the  lens 
the  less  is  the  parallax.  All  reflecting-mirrors 
cameras  of  necessity  give  rise  to  lateral  in- 
version, but  in  a view-finder  it  is  of  no  conse- 
quence, since  the  image  is  correctly  represented  on  the  plate,  but 
if  this  inversion  is  objected  to  it  maybe  got  rid  of  by  a reversing 
prism  placed  inside  the  view-finder,  as  has  been  done  by  Adams  in 
another  pattern.  But  I doubt  if  the  advantage  is  worth  paying  for. 


Fig.  135. — Adams’ 
Adjustable  View- 
finder. 
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The  ordinary  view-finder  gives  no  indication  how  the  rising 
or  falling  front  of  the  camera  which  carries  the  lens  affects  the 
position  of  the  image.  Adams  has  ingeniously  got  over  this 
difficulty  by  attaching  a lever,  A (Fig.  135),  to  the  miniature  front 
of  the  view-finder  F,  the  other  end  of  which  is  fixed  on  to  the 
camera  body.  Since  the  view-finder  is  attached  to  the  front  of 
the  camera,  when  the  front  is  raised  or  lowered  the  view-finder 
F moves  with  it,  and  owing  to  the  attachments  of  the  lever,  the 
front  of  the  view-finder  carrying  its  lens  L moves  up  or  down 
in  exact  proportion  to  the  lens  of  the  camera,  the  amount  of 
movement  in  each  case  being  strictly  proportional  to  the  focal 
lengths  of  the  camera  and  view-finder  lenses  respectively. 

§ 70.  Focussing’. — The  ground  glass  used  for  focussing 
should  be  as  fine  in  grain  as  possible,  and  accurately  in  register 
with  the  plate.  In  an  emergency  a piece  of  oiled  tissue-paper 
pasted  on  to  a piece  of  clean  glass  forms  a fair  substitute.  Or 
the  film  may  be  washed  off  a plate  and  the  latter  rubbed  over 
with  a piece  of  putty,  or  rubbed  well  with  fine  emery,  sand- 
paper, or  pumice.  A hot  solution  of  gelatine  in  milk  poured 
over  a clean  glass  plate  forms  an  exceedingly  fine  grain  when 
dry.  It  is  recommended  for  critical  focussing,  a second  screen 
of  clear  glass  being  used  for  the  final  examination  of  the  image 
through  a magnifier. 

For  the  finest  focussing  a microscope  cover  glass  is  cemented 
with  a drop  of  Canada  balsam  on  to  the  centre  of  the  ground 
glass,  on  which  previously  a fine  cross  is  made  with  a diamond 
or  ink,  and  the  aerial  image  then  examined  by  a magnifier. 
The  cement,  by  filling  up  the  inequalities  of  the  ground  glass, 
renders  the  surface  quite  transparent.  The  object  of  the 
cross  is  to  enable  the  photographer  to  adjust  his  visual  accom- 
modation for  the  plane  of  the  glass,  otherwise,  by  altering  the 
accommodation,  he  might  focus  in  a plane  further  from  the  lens 
than  the  real  focal  plane,  since  he  is  focussing  an  aerial  image. 
A second  coverslip  may  be  affixed  in  the  same  way  near  each 
corner  of  the  screen. 

It  is  by  no  means  easy  to  ascertain  whether  the  image  on 
the  ground  glass  is  the  sharpest  possible.  If  the  object  is  dark, 
or  indoors,  and  the  light  feeble,  it  is  a good  plan  to  lay  a piece 
of  white  printed  paper  against  the  object  and  focus  the  type,  or 
in  the  case  of  a portrait,  for  the  sitter  to  hold  the  paper  on 
the  plane  of  the  ear.  The  image  should  be  examined  with  a 
magnifying  lens  of  about  2i-in.  or  3-in.  focus.  The  best  form 
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consists  of  either  an  achromatic  lens,  such  as  the  object  glass  of 
a low-power  opera  glass,  fixed  into  the  top  of  a short  tube,  or 
else  an  ordinary  Eamsden  ocular  (Pig. 
136),  such  as  is  supplied  with  a compound 
microscope  or  telescope. 

Either  form  is  arranged  to  slide  in  an 
outer  tube,  and  can  be  fixed  by  a clamping 
collar  ( a , Pig.  136).  The  focusser  is  then 
placed  with  the  outer  tube  flat  against  the 
outside  of  the  screen  and  the  lens  tube 
clamped  when  the  cross  is  in  best  focus. 

If  dark  interiors  have  to  be  photo- 
graphed it  is  a good  plan  to  focus  on 
some  object  in  the  middle  distance  with 
the  full  aperture,  and  then  to  stop  down 
until  the  extreme  distance  is  quite  sharp. 
This  will  give  a crisp  image  all  over. 

When  photographing  microscopic 
specimens  or  line  drawings  Clerc’s  twin- 
diaphragm  slot  is  most  useful  (Fig.  137). 
This  consists  of  a piece  of  black  card- 
board or  metal  of  such  a size  that  it  will 
just  drop  into  the  diaphragm  slot.  If 
the  lens  be  not  provided  with  a Waterhouse  slot,  the  front 
lens  should  be  temporarily  removed  and  the  cardboard  trimmed 
round  so  as  to  fit  against  the  iris  diaphragm, 
which  should  be  fully  opened.  A circle 
is  made  with  compasses  the  size  of  the 
full  opening,  and  two  arcs  of  the  circle 
removed  each  a fourth  of  the  diameter  of 
the  circle,  as  in  Pig.  137.  The  stop  will 
now  have  two  openings.  Replace  the  stop 
and  lens.  If  now  a line  or  a thin  strand 
of  tissue  in  the  specimen  be  focussed,  it 
will  appear  as  a double  line  on  the  screen, 
which  will  fuse  into  a single  line  when 
the  focus  is  sharp.  If  the  lines  cannot 
be  made  to  coalesce  the  lens  is  defective. 
Fallowfield’s  ruled  screens  (Pig.  138),  if 
put  over  or  in  the  plane  of  a negative,  will 
greatly  facilitate  critical  focussing.  For  the  purpose  of  examining 
the  image  a convex  lens,  or,  better  still,  an  achromatic  Zeiss’ 


Fig.  137.— Clerc’s 
Twin  Diaphragm. 


Fig.  136. — Eamsden 
Eyepiece,  adjusted 
with  sliding  tube 
so  as  to  bring  the 
focus  on  to  the 
screen,  a , Clamp- 
ing collar ; b,  Inner- 
tube  ; c Outer 
tube. 
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loupe  or  Eamsden  eyepiece  capable  of  adjustment  is  most 
useful.  There  are  quite  a number  of  patterns  to  be  obtained 
at  the  dealers’.  Houghton  & Sons  make  a good  form. 


/S48 

Fig.  138. 


§ 71.  The  Size  and  Shape  of  the  Photographic  Image 
compared  with  that  produced  by  the  Human  Eye. — It 

is  frequently  asked,  “ If  the  eye  is  a camera  and  the  image  on 
the  retina  is  so  minute,  how  is  it  that  we  see  objects  so  very 
large  compared  with  the  picture  obtained  by  the  largest 
camera  ? ” The  following  is,  I believe,  the  correct  explanation, 
although  I have  never  seen  it  referred  to  in  any  book.  We 
know  that  the  size  of  the  image  is  to  the  object  as  the  distance 
of  the  image  from  the  optical  centre  (posterior  equivalent  point) 
of  the  lens  is  to  the  distance  of  the  object  from  the  same  point 
(or,  more  exactly,  from  the  anterior  equivalent  point  of  the  lens). 
In  other  words 

I _ posterior  conjugate  distance 
O anterior  conjugate  distance  ' ’ L J 


Now,  the  eye  represents  a camera  having  a focal  length  of 
15,5  mm.  (roughly  f in.).  Consequently  a 6-in.  (quarter-plate) 
lens  gives  an  image  about  ten  times  as  large  as  does  the  eye. 

Consider  the  following  case.  A child  1 metre  in  height 
stands  50  ft.  away.  Compare  the  size  of  the  image  on  the 
retina  with  a camera  fitted  with  a 6-in.  lens.  Fifty  feet  is  ap- 

I 15  5 mm 

proximately  15,5  metres  = 15,500  mm.  Now  t=t  = ^-g  hn — 

r J ’ O 15,500  mm, 

or  as  YUon-  Consequently  the  retinal  image  of  the  child  will  be 

represented  by  a tiny  spot  the  ~oo  a metre,  or  1 mm.  high. 
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Since  6 in.  = nearly  15,5  mm.  the  image  on  the  plate  will  be 
ten  times  as  large,  or  1 cm.  high.  Nevertheless  the  child 
appears  immense  compared  with  the  size  of  the  child  as  seen 
in  the  print.  Why  is  this  ? 

The  thing  we  perceive  is  not  the  inverted  speck  on  our 
retina,  but  the  image  of  this  image  projected  on  to  the  plane  of 
the  object  itself.  That  it  is  not  the  object  which  we  see  can  be 
readily  shown.  We  have  only  to  put  an  8°  prism  base  down  in 
front  of  our  eye,  and  we  see  the  real  child  as  before  with  one 
eye,  and  the  projected  image  with  the  other  eye,  exactly  the 
same  size  as  the  real  object  and  identical  in  ail  respects,  but 
slightly  above  it  in  the  air. 

What  we  see,  therefore,  is  the  mental  or  psychical  concept  of 
the  erect  virtual  image  of  an  inverted  image  of  the  object. 
Therefore  the  image  we  see  is  the  same  size  as  the  negative 
would  be,  if  it  were  to  be  enlarged  one  hundred  times  on  an 
immense  sheet  of  sensitive  paper,  and  the  print  placed  at  a 
distance  of  50  ft.  away.  A quarter-plate  enlarged  six  times 
gives  us  a picture  2 ft.  in  diameter,  allowing  a quarter  of  an  inch 
for  the  usual  margin.  If  we  look  at  this  picture  5 ft.  away  it 
subtends  exactly  the  same  angle  that  the  original  negative  does 
at  the  conventional  near  point  distance  of  10  in.,  and  yet  it  looks 
at  least  six  times  as  big.  If  therefore  we  enlarge  the  negative 
one  hundred  times,  although  at  50  ft.,  it  subtends  the  same  angle 
as  does  the  image  on  the  retina  examined  from  the  nodal  point 
of  the  eye  or  the  quarter-plate  print  at  6 in.  away. 

Again  you  may  ask : If  this  explanation  is  correct,  why  do 
we  see  things  magnified  in  a telescope  or  opera  glass  ? Here 
the  case  is  quite  different.  The  telescope  or  opera  glass  is  really 
an  attachment  to  the  eye  by  means  of  which  the  nodal  point  is 
removed  a great  deal  further  forward.  In  fact,  a telescope  is 
merely  a gigantic  eye  in  which  the  “ cornea  ” is  formed  by  the 
object  glass  of  the  instrument,  so  that  when  one  is  looking 
through  a 6-ft.  telescope  one  is  really  using  an  eye  6 ft.  in 
diameter.  The  magnification  of  a telescope  or  opera  glass  may 

(X) 

be  expressed  by  the  ratio  — , in  which  w is  the  angle  which  the 

object  subtends  with  the  naked  eye,  and  G the  angle  which  the 
same  object  subtends  at  the  image  circle  (just  outside  the  eye 
glass)  of  the  instrument.  This  is  known  as  Abbe’s  definition  of 
magnification. 

If  you  look  at  the  moon  through  a telescope  and  you  place 
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a ground  glass  focussing-screen  at  the  principal  focus  of  the 
instrument,  i.e.  at  the  front  focus  of  the  eyepiece  just  within 
the  tube,  you  will  notice  that  this  image,  if  viewed  from  a 
distance  practically  equal  to  the  length  of  the  telescope,  is 
exactly  the  same  size,  and  will  therefore  subtend  the  same  angle 
as  does  the  moon  seen  by  the  unaided  eye.  This  may  be  easily 
proved  by  cutting  out  a disc  of  paper  the  size  of  the  moon’s 
image  on  the  screen  and  placing  it  at  the  focal  distance  of  the 
telescope  objective  away.  It  will  then  be  found  to  exactly  cover 
the  moon’s  disc. 

Suppose  the  telescope  be  12  ft.  long,  or  144  in.,  and  the  near 
point  of  vision  10  in.  If  we  examine  the  image  on  the  focussing- 
screen,  we  shall  see  the  moon  under  an  angle  or  14^j  times 
as  great  as  with  the  naked  eye.  If,  instead  of  a telescope,  we 
turn  our  6-in.  camera  to  the  moon,  the  disc  will  appear  at  10  in. 
away,  six-tenths  as  large  as  with  the  naked  eye.  If  we  use  a 10-in. 
lens  it  will  appear  the  same  size.  Hence  the  magnification  of 
a lens  in  a camera  may  be  expressed  by  the  focal  length  of  the 
lens  in  inches  divided  by  10  (the  conventional  near  point  of 
vision). 

Eeturning  to  our  telescope.  If  we  view  the  image  still 
nearer  by  looking  at  it  through  an  eyepiece,  we  shall  see 
the  image  still  larger.  Thus,  suppose  the  eyepiece  has  a 
focal  distance  of  ~ in.,  then  the  image  will  appear  twenty  times 
larger  than  before,  or  288  times  as  big  as  seen  with  the  naked 
eye.  This  explains  the  meaning  of  the  rule  that  the  magnifica- 
tion of  a telescope  or  opera  glass  is  equal  to  the  focal  length  of 

F 

the  object  glass  divided  by  that  of  the  ocular,  M = ^r,  or,  in  the 

-C  2 

144 

above  case,  — — = 288  times. 

2 

A camera  may  at  once  be  converted  into  an  astronomical 
telescope  by  removing  the  focussing-screen  and  holding  a little 
outside  its  plane  an  ordinary  magnifying  lens,  or  better  still, 
another  camera  lens  of  shorter  focus.  This  converts  it  at  once 
into  a telescope,  and  you  may  get  almost  any  magnification  you 
please  by  increasing  the  power  of  the  magnifier,  the  only 
limitation  being  the  loss  of  light  and  constriction  of  the  size  of 
the  field.  Of  course,  in  this  case,  the  image  will  be  inverted. 
If,  however,  you  hold  a strong  concave  lens  a little  ivithin  the 
plane  of  the  focussing-screen,  you  will  make  a really  very 
efficient  opera  glass,  and  the  image  will  be  right  way  up.  In 
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fact,  it  is  quite  worth  while,  when  touring,  to  keep  a couple  of 
strong  “short-sighted”  spectacle  lenses  in  the  pocket,  a -20D 
(2  in.)  and—  40D  (1-in.)  focus  are  perhaps  the  most  useful. 
For  example,  supposing  you  have  a 5 x 4 camera  fitted  with 
a 6-in.  lens  of  wide  aperture,  all  you  have  to  do  is  to  remove 
the  focussing-screen  and  rack  in  an  inch  (if  using  the  - 401) 
lens).  Steady  the  wrist  against  the  side  of  the  camera,  which 
is  best  fixed  on  a stand  for  further  steadiness,  and  hold  the 
lens  in  the  former  position  of  the  camera  screen,  or  still 
better,  substitute  a sheet  of  clear  glass  for  the  ground  glass, 
and  place  the  lens  against  it.  You  will  now  have  an  excellent 
monocular  Galilean  telescope  or  opera  glass,  having  a magni- 
fication of  y,  i.e.  six  times.  This  is  about  the  highest  power 


L 


you  can  use  with  advantage.  If  you  use  the  — 20D  you 
must  rack  in  2 in.,  and  you  will  get  a magnification  of  §,  or 
three  times. 

§ 72.  Lateral  Distortion.  — If  you  place  a number  of 
billiard  balls  in  a horizontal  row,  and  focus  on  the  centre  one, 
you  will  notice  they  will  become  oval  laterally  as  they  are 
imaged  towards  the  margin  of  the  plate  (Fig.  139).  In  fact,  the 
oval  shape  (i.e.  the  proportion  between  the  two  axes  of  the 
ellipse,  i.e.  the  vertical  and  lateral  diameters)  varies  as  the  secant 
of  the  angle  of  obliquity.  By  the  angle  of  obliquity  I mean 
the  angle  which  the  oblique  ray  drawn  from  the  optical  centre 
of  the  lens  and  the  image  forms  with  the  axis,  while  the  secant 
of  this  angle  is  the  length  of  this  oblique  ray  in  the  angle  ALB 
divided  by  the  length  of  the  axial  ray  from  the  optical  centre  to 
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the  screen,  or 


The  secant  is  the  reciprocal  of  the  cosine,  or 


cosl?’  ^ being  Lie  angle  in  question. 

This  distortion  is  very  small  for  small  angles,  but  increases 
very  rapidly  when  the  angle  exceeds  40°.  Thus,  for  an  angle 
of  60°,  the  long  diameter  of  the  oval  ball  is  twice  the  height,  as 
will  be  noticed  in  the  figure. 


Thus  if  0 = 10°  the  proportion  between  the  two  axes  is  as  1 : 1,01 
20°  „ „ „ „ 1 : 1,06 

30°  „ „ „ „ 1 : 1,15 

40°  „ „ „ „ 1 : 1,30 

50°  „ „ „ „ 1 : 1,55 

60°  „ „ „ „ 1:2 


Of  course  the  angle  6 embraces  only  half  the  plate,  i.e.  from 
the  middle  line  to  the  side,  so  that  in  practice  such  extreme 
distortion  is  rare,  as  only  lenses  like  Goerz’  Hypergon  embrace 
an  angle  of  120°.  However,  since  a very  little  lateral  distortion 
will  entirely  change  the  appearance  of  a person’s  face,  it  is  well 
to  avoid  using  wide-angle  lenses  when  photographing  groups. 
But  for  any  angle  under  60°,  or  30°  for  the  half-angle  9,  the 
distortion  is  not  noticeable,  except  in  portraiture,  for  even  at 
30°  the  ratio  is  only  1 : 1,15,  as  will  be  seen  from  our  table. 

The  above  shows  us  the  advantage  in  having  our  retina 
placed  at  nearly  equal  distances  everywhere  from  the  nodal 
point,  by  which  all  lateral  distortion  is  avoided,  or  at  least 
rendered  imperceptible.1 

§ 73.  Conjugate  Distortion.  — This  form  of  distortion 
often  produces  very  comical  results.  Thus,  if  a horse  be 
photographed  with  his  head  facing  the  lens,  at  a distance  of  a 
few  feet,  the  head  will  be  enlarged  out  of  all  proportion  to  the 
legs,  which  are  further  away.  Or  if  a man  be  photographed 
lying  down  on  a sofa,  and  the  camera  be  placed  at  ten  times 
the  focal  length  of  the  lens  measured  from  his  feet,  and  the 


1 This  is  actually  provided  for  in  the  case  of  the  human  eye,  for  we  find 
that  the  centre  of  curvature  of  the  retinal  mirror  is  very  nearly  identical 
with  the  centre  of  rotation  of  the  eye,  and  lies  about  4 mm.  behind  the 
nodal  point.  Owing,  however,  to  the  peculiar  construction  of  the 
crystalline  lens,  the  retina  lies  in  the  curve  formed  by  the  centres  of  least 
confusion.  The  retina  is,  therefore,  in  the  most  favourable  position 
possible,  notwithstanding  that  its  centre  of  curvature  is  not  at  the  nodal 
point.  This  fact  has  evidently  been  overlooked  by  Dr.  F.  J.  Allen  in  his 
paper  (quoted  by  Bolas  and  Brown  in  their  book  on  the  “ Lens,”  p.  122). 
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smallest  stop  be  used,  it  will  be  found  that  when  the  shoes  are 
in  focus,  they  appear  like  “ No.  20’s,”  while  his  head  is  the 
size  of  an  orange.  Thus,  suppose  the  man  is  6 ft.  in  height, 
and  his  shoes  12  in.  long,  while  his  head  is  9 in.  The  lens 
having  6-in.  focal  length,  and  the  distance  of  the  lens  from  the 
soles  of  his  shoes  = 7 focal  lengths,  or  3 ft.  6 in.  Let  M = 
number  of  times  the  image  is  diminished  and  D = distance  of 
the  object  measured  in  focal  lengths.  Then 

D = 7 and  M = 7 — 1. 


The  feet  will  therefore  be  ^ or  2 in.  long,  while  his  head, 
which  is  7 + 12,  or  19  focal  lengths  from  the  lens,  will  only  be 
■—  of  9 in.,  or  | in.  long.  Consequently  his  feet  will  appear  in 
the  negative  four  times  the  size  of  his  head , or,  compared  with  the 
latter,  3 ft.  long. 

Now  place  your  eye  in  the  position  of  the  lens  and  observe 
that  the  feet  do  not  appear  at  all  out  of  proportion.  Let  us 
calculate  what  the  relative  sizes  really  are.  In  this  case,  since 
3 ft.  6 in.  = 1066  mm.,  6 ft.  = 1830  mm.,  and  12  in.  = 305  mm., 
1060 

we  find  D = g,  or  70  focal  lengths,  and  M = 69.  Conse- 

305 

quently  the  feet  will  measure  on  the  retina  -gg-  or  4,1  mm., 


while  the  head  will  measure 


9 in. 
~69~’ 


or 


228  mm. 
69 


= 3,3  mm. 


in  size. 

In  other  words,  while  on  a 6-in.  camera  screen,  the  feet 
appear  four  times  as  large  as  the  head,  in  the  eye,  at  the 
same  distance,  the  feet  are  only  a third  larger,  which  is  very 
little  larger  in  proportion  than  they  should  be  by  actual 
measurement. 

This  fact  also  explains  why,  when  standing  in  the  middle  of 
a straight  road  or  a railway  track,  and  looking  down  it,  the 
perspective  appears  correct,  whereas,  when  we  examine  a 
photograph  taken  in  the  same  position  with  the  near  fore- 
ground in  the  picture,  the  road  or  rails  appear  to  be  spread 
out  in  an  unnatural  manner  towards  the  camera,  as  shown 
in  Figs.  140  and  140a. 

We  can  now  understand  the  immense  advantage  our  eyes 
have  over  an  ordinary  camera  as  regards  the  distortion  of 
comparatively  near  objects.  In  fact,  the  eye  is  the  most  perfect 
organ  we  can  conceive  of  for  the  purposes  for  which  it  is  used. 
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Its  very  imperfections  are  advantages.  It  is  at  once  an 
autochrome  camera,  a kinematograph,  producing  life-sized 
coloured  pictures  in  motion ; a photometer,  a stereoscope,  a 
range-finder,  a microscope,  and  an  opera  glass ; while  the  whole 
apparatus  is  provided  with  a compound  non-distorting  rectilinear 
lens,  working  at  F/4,  or  in  some  cases,  F/3,  and  provided  with 
a self-adjusting  iris  diaphragm.  Helmholtz  could  hardly  have 
borne  these  facts  in  mind  when  he  stated  that,  had  an  optician 
made  him  an  instrument  as  imperfect  as  the  eye,  he  would 
have  returned  it  to  him.  But,  then,  Helmholtz  was  ever  a 
physicist  first,  and  only  a physiologist  afterwards. 

§ 74.  Shutters. — -These  may  be  placed  in  front  of,  behind, 
or  between  the  lens  components,  or  lastly,  close  to  the  plate. 


Fig.  140. — Appearance  Fig.  140a. — The  track  as  seen 

of  a railway  track  as  in  a photograph  taken  from 

seen  by  the  naked  the  same  spot  with  an  8-in. 

eye.  lens. 

Those  in  front  of  the  lens  include  single-  and  double-flap 
shutters,  Thornton  & Picard  roller-blind,  the  rotating  wheel  or 
sector,  and  to-and-fro  or  up-and-down  shutters.  They  have  the 
advantage  of  being  quickly  removed  and  transferred  to  other 
lenses,  but  they  are  somewhat  bulky,  and  in  the  way. 

Thornton  & Picard’s  Boiler-Blind  Shutter  is  most  reliable  as 
to  speed  and  is  deservedly  popular.  The  to-and-fro  or  up-and- 
down  shutters  are  apt  to  cause  vibration  if  actuated  by  a spring, 
and  are  not  much  used.  The  flap  shutters  can  be  arranged  so 
as  to  give  more  exposure  to  one  part  of  the  field  than  another, 
but  they  again  are  apt  to  shake  the  camera  if  not  carefully 
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handled.  The  Busch  Optical  Co.  make  a useful  “ up-and-down 
movement  ” shutter  which  gives  about  half  as  much  exposure 
to  the  sky  as  the  foreground. 

Dallmeyer’s  Packard  Ideal  Shutter  (Pig.  141)  is  one  of  the 


Fig,.  141. — The  Packard  Ideal  Shutter. 


best  shutters  of  this  class.  It  is  very  compact  and  the  speed  is 
controlled  by  a press  ball  and  tube. 

Shutters  behind  the  lens. — They  usually  consist  of  a large 
single  or  double  flap  which  opens  and  closes  by  pressing  and 


Fig.  142. — Dallmeyer’s  Central  Shutter. 


releasing  a ball  connected  with  a tube.  They  are  much  used  in 
studios,  since  a portrait  can  be  taken  without  the  sitter  being 
aware  of  it,  hut  they  cannot  be  worked  much  under  half  a 
second,  except  in  the  case  of  Dallmeyer’s  Central  Shutter  which 
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can  be  worked  by  hand  pressure  of  a bulb  up  to  the  Sec. 
(Mg.  142).  This  shutter  may  be  used  in  front  of  the  lens  as 
well.  It  is  perfectly  silent,  and  has  no  trace  of  shake. 

Shutters  between  the  components  of  the  lens. — Those  con- 
structed on  the  sector,  or  else  the  his  pattern,  which  open  and 
close  from  the  centre,  give  admirable  definition  since  they  act 
for  part  of  the  time  like  a small  stop  ; at  the  same  time  they  are 
fixtures  and  cannot  be  used  for  other  lenses,  and  they  admit 
more  light  to  the  centre  of  the  picture  than  the  sky  and  fore- 
ground. Unfortunately,  they  cannot  be  fitted  to  those  lenses 
which  have  their  combinations  very  close  together.  They  are 
great  favourites,  as  they  are  reliable  and  take  up  no  room. 
They  also  work  in  the  best  possible  position  since  all  the  rays 


Fig.  143. — Perken’s  Iris 
Shutter. 


Pig.  144. — Compound 
Sector  Shutter. 


cross  one  another  at  this  spot,  and  the  shutter  therefore  has  the 
least  possible  distance  to  travel.  Among  those  of  which  I have 
had  personal  experience  and  can  thoroughly  recommend  are 
Bausch  & Lomb’s  Unicum,  Automat,  and  Yoluteshutters,  and  the 
Kollos  shutter  (Zimmerman).  The  Compound  shutter  (Staley) 
and  the  Celverex  (R.  and  J.  Beck),  are  cheap  and  remarkably 
silent  and  portable.  They  are  guaranteed  accurate  (?)  to 
about  five  per  cent,  by  the  makers  Perken  & Son  produce 
a capital  little  shutter  called  the  “ Iris,”  the  speed  of  which  is 
regulated  by  a push  ball.  Goerz,  Zeiss,  and  Dallmeyer  also  make 
shutters  which  work  between  the  lenses.  These  are  superbly 
finished  and  accurate,  but  the  price  is  rather  high. 

Shutters  close  to  the  plate. — Such  is  the  focal-plane  shutter, 
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which  consists  of  a roller  blind  (Kg.  145)  having  an  adjustable 
horizontal  slit  which  is  made  to  traverse  the  plate  at  a uniform 
speed  from  above  downwards.  As  the  slit  can  be  made  very 
narrow,  and  the  movement  of  the  blind  can  be  actuated  by  a 
powerful  spring,  the  exposure  may  be  made  very  rapid,  from  the 
j^th  to  the  TffSoth  of  a second,  or  even  higher.  A focal-plane 
shutter  is  largely  used  in  photographing  rapidly  moving  objects, 
such  as  express  trains,  galloping  horses, 
birds  on  the  wing,  etc.  The  spring  release 
may  be  actuated  by  an  electrically  con- 
trolled magnet.  It  is  the  most  effective 
as  well  as  the  most  rapid  of  all  shutters, 
but  it  is  open  to  one  objection  which  is 
not  shared  by  the  other  kinds  of  shutters 
mentioned,  viz.  that  it  causes  distortion. 
If  the  shutter  moves  in  the  same  direction 
Fig.  145. — Roller-  as  the  object,  the  latter  appears  lengthened, 

blind  Shutter.  Thus  a snapshot  of  a man  jumping  from  a 
height  shows  his  body  several  inches  longer 
than  it  should  be.  To  diminish  this  defect  the  shutter  should 
be  made  to  move  in  a lateral  direction,  when  the  distortion  will 
be  at  a minimum.  In  the  case  of  slow-moving  objects  the  defect 
is  not  noticeable.  The  focal-plane  shutter  is  one  of  the  leading 
features  of  the  Ernemann,  Anshiitz,  and  Palmos  cameras.  It  is 
universally  adapted  to  reflex  cameras,  and  owing  to  its  being  placed 
so  close  to  the  plate  it  greatly  protects  the  latter  from  the  effects 
of  reflections  from  the  front  and  sides  of  the  camera.  Moreover, 
it  does  not  shake  the  lens.  These  points  are  greatly  in  its  favour. 

Recently,  Kershaw,  Thornton  Picard,  Newman  & Guardia, 
and  Goerz  have  improved  the  focal-plane  shutter  by  enabling 
the  worker  to  regulate  the  size  of  the  slit  in  the  blind  from  the 
outside,  without  opening  the  camera  ; this  is  a great  advantage 
and  should  invariably  be  adopted.1 

Should  exposures  be  required  much  shorter  than  the 
sec.,  such  as  are  required  in  photographing  the  splash  of 
water,  sound  interference  phenomena,  or  the  motion  of  rifle 
bullets,  shutters  cannot  be  employed,  but  various  methods  may 
be  adopted,  among  which  are  the  following : — 

§ 75.  Methods  of  Photographing-  the  Flight  of  Pro- 
jectiles.— Colonel  Walkin' s Method .2 — For  this  purpose  Colonel 

1 Since  this  was  written  most  of  our  leading  firms  have  followed  suit. 

2 Proceedings  of  the  Royal  InstittUion,  February,  1897,  p.  196. 
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Wat  kin  employs  a metal  drum  which  is  enclosed  in  a light-tight 
box  fitted  with  an  adjustable  photographic  lens  of  large 
aperture.  The  drum  is  covered  with  a sensitive  photographic 
film.  The  lens  is  adjusted  so  that  the  surface  of  the  drum  shall 
be  at  the  image  plane.  The  drum  is  made  to  revolve  rapidly 
and  the  speed  can  be  ascertained,  either  by  counting  the 
revolutions  of  the  wheel  on  the  spindle  outside,  or  by  the  record 
made  by  a stylus  on  the  smoked  surface  of  a drum  outside  the 
box,  but  connected  with  the  spindle  of  the  sensitized  drum 
inside.  In  the  gun  or  cannon  is  a shot  filled  with  magnesium 
flashlight  composition.  This  is  electrically  ignited  just  before 
the  gun  is  fired.  The  lens  can  be  focussed  on  any  point 
between  the  muzzle  and  30  ft.  or  so  in  front  of  it.  The 
brilliant  light  issuing  from  the  shot  will  impress  a curved  line 
on  the  film  which  from  the  known  speed  of  the  drum  gives  the 


Pig.  146. 


exact  speed  of  the  shot  from  the  point  at  which  it  leaves  the 
muzzle  to  28  or  30  ft.  beyond  it. 

Topler’s  Method. — In  a most  ingenious  way  Professor  Topler 
has  been  able  to  demonstrate  photographically  the  waves  of 
compression,  or  strain  set  up  in  the  air  during  the  passage  of  a 
rifle  bullet  or  by  an  explosion.  For  this  purpose  two  small 
brass  knobs,  B (Fig.  146),  are  connected  directly,  by  the  lower 
wire  with  the  outside  of  a Leyden  jar,  and  by  the  upper  wire 
(interrupted  by  a space,  A)  with  the  brass  knob  communicating 
with  the  inside  of  the  jar.  When  the  shot,  G,  is  fired  it  touches 
the  two  knobs  at  B,  connects  the  circuit,  and  discharges  the 
jar,  the  spark  passes  across  the  two  knobs  at  A,  and  illuminates 
the  detonation  wave  in  front  of  the  bullet.  The  camera,  K,  is  in 
focus  for  the  plane  at  B.  Covering  half  the  lens  aperture  is 
a screen,  D.  If  this  were  removed  the  bullet  alone  would 
be  photographed,  but  by  placing  the  screen  in  front  of  half 
the  lens  a diffraction  image  is  produced  which  renders  the 
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remarkable  condensation  waves  (Knallwelle)  clearly  visible  on 
the  negative. 

These  head  and  tail  waves  are  called  Knallwelle  or  “ crack  ” 
waves,  because  the  bullet  or  shot  in  its  travels  carries  with  it  a 
series  of  air  waves  which  reach  the  ears  of  the  men  at  the  target 
as  a sharp  crack  some  considerable  interval  of  time  (often  more 
than  a second)  before  the  big  explosion  wave  arrives.  In 
Fig.  147  three  cones  are  visible.  These  are  due  to  the  conden- 
sation of  the  air  produced  by  the  projectile  and  partly  to  the 
sparking  (inner  plug).  On  close  inspection  of  the  figure  three 
partial  displacement  images  of  the  projectile  can  be  clearly  made 
out.  These  are  due  to  the  oscillation  period  of  the  spark,  which 
from  careful  measurement,  and  knowing  the  rate  of  move- 
ment of  the  projectile,  is  found  to  be  8001000  sec.  Thus  if 
the  displacement  measures  about  0,8  mm.,  since  the  shot  is 


Pig.  149. 


travelling  974  metres  per  second,  the  oscillation  will  correspond 

t0  97®®  * 0^8 or  SOW®  seo'  (approximately). 

Mach's  Method. — Instead  of  a lens,  Professor  Mach  employs  a 
concave  spherical  mirror  of  23-ft.  radius. 

By  means  of  a condensing  lens,  h,  a life-size  image  of  the 
spark  is  projected  on  to  the  diffraction  screen,  S,  of  the  camera. 
The  latter  is  focussed  so  as  to  form  a sharp  image  of  the 
projectile  on  the  screen. 

By  means  of  the  keyboard  A the  passage  of  the  shot  makes 
contact  and  discharges  the  large  Leyden  jar  C,  which  sparks  the 
battery  B,  and  illuminates  the  plane  of  the  projectile.  This  is 
an  improvement  over  the  former  apparatus,  since  the  sparking 
occurs  after  the  shot  has  passed  A,  and  is  therefore  free,  so  that 
the  sparking  wave  does  not  interfere  with  the  head  and  tail 


PLATE  V. 


Fig.  147. — A blunt-nosed  aluminium  projectile  travelling  at  the  rate 
of  974  metres  per  second  ( x 2 diameters). 


Fig.  148. — A near  pointed  brass  projectile,  showing  head  and  tail  waves 
travelling  at  the  rate  of  420  metres  per  second  (x  2 diameters). 
Both  these  photographs  are  untouched,  and  are  reproduced  here 
by  the  kind  permission  of  Messrs.  Horwitz. 

To  face  p.  192.] 


FORMATION  OF  IMAGE  ON  SCREEN 


193 


waves  of  the  shot.  Secondly,  the  arrangement  of  the  sparking 
apparatus  at  B,  which  throws  a beam  through  the  lens  on  to  the 
mirror  and  so  back  on  to  the  shot,  is  a much  more  certain  way 
of  illuminating  the  object  than  the  former  method. 

§ 76.  Efficiency  of  a Shutter. — This  signifies  the  ratio 
between  the  actual  exposure  of  a shutter  and  that  which  it 
would  give  if  it  were  at  full  aperture  the  whole  time.  In  this 
case  the  exposure  is  taken  as  unity,  and  to  this  all  shutters  are 
compared.  Since  it  is  impossible  to  have  the  shutter  fully  open 
all  the  time,  except  in  the  case  of  flashlight  exposure  in  a dark 
room,  the  efficiency  of  all  shutters  is  expressed  by  a fraction. 
It  is  therefore  important  to  bear  in  mind  that  as  the  efficiency 
diminishes,  the  light  admitted  must  be  proportionately  increased 
by  opening  out  the  diaphragm.  Thus,  if  the  efficiency  of  the 
shutter  is  0,5,  the  next  larger  stop  should  be  used  than  the 
exposure  tables  would  indicate.  For  example,  when  using  an 
iris  shutter,  the  efficiency  of  which  is  0,5,  if  the  tables  give  N 
per  sec.  with // 16,  one  must  either  open  the  diaphragm  to  // 11 
to  give  the  correct  exposure,  or  double  the  indicated  exposure. 

If  two  straight  edges  open  from  the  centre  of  a circle  and 
close  again,  the  efficiency  is  0,576.  In  the  case  of  the  iris 
diaphragm  working  between  the  lenses  (the  usual  form)  the 
efficiency  is  0,33. 

When  a square  opening  crosses  a circular  opening,  as  in  the 
so-called  guillotine  drop  shutter,  the  efficiency  is  0,5.  When 
one  circular  opening  crosses  another  the  efficiency  is  0,424. 

In  the  focal-plane  shutter  the  rapidity  is  regulated  in  two 
ways  : firstly,  by  the  tension  of  the  spring,  and  secondly,  by  the 
width  of  the  slit.1  As  we  have  remarked,  it  has  the  highest 
efficiency  of  any  shutter.  It  is  most  important  to  see  that  no 
shake  takes  place  when  the  shutter  is  released,  especially  in 
those  forms  in  which  the  motion  is  reversed  after  opening  to 
close  again,  as  well  as  in  some  of  the  reflex  camera  shutters. 
Many  shutters  are  quite  worthless  owing  to  this  fault.  The 
shutters  made  by  Zeiss,  Goerz,  Newman  & Guardia,  Thornton 
Picard  (Fig.  145),  Bausch  & Lomb,  Watson,  also  Bodenstock’s 
“ Sector  ” shutter  (Fig.  144),  and  the  French  “ Koilos  ” shutter 
are  all  free  from  tremor,  and  may  be  relied  on  for  workmanship 

1 In  Ross’,  Marion’s,  and  some  other  forms  of  reflex  cameras  the  tension 
of  the  spring  is  kept  uniform,  and  the  speed  is  got  by  altering  the  width  of 
the  slit.  Personally,  I am  in  favour  of  this  method,  as  altering  the  spring 
gives  rise  to  complications  and  uncertainty  of  action. 
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but  not  for  indicated  speed.  In  fact,  the  only  shutter  which 
can  be  absolutely  relied  on  is  one  actuated  by  gravity.  Those 
depending  on  a spring  are  bound  to  vary  at  times.  Rust,  dust, 
and  grit  are  the  chief  causes  of  shutters  “ going  wrong.”  They 
should,  therefore,  be  protected  as  far  as  possible  from  these 
sources  of  injury.  Most  amateurs  are  apt  to  ignore  this. 

For  many  shutters,  especially  focal-plane  (roller-blind) 
shutters,  a drop  of  sewing  machine  oil  will  be  found  useful  if 
the  shutter  works  slower  than  it  registers. 

§ 77.  Calculation  of  the  Slowest  Speed  of  Shutter 
necessary  to  Photograph  a Moving  Object  without 
Visible  Blurring. — Let  AB  = x = distance  travelled  by  the 
object,  then  ab  — y = distance  travelled  by  the  image  on  the 
plate. 

Let  u and  v be  the  distances  of  O and  I from  the  lens  in 


inches  or  centimetres,  and  V = velocity  in  inches  or  centimetres 
per  second. 

Then,  from  similar  triangles 

ab  y v , vx  vY  . 

= '-  = ->  and  y = — - — in. 

AB  x u u u 

From  the  fundamental  formula 


111111,  wF 

„ = - + ->  or  - = =ri > and  v = 

F v u v F u u — F 

wF  . . v V 

Substituting  — — ^ for  v in  the  equation  y = — - 


we  obtain 


FV 

y ~ {u-  F) 


[78] 


Example. — A bicyclist  is  riding  across  the  field  of  view  at 
15  miles  an  hour  at  a distance  of  60  ft.  from  the  camera.  The 
focal  length  of  the  lens  = 6 in.  What  is  the  slowest  permissible 
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speed  of  the  shutter,  i.e.  the  diameter  of  the  confusion  circle 
being  -Ng  in.  (0,1  mm.)  ? 

15  miles  per  hour  = 22  x 12  in.  per  sec. 
u — 60  P = 6 

,,,  P . V 1 x 22  x 12 

therefore  y = 

1 32 

= te'  “ 2’2  “■ 

So  that  if  the  image  moves  2,2  in.  in  one  second  the  exposure 
must  not  exceed  the  five  hundred  and  fiftieth  of  a second.  If  the 
negative  is  not  intended  for  enlargement,  2e  or  ^ in.  may  be 
taken  as  the  limit  of  confusion  and  a speed  of  — a second 
will  suffice.  In  practice,  where  thick  solid  objects  are  photo- 
graphed instead  of  points,  we  need  only  consider  the  sharpness 
of  the  margins  of  objects,  so  that  we  may  take  -g-  in.  or  0,2  mm. 
as  our  limit.  This  renders  the  photograph  sharp  with  half  the 
above  speeds,  so  that  ^ sec.  might  just  do  it. 

Many  moving  objects,  such  as  the  waves  of  the  sea  or 
cascades  should  not  be  taken  with  a rapid  shutter,  as  it  gives 
a frozen  and  unnatural  appearance  to  the  water.  As  a rule, 
Yq-  to  — sec.  is  quite  short  enough  exposure. 

§ 78.  To  Measure  the  Speed  of  a Shutter. — This  is 
usually  done  by  measuring  the  length  of  the  arc  formed  on  a 
plate  after  exposure  of  an  object  which  has  been  caused  to 
rotate  by  hand  or  mechanical  means  at  a definite  speed,  say  one 
revolution  per  second.  A good  plan  is  to  turn  a bicycle  upside 
down  on  a low  table,  with  the  saddle  and  handle  bars  resting  on  it. 
Gum  a strip  of  white  paper  round  any  part  of  the  tyre,  or  affix  a 
silvered  glass  ball  anywhere  under  the  rim,  and,  with  a watch, 
turn  the  wheel  by  one  of  the  cranks  sixty  times  a minute.  A 
photograph  is  then  made,  taking  care  that  the  tyre  is  well 
illuminated,  and  that  the  whole  tyre  is  covered  by  the  plate. 
Then  the  speed  of  the  shutter 


angle  of  arc 
360 


X speed  of  revolution  in  seconds 


[79] 


Thus  : A wheel  revolves  100  times  in  40  sec.,  and  the  angle 
subtended  by  the  arc  on  the  plate  is  found  to  be  35° ; then  the 
speed  of  the  shutter  — ~ ^ ^ sec.  If  the  wheel  revolves 

in  one  second  the  speed  is  ^ = n sec. 
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Another  plan  is  to  drop  a polished  steel  ball,  or  better,  one 
of  the  silvered  glass  balls  used  on  Christmas-trees,  in  front  of  a 
black  background,  starting  from  zero  of  a centimetre  scale 
marked  in  white  lines  down  the  background.  The  ball  should 
be  well  illuminated.  If  the  shutter  attached  to  the  camera  be 
released  the  moment  the  ball  is  let  fall,  a streak  corresponding 
to  the  time  of  exposure  will  appear  on  the  developed  plate. 
Suppose  the  streak  begins  opposite  the  3 cm.  line  and  ends 
at  18  cm. 

Let  t!  — time  the  ball  took  to  descend  from  zero  to  3 cm. ; 
t = time  the  ball  took  to  descend  from  zero  to  18  cm. 

Then  t — t'  is  the  time  it  took  to  travel  from  the  3 cm.  mark 
to  the  18  cm.  mark. 


Using  the  formula  S = \yf [80] 

where  S stands  for  space  traversed  and  y for  gravity 

(32,2  ft.  per  sec.). 

we  have  S = 3 


and 


•|  = 16,1  ft.  = 495  cm. 


/.  f = 


/ 3 _ 1 
V 495  “ 12,6 


In  the  same  way,  since  S'  = 18  cm.,  we  have 

/18  _ 1 
' “ V 487  “ 5,2 


t — V — ^2  — 1^6  = 9 (aPProx-) 

so  that  the  speed  of  the  shutter  = | sec.1 

Other  methods  depending  on  the  vibrations  of  a tuning 
fork  (Steinheil  and  Koch),  or  a gas  flame  in  a glass  tube  of 
measured  length  (von  Behn’s  method),  have  been  recommended. 

Thus  let  a small  convex  mirror  be  attached  to  one  of  the 
arms  of  a tuning  fork  placed  upright  on  a table  and  a beam  of 
light  concentrated  on  it.  If  now  the  fork  be  struck  and  a snap- 
shot be  taken,  the  camera  being  slightly  moved  in  a vertical 
plane,  the  plate  on  development  will  show  a number  of  curves 
corresponding  to  the  vibrations.  Supposing  sixteen  curves 
are  noticed,  and  the  note  of  the  fork  corresponds  to  the 
middle  C (512  vibrations  per  second)  the  exposure  will  be  equal 

1 Watson  & Son  and  Beck,  among  other  opticians,  undertake  to  find  the 
various  speeds  of  any  shutter  for  a small  fixed  fee. 


PLATE  VI. 


Fig.  151. 


Fig.  152. — Sir  William  Abney’s  apparatus  for  determining  the  speed  of  a shutter. 
(By  permission  of  the  inventor.) 
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Fig.  153. — Time  and  Efficiency 
Record  of  the  Opening  of  a 
Shutter,  taken  by  Sir  W.  Abney’s 
apparatus  (Fig.  152). 


t°  EE,  or  ~ sec.  Sir  W.  Abney  has  designed  an  apparatus 
which  not  only  gives  the  speed  of  the  shutter  but  indicates  the 
efficiency  as  well  (Figs.  151,  152).  He  adjusts  the  shutter  a little 
in  front  of  the  lens,  allowing  the 
light  to  pass  through  a narrow 
horizontal  slit  placed  against  the 
lens,  which  light  is  received  upon 
a revolving  drum  covered  with  bro- 
mide paper,  the  movement  of  the 
drum  being  at  right  angles  to  the 
slit.  A wheel  having  six  spokes  and 
thirty-six  holes  around  the  rim  is 
made  to  revolve  at  a known  speed 

by  a motor,  the  speed  being  checked  by  blowing  against  the 
holes  with  a pitch  pipe  and  ascertaining  the  note  produced. 
Supposing  the  note  given  was  E,  or  640  vibrations  per  second,  the 
number  of  holes  passed  through  the  beam  was  or  107  per 
second.  The  time  of  opening  was  two  intervals  between  the 
passage  of  the  spokes,  or  0,023  per  second,  of  closing  0,04  sec., 
and  for  full  aperture  0,032  sec.,  the  total  time  being  0,095 
sec.  = yjj  sec.  The  area  of  the  figure  may  be  taken  as  equal  to 
six  and  a quarter  spoke  intervals.  Had  the  shutter  been  a 
theoretically  perfect  one,  the  interval  would  have  been  ten  and 
a quarter  intervals.  The  efficiency  therefore  = 0,64. 

§ 79.  Artificial  Illumination:  Flashlight  Photography. 
— This,  in  some  form  or  other,  is  necessary  for  photographing 
groups  at  night,  or  taking  views  in  mines,  etc.  The  apparatus 
generally  consists  of  a naked  spirit  flame,  attached  to  which 
is  a receptacle  containing  either  magnesium  powder  or,  prefer- 
ably, a mixture  of  powdered  magnesium  and  some  oxygen- 
holding compound.  The  simple  magnesium  powder  is  blown 
through  the  flame  by  a puff  of  air  generated  by  a rubber 
ball  or  a force-pump  attached  to  a flexible  tube.  The  oxygen 
mixture  is  usually  placed  in  a heap  on  a dish  and  ignited,  as 
it  is  dangerous  to  use  a blow  through  apparatus  owing  to  the 
tendency  of  the  flame  to  flash  back  and  ignite  the  rest  of  the 
powder  behind.  There  are  a large  number  of  such  con- 
trivances in  the  market.  Those  invented  by  Gaederke  and 
Miethe,  and  Meydenbauer,  have  a large  sale  in  Germany. 
The  Agfa  flashlight  powder  and  Dega  electro-flash  (Zimmer- 
mann  & Co.)  are  popular  in  England.  They  supply  a special 
apparatus  with  each. 
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Professor  Cohn  of  Breslau  employs  a very  simple  and 
effective  apparatus  (Pig.  154)  for  photographing  the  exterior 
of  the  eye,  by  which  the  dilatation  of  the  pupil  in  the  dark 
can  be  readily  shown,  since  the  duration  of  the  flash  is  too 
rapid  for  any  contraction  of  the  pupil  to  occur.  The  magnesium 
powder  is  placed  in  the  little  funnel  which  is  closed  by  a lid 
above,  and  a sudden  pressure  of  the  bulb  discharges  it  through 
the  flame.  He  uses  about  6 or  7 grammes  (90  to  100  grains). 
This  is  sufficient  for  3 or  4 exposures. 

The  following  mixtures  are  recommended  as  being  superior 
to  simple  magnesium  powder,  which  is  rather  slow  in  action, 
but  they  must  be  ignited  by  the  application  of  a flame  and  not 


Fig.  154;. — Colin’s  Flashlight  Apparatus. 


by  a blow  through  tube,  and  care  must  be  taken  to  keep  the 
face  and  hands  well  away  from  the  flame,  as  the  heat  generated 
is  enormous. 

Powdered  magnesium,  1 part, 

Chlorate  of  potash,  1 to  1|  parts. 

This  is  excellent  for  groups. 

For  taking  children  and  animals,  which  are  liable  to  move, 
the  following  mixture  is  recommended : — 

Chlorate  of  potash  (KC10:!),  1 part, 

Perchlorate  of  potash  (KClOj),  1 part, 

Powdered  magnesium,  4 parts, 
or 

Perchlorate  of  potash,  1 part, 

Powdered  magnesium,  4 parts. 
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Both  these  mixtures  are  very  rapid,  give  little  smoke,  and 
are  quite  safe. 

The  action  is  expressed  by  the  formula 

KC104  + 4Mg  = Mg04  + KC1 

The  perchlorate  is  preferable  to  the  chlorate,  being  richer 
in  oxygen.  Duration  of  the  flash,  N sec. 

Another  formula  is — 

Nitrate  of  zinc  or  nitrate  of  thorium,  1 part, 

Powdered  magnesium,  2 parts. 

This  gives  an  intensely  bright  flash.  Duration,  N sec.  to 
t sec. 

o 

Powders  containing  saltpetre,  sulphur,  and  antimony  com- 
pounds are  dangerous,  and  liable  to  explode  even  when  being 
mixed.  We  would,  therefore,  strongly  advise  our  readers  to 
avoid  them,  as  they  are  in  no  way  superior  to  the  simple  and 
harmless  chlorate  of  potash  and  magnesium  mixtures. 

In  taking  groups  in  a room  it  is  well  to  place  the  dish 
on  the  top  of  a step-ladder,  so  as  to  give  a more  even  illumina- 
tion over  the  room.  It  also  enables  the  light  to  be  projected 
on  to  the  group  from  a higher  level.  A large  reflector  just 
behind  the  dish  is  useful. 

As  regards  the  amount  of  powder  necessary  we  have  to 
take  into  consideration — 

1.  The  distance  of  the  person  furthest  away  ; 

2.  The  ratio  aperture  of  the  lens  used ; and 

3.  The  reflecting  power  of  the  ceiling  and  walls. 

According  to  Herr  Pettauer,1  let  G equal  number  of  grains 

of  the  mixture  necessary  to  give  a correct  exposure  to  an  object 
at  one  yard  from  the  lens  working  at  P/8,  which  may  be 
taken  as  two  grains ; D the  distance  in  yards ; B the  ratio  of 
exposure  compared  with  P/8.  Then 

G = 2 x D2  x R [81] 

Example.  ■ — A photograph  of  an  assembly  of  persons  is 
required.  The  furthest  sitter  is  ten  yards  from  the  lens,  above 
and  at  the  side  of  the  latter  is  the  flashlight  apparatus.  The 
ratio  aperture  of  the  lens  equals  P/ll.  How  many  grains  of 
the  powder  are  necessary  ? Here  2 x 100  x 2 = 400  grains. 
This  will  be  found  correct  for  the  chlorate  mixture.  Por  the 
1 B.  J.  Photo,  Almanac , 1908,  p.  607. 
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perchlorate  about  half  the  above  quantity,  or  200  grains,  with 
ceiling  and  walls  of  medium  brightness. 

For  photographing  caverns,  mines,  etc.,  in  which  instanta- 
neous illumination  is  not  required,  two  or  three  feet  of 
magnesium  ribbon  in  front  of  a reflector,  or  a few  Bengal  lights 
may  be  used,  and  lit  in  several  places  one  after  another,  taking 
care  that  the  light  itself  is  screened  off  the  lens. 

§ 80.  On  the  Effect  of  Interposing  a Parallel  Plate 
of  Glass  with  True  Surfaces  before  and  behind  an 
Objective.1  — Two  effects  may  be 
observed : a slight  shifting  and  altera- 
tion in  size  of  the  image,  and,  secondly, 
a displacement  of  the  focus  back- 
wards. 

First,  let  us  consider  the  lateral 
deviation.  Let  A and  B be  the  sur- 
faces of  the  plate,  N the  normal,  abed  a 
ray  passing  obliquely  through  the  plate 
and  making  with  N the  incident  and 
refracted  angles  « and  fi  respectively, 
t equal  thickness  of  the  plate. 

Through  b drop  a perpendicular 
be  to  dc  produced  backwards,  and  a — f3  = y.  Then  be  = be, 
sin  bee  = be,  sin  (a  — /3)  = be  sin  8. 


si  / 

A 2> 

ft  A 

Is  / [ * 

1 / V ■ 
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Fig.  155. 


Since 


be  = 


be  = 


t 


cos  / 3 
t sin  8 
cos  /3 


[82] 


the  lateral  deviation  of  the  ray  on  emergence 

t sin  8 
cos  a cos 


• [83] 


is  equal  to  the  quantity  measured  by  hlc  on  the  plate,  which  is 
the  true  lateral  deviation  of  the  image  on  the  focussing-screen. 
Hence  the  deviation  is  directly  proportional  to  t and  also  to 

— sin8 — which  is  governed  by  the  inclination  of  the  incident 
cos  a cos  /3 

ray. 

The  result,  therefore,  of  interposing  a parallel  plate  behind 


1 See  the  author’s  paper  in  the  April  number  of  the  Photographic 
Journal,  1908,  from  which  the  above  is  abstracted. 
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the  lens  will  be  to  cause  a lateral  contraction  of  the  image  on 
the  screen,  the  amount  of  which  is  independent  of  the  plate. 
If  the  plate  is  at  right  angles  to  the  optic  axis,  the  lateral 
deviation  will  disappear  when  the  focus  is  readjusted.  In 
practice  it  will  be  found  that  the  lateral  deviation  does  not 
always  quite  disappear,  the  residuum  of  deviation  left  being 
due  to  the  aberrations  of  oblique  rays ; but  in  a well-corrected 
lens  they  are  hardly  noticeable. 

When  the  plate  is  in  front  of  the  lens  the  same  thing  happens, 
but  in  an  opposite  sense,  i.e.  the  image  undergoes  a lateral 
deviation  outivards,  in  other  words,  the  image  expands.  But 
since  the  object  is  usually  very  much  further  away  than  the 
image,  the  angle  which  the  rays  from  an  object-point  form 
with  the  lens  is  usually  very  small,  and  much  less  than  the 
angle  which  the  rays  make  with  the  lens  when  the  plate  is 
behind  it,  so  that  the  amount  of  Lateral  deviation  is  extremely 
small.  When  the  object  is  at  infinity,  i.e.  at  any  great  distance 
compared  with  the  focal  length  of  the  lens,  the  rays  form  a 
parallel  beam  and  the  lateral  deviation  is  nil.  As  the  object 
is  approached  the  deviation  increases  until,  when  the  object 
and  image  are  in  the  position  of  unit  magnification  (i.e.  when 
both  are  at  2F),  the  amount  of  expansion  when  the  plate  is 
in  front  is  exactly  equal  to  the  amount  of  contraction  when 
the  plate  is  behind  the  lens. 

Secondly,  consider  how  the  focus  is  altered  toy  the  intervention 
of  the  plate. 

1.  The  plate  is  put  in  front  of  the  lens  (Fig.  156). — If  the 
object  is  very  remote  the  displacement  will  be  nil,  since  the 
rays  from  any  point  in  the  object  will  enter  the  plate  and 
emerge  as  a parallel  beam.  As  the  object  is  approached 
the  angle  of  divergence  will  go  on  increasing,  and  with  it  the 
displacement  backwards  of  the  image  from  the  position  of 
the  conjugate  focus  F when  the  plate  is  removed.  At  the 
position  of  unit  magnification  this  displacement  will  be  at 
half  the  maximum.  When  the  object  is  at  the  anterior  focus 
the  plate  will  produce  the  maximum  recession  of  the  image, 
but  of  course  only  theoretically,  since  then  the  image  will 
have  receded  to  infinity.  The  maximum  distance  being 


y — 1 


, t being  the  thickness  of  the  plate  and  p.  its  refractive 


index. 


2.  The  plate  is  put  behind  the  lens  (Fig.  157). — In  this  case 
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the  rays  incident  on  the  plate  are  always  convergent,  and  for  a 
very  remote  object  the  displacement  of  the  focus  backwards  will 


always  _ t — whenever  the  plate  may  be  situated  between 

the  lens  and  the  screen.  As  the  object  is  made  to  approach  the 
lens  the  displacement  diminishes  in  the  same  ratio  until,  at  2F, 


the  maximum  shifting  is  reduced  to  one-half  or  t 


Since  the  colour  screen  which  represents  the  plate  is  always 
in  practice  very  thin,  viz.  from  2|  to  3 mm.,  and  the  index  of 
the  glass  is  usually  between  1,51  and  1,54,  the  amount  of 
displacement  does  not  much  exceed  1 mm.,  an  amount  which 


may  be  neglected,  except  in  copying  objects  in  one  plane,  such 
as  pictures  and  maps,  and  in  portraits  and  groups.  If  the  glass 
is  not  worked,  i.e.  if  the  surfaces  are  not  true  planes,  it  will 
refract  unequally,  and  aberrations  of  all  kinds  will  be  set  up,  which 
will  more  or  less  mar  the  sharpness  of  the  image. 

The  practical  outcome  amounts  to  this — 

When  the  plate  or  colour  screen  is  in  front  of  the  lens  no 
readjustment  is  required  unless  the  object  is  within  about  three 
or  four  times  the  focal  length  of  the  lens,  or  for  critical  focussing, 
as  is  required  for  copying  maps  and  pictures.  When  the  colour 
screen  is  behind  the  lens  a slight  readjustment  is  necessary  if  a 
critical  image  is  desired.  For  landscape  photography  no  read- 
justment of  focus  is  required,  as  a rule,  in  any  case,  since  the 
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subject  is  spread  over  a great  number  of  conjugate  planes,  so 
that  if  the  horizon  is  thrown  a little  out  of  focus  it  will 
correspondingly  benefit  the  middle  distance. 

As  the  thickness  of  a Lumiere  plate  is  usually  from  17,5  mm. 
to  2 mm.,  placing  the  colour  screen  behind  the  lens  will  not 
entirely  compensate  for  the  reversal  of  the  plate  in  the  carrier, 
as  it  will  only  neutralize  a little  over  a third  of  its  thickness, 
but  for  practical  purposes  it  will  do  so.  The  best  plan  is  to 
reverse  the  focussing-screen,  taking  care  to  use  one  of  about  the 
same  thickness  as  the  Lumiere  plate.  The  alteration  due  to  the 
colour  screen  may  then  be  neglected  for  landscapes. 

The  colour  screen  may  be  roughly  but  quickly  tested  for 
trueness  of  surface  by  looking  through  the  glass  held  as 
obliquely  as  possible  to  the  eye  at  a line  of  print  or  an  adver- 
tisement hoarding.  If  the  glass  be  then  moved  both  to  and 
fro  and  laterally  any  imperfections  in  the  figuring  will  be  easily 
seen  by  the  distortion  of  the  type. 


CHAPTER  IV 


SENSITOMETERS 

§ 81.  Effect  of  Colour  on  Rapidity. — In  order  to  give  the 
correct  exposure  it  is  not  sufficient  to  know  the  intensity  of  the 
lens  and  speed  of  the  shutter,  the  sensitivity  of  the  plate  for 


1.  Luminosity  curve  as  seen  by  the  human  eye. 

2.  Sensitivity  of  silver  iodide  and  nitrate,  direct  blackening 

on  paper. 

3.  Silver  iodide  gelatine  plate  (developed). 

4.  Silver  bromide  and  silver  iodide  in  gelatine. 

5.  Silver  bromide  gelatine  plate. 

6.  Cadett’s  spectrum  plate. 

7.  Bichromate  in  gelatine. 

various  parts  of  the  spectrum  must  also  be  known.  In  the 
above  diagram,  taken  from  Englisch’s  “ Photograpliisches 
Compendium,”  the  sensitivity  of  various  makes  of  plates  for  the 
actinic  part  of  the  spectrum  is  given  (Fig.  158).  The  vertical 
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height  of  the  curve  (ordinate)  gives  the  light  sensitometer  value. 
The  horizontal  line  (abscissa)  gives  the  range  for  different 
spectrum  lines.  It  will  be  noticed  that  while  the  C,  D,  and  E 
lines  ( i.e . round  about  the  yellow)  are  the  brightest  part  of  the 
spectrum  to  the  eye,  the  silver  iodide  and  bromide  salts,  which 
form  the  sensitive  ingredients  in  photographic  plates,  have  very 
little  action  near  the  yellow,  and  most  between  E and  G,  i.e.  blue 
and  blue-violet  part  of  the  spectrum.  The  result  being  that  in 
the  print  the  long  rays  of  orange  and  yellow  come  out  too  black, 
and  the  violet  and  blue  parts  much  too  light  compared  with 
what  we  see  with  our  own  eyes.  Yogel,  in  1877,  made  a 
discovery  that  by  adding  certain  colouring  matters  (eosin  and 
cyanin)  to  the  emulsion,  the  curve  could  be  made  to  rise  over 
the  yellow  and  orange  parts  of  the  spectrum.  Abney  went 
further,  and  made  an  emulsion  sensitive  to  the  red.  This  has 
been  carried  still  further  (beyond  the  B line)  by  the  discovery  of 
pinachrome  and  dicyanin.  Still  the  sensitivity  of  the  bromide 
of  silver  for  blue  remained  abnormally  strong,  and  Eder  partly 
got  rid  of  this  by  interposing  a yellow  screen  in  front  of  the  lens, 
which  absorbed  the  blue  rays ; but  this  screen,  together  with 
the  excess  of  added  red  colour,  greatly  prolongs  the  exposure. 
It  is  obvious,  therefore,  that  the  rapidity  of  the  plates  varies 
immensely,  and  that  for  different  coloured  objects,  differently 
treated  plates  must  be  selected.  Such  plates  are  termed  iso- 
chromatic,  or  orthochromatic.  After  immersion  in  the  dye,  a 
prolonged  washing  for  three  hours,  and  thorough  drying,  is 
essential  to  preserve  the  keeping  qualities  of  the  plate,  which 
will  often  extend  to  upwards  of  a year  if  that  is  done.  In  order 
to  test  the  rapidity  of  plates  for  sunlight  or  certain  parts  of  the 
spectrum  a sensitometer  is  used,  and  to  save  the  worker  from 
having  to  find  this  out,  it  is  usual  to  mark  on  the  outside  of  the 
plate  box  the  sensitometer  number. 

§ 82.  Special  Forms  of  Sensitometers  and  Speed 
Measurers. — Formerly  the  sensitivity  of  plates  was  calculated 
by  means  of  Warnercke’s  Sensitometer.  This  consists  of  a 
glass  negative  ruled  into  twenty-five  squares  (Fig.  159),  each 
one  being  slightly  denser  than  the  next  lower  number,  the 
densities  being  reproduced  by  photography  from  a reversed 
positive.  This  negative  was  placed  on  the  plate  to  be  tested, 
and  fixed  in  a printing-frame,  or  placed  in  contact  with  a phos- 
phorescent plate  excited  by  magnesium  light  for  a given  time, 
and  the  most  opaque  square,  which  just  allowed  the  figure  to  be 
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deciphered,  indicated  the  rapidity  of  the  plate  in  degrees 
Warnercke,  or  W. 

This  method  has  been  replaced  in  Germany  by  Schemer’s 
Sensitometer,  which  consists  of  a rotating  disc  perforated  by 
twenty  openings  which  follow  one  another  in  the  ratio  of  1,127. 
The  apparatus  is  illuminated  by  a Hefner’s  standard  light. 
The  smallest  opening  through  which  the  light  leaves  an  im- 
pression after  development  gives  the  sensitivity  in  degrees 
Schemer.  This  is  liable  to  a reading  error  of  from  1°  to  2°. 
Rapid  plates  correspond  to  about  14  Scheiner,  instantaneous 
ones  to  15-16S.  A sensitometer  consisting  of  a rotating  sector, 
furnished  with  a ring  divided  into  steps,  is  now  largely  used  in 
England,  and  was  invented  by  Messrs.  H.  Hurter  and  Driffield. 
For  the  estimation  of  the  time  of  exposure,  Wynne’s  Infallible 
Meter  and  Watkins’  Exposure  Meter  are  extensively  used  in 
Great  Britain.  The  more  an  objective  is  stopped  down  the 
longer  must  be  the  exposure.  This,  as  we  have  shown  else- 
where, varies  inversely  as  the  square  of  the  aperture.  The  light 
intensity  is  measured  by  Wynne’s  instrument  by  the  time  that 
the  strip  of  sensitive  paper  takes  to  darken  to  a shade  given  for 
comparison  side  by  side  on  the  supposition  that  the  plate  will 
be  exposed  for  a time  proportional  to  this,  as  recorded  by  the 
table  attached  to  the  instrument.  Wynne’s  instrument  is  of  no 
value  for  estimating  the  sensitivity  of  plates,  but  it  is  added  to 
the  table  to  show  the  relation  between  Scheiner  and  Warnercke. 
The  column  headed  “ Relative  Sensitivity  ” enables  one  to  calcu- 
late the  necessary  exposure  of  different  kinds  of  plates  when  the 
exposure  for  one  kind  is  known  by  Schemer’s  table. 

Exposure  Meters. — From  the  preceding  paragraphs  it  will  be 
seen  that  three  factors  have  to  be  taken  into  account  in  order 
to  make  a correct  exposure  for  the  plate.  These  are : (1)  The 
ratio  aperture  of  the  lens  ; this  has  been  fully  dealt  with. 
(2)  The  light;  this  is  found  by  the  strip  of  sensitized  paper 
as  just  explained.  (3)  The  speed  value  of  the  plate ; this  is 
generally  found  by  the  manufacturer  of  the  plate,  and  is  often 
recorded  on  the  box  in  terms  of  Watkins’,  Wynne’s,  Hurter  and 
Driffield’s,  or  Warnercke’s  tables,  which  are  to  be  found  in  the 
Appendix  (Table  15). 

We  give  an  illustration  of  Watkins’  speed  measurer,  which 
is  exactly  similar  in  principle  to  Wynne’s. 

It  is  used  as  follows : — Supposing  a Lumiere  plate  is  being 
used,  and  the  stop  of  the  lens  is  F/16.  The  meter  is  held  with 
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the  dial  facing  the  chief  source  of  light  and  the  back  of  the 
meter  towards  the  object.  If  there  are  dark  shadows  in  the 
foreground  the  meter  should  be  held  in  the  shadow,  or  if  that 
is  impossible  for  any  reason,  one  must  hold  it  in  one’s  own 
shadow,  letting  the  dial  face  the  sky.  A piece  of  fresh  film  is 
then  rotated  between  the  two  grey  sectors,  and  the  time  it 
takes  to  turn  the  same  colour  as  the  darker  of  the  two  sectors 
is  noted.  For  example,  the  ortochrome  plate  factor  is  2,  you 
therefore  set  the  figure  2 on  the  outer  dial  against  F/16  by 
rotating  the  glass  dial  and  back  (held  firmly  together  between 
the  finger  and  thumb)  until  the  number  16  is  opposite  the 
number  2.  Now  find  the  number  corresponding  to  the  number 


of  seconds  required  to  darken  the  film  on  the  opposite  side  of 
the  dial,  and  the  number  opposite  this  on  the  outside  scale 
will  indicate  the  exposure  in  seconds.  The  lighter  of  the  two 
sector  shades  is  used  for  photographing  interiors  and  badly 
lighted  subjects.  It  takes  a quarter  the  time  for  the  film  to 
darken  to  that  shade,  and  thus  shortens  the  time  for  exposing 
the  film,  which  otherwise  would  take  too  long.  For  interiors 
and  very  dull  lights  you  must  consider  the  plate  factor  for 
ortochromes  as  1. 

1 See  Watkins’  “ Manual,”  an  invaluable  book  for  the  photographer, 
price  Is.  Another  extremely  practical  (and,  in  fact,  almost  indispensable) 
guide  to  everything  relating  to  exposure  and  development  is  Wellcome’s 
“ Photographic  Exposure  Record,”  a new  edition  of  which  is  printed  each 
year.  It  can  be  had  from  Burroughs,  Wellcome  & Watts,  price  Is. 
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Example. — The  Lumiere  plate  number  is  2,  the  F/No.  is 
22,  and  the  film  is  found  to  darken  in  16  seconds.  Turn  the 
inner  disc  until  the  figure  22  is  opposite  2,  and  opposite  16 
will  be  found  130,  the  number  of  seconds  of  exposure  required. 

§ 83.  Sir  W.  Abney’s  Method  of  Making  a Colour 
Sensitometer. — It  is , important  in  making  a sensitometer 
that  it  should  be  used  without  artificial  light,  if  possible,  since 
the  latter  is  very  deficient  in  blue  rays ; secondly,  that  pigments 
should  be  used  for  colouring  the  test  card ; and  lastly,  that  each 
of  the  pigments  should  have  the  same  colour  luminosity  as 
one  of  the  three  components  which  go  to  make  white.  For 
example,  if  a red  screen  were  being  searched  for,  the  red  com- 
ponent in  each  pigment  should  be  of  the  same  value,  so  that 
the  negative  taken  if  the  screen  were  correct  should  show  the 
same  density  with  each  pigment. 

The  colour  of  any  pigment  can  be  decomposed  into  one, 
two,  or  three  of  the  components  which  form  white  fight.  Now, 
as  Abney  points  out,  white  light  as  it  appears  to  the  eye  is 
made  up  of  a certain  percentage  of  luminosity  of  red,  corre- 
sponding to  the  spectrum  at  the  red  lithium  fine ; of  blue, 
corresponding  to  the  blue  lithium  line,  and  of  green 
to  the  green  magnesium  fine.  These  are  the  three  shades  of 
colour  which  cause  sensations  most  closely  agreeing  with  the 
Young-Helmholtz  theory.  A red  pigment  can  be  matched  with 
a mixture  of  only  two  of  these  standard  colours.  A yellow  pig- 
ment may  require  all  three  colours,  and  so  on.  It  may  be 
shown  how  all  pigment  colours  (except  purple)  can  be  referred 
to  one  colour  of  the  spectrum  diluted  with  a certain  percentage 
of  white  fight.  Since  each  colour  of  the  spectrum  can  be  ex- 
pressed in  terms  of  one  or  more  of  the  three  standard  colours, 
it  becomes  easy  to  translate  the  colour  of  the  pigment  into  a 
definite  mixture  of  the  three  standard  colours.  “ Let  us  take  as 
an  example  the  case  of  white  and  red,  and  suppose  that  the 
composition  of  white  was  68  red  -f  30  of  green  -f  2 blue  = 100 
white,  and  of  the  red,  90  red  + 10  green  = 100  red  pigment, 
but  that  the  luminosity  of  the  red  was  only  10  per  cent, 
of  the  white.  Then  in  absolute  luminosity  there  would  be 
only  9 red  -(- 1 green  in  the  10  red,  which  would  = ^ 
luminosity  of  the  white,  so  that  the  white  in  red  luminosity 
would  have  ^ = 7,55  times  the  luminosity  of  the  red.  To 
make  the  two  equal,  the  white  would  have  to  be  reduced  in 
brightness  to  that  amount.  This  can  be  done  by  having  a 
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black  disc  with  a red  central  area  (see  Fig.  161).  A part  of  a 

ring  of  white  which  would  occupy  of  the  circle,  after 

allowing  for  the  amount  of  white  which  is  reflected  from  the 
black  surface,  would  show  on  the  disc.”  1 

When  rotated  round  the  centre,  the  same  amount  of  red 
colour  is  seen  in  the  red  and  in  the  white,  and  if  one  were 
satisfied  with  two  colours,  all  that  would  be  necessary  to  obtain 
a red  screen  would  be  to  find  some  coloured  transparent 
material  through  which  an  exposure  would  be  made,  which 
would  give  a negative,  making  the  red  and  white  of  the  same 
density.  But  two  colours  are  not  as  a rule  sufficient,  so  that 
other  colours  have  to  be  placed  on  the  disc.  Having  then 


Fig.  161. — Sir  W.  Abney’s  Sensitometer  (copied  by  permission  of 
the  author  from  his  original  paper). 


found  the  proportions  of  red  in  these  two  colours,  there  is  a 
simple  way  of  finding  the  amount  of  black  to  be  added  to  other 
colours.  If  the  red  and  white  discs  just  described  be  placed  in  a 
patch  of  spectrum  light,  it  will  be  found  that  there  is  one  place 
on  the  spectrum  from  which  if  light  be  taken  and  thrown  in  a 
patch  on  the  rotating  disc,  the  luminosity  of  the  white  disc  will 
be  uniform,  though  the  colour  falls  on  the  red  and  on  the  white. 
This  will  be  at  a definite  place  in  the  orange,  a little  nearer  the 
red  than  the  sodium  line. 

Now,  if  any  other  pigment  had  been  measured  as  before 
described,  and  the  necessary  amount  of  it  be  pasted  as  a part  of 
a ring  on  a patch,  the  disc  will  again  be  uniformly  illuminated 
with  this  same  patch  of  coloured  light. 

1 Photographic  Journal,  August,  1906,  vol.  xlvi.  No.  8. 
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So  that  to  obtain  a series  of  different  coloured  rings  all  of 
the  same  red  illuminosity,  all  that  is  necessary  is  to  rotate  the 
disc  in  this  light,  and  add  the  different  colours  as  part  of 
different  rings  till  they  appear  uniformly  bright  in  this  particular 
light.  In  this  way  the  ring  discs  for  the  green,  blue,  and  other 
screens  can  be  found. 


CHAPTER  V 


COLOUR  PHOTOGRAPHY 

§ 84.  Colour  Vision. — In  order  to  understand  the  rationale 
of  three-colour  photography,  it  may  be  useful  to  some  of  my 
readers  if  I try  to  explain  the  nature  of  colour  vision  and 
colour  blindness. 

The  light  emanating,  or  reflected,  from  objects  around  us 
passes  through  the  optical  system  of  the  eye  and  forms  an 
image  on  the  orange-red  concave  mirror,  termed  the  choroid, 
at  the  back  of  that  organ.  From  thence  it  is  reflected  on  to 
the  terminals  of  the  rods  and  cones  which  together  form  a 
minute  mosaic  of  sensitive  points  insulated  from  one  another, 
and  which  lie  almost  in  contact  with  the  mirror,  being  only 
separated  by  a single  layer  of  pigment-holding  hexagonal  cells. 
This  light  impression  gives  rise  to  three  sensations  which  are 
quite  distinct — a light  sense,  a form  sense,  and  a colour  sense. 
The  first  is  the  faculty  of  distinguishing  illumination  and  its 
degrees  of  intensity.  This  is  effected  in  the  most  simple 
case  by  the  presence  of  pigment  spots  in  the  cuticle  of  an 
animal  or  plant,  and  forms  the  most  rudimentary  of  all  forms 
of  eyes. 

The  form  sense  is  a higher  development  of  the  sight  faculty, 
and  needs  a transparent  refracting  body  to  form  a real  image, 
and  nerve  terminals  to  convey  the  collected  impression  to  the 
animal’s  brain.  This  image  may  be  quite  independent  of  colour. 

The  colour  sense  constitutes  a still  further  development  of 
vision,  which  we  will  now  discuss. 

As  I have  already  stated,  white  sunlight  can  be  resolved, 
by  means  of  a prism,  into  six  distinct  colours,  viz.  violet,  blue, 
green,  yellow,  orange,  and  red.  These  are  the  only  pure 
spectrum  colours  which  our  eyes  can  perceive,  although  we 
have  reason  to  believe  some  animals  can  see  other  colours 
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beyond  the  range  of  this  spectrum.  Wollaston,  as  the  result 
of  numerous  experiments,  came  to  the  conclusion  that  four 
of  these,  viz.  violet,  blue,  green,  and  red  were  primary  colours, 
because  he  showed  that  indigo  could  be  formed  by  combining 
violet,  blue,  and  a little  green ; yellow  could  be  formed  by 
combining  green  with  some  of  the  red ; and  orange  by  uniting 
red  with  a little  of  the  green.  Wunsch  stated  that  by  mixing 
violet  and  green  you  could  produce  blue.  Influenced  by  Wunsch, 
Young  and  (later  on)  Helmholtz  abandoned  blue  as  a primary 
colour,  and  adopted  violet,  green,  and  red  as  the  three  primary 
colour  sensations.  Moreover,  they  stated  that  all  the  colours 
in  nature  could  be  formed  by  suitable  admixtures  of  these 
colours,  and  white  by  the  equal  action  of  all  three  colours 
together  on  the  eye.  Black  they  showed  was  not  a colour 
at  all,  but  was  caused  by  the  absence  of  all  colour  sensation. 
Thus,  if  these  three  (or  four)  primary  spectrum  colours  be 
projected  on  to  a screen  by  separate  lanterns  and  then  super- 
posed, the  result  is  a white  disc  of  light,  the  colours  being 
added  together  (additive  method).  If,  now,  you  put  a red  glass 
in  front  of  the  lantern,  on  the  top  of  that  a blue,  and  finally 
a green  glass,  the  red  glass  will  absorb  the  green  and  blue- 
violet,  and  only  allow  the  red  to  pass  through ; the  green  will 
absorb  the  red  and  blue-violet,  and  the  blue-violet  glass  will 
absorb  all  the  colours  except  its  own.  Hence  no  light  at  all 
will  reach  the  screen,  and  the  result  will  be  a black  patch, 
the  colours  being  subtracted  (subtractive  method).  But  three 
colours  are  not  really  necessary  to  produce  black,  since  any 
two  complementary  colours  will  effect  the  same  purpose,  as 
can  be  seen  from  the  above  example.  There  are,  however, 
good  reasons,  as  Professor  Burch  has  pointed  out,1  for  believing 
that  Wollaston’s  four- colour  theory  is  nearer  the  truth  than 
the  usually  accepted  one.  If  you  look  steadily  for  a minute 
at  the  red  part  of  the  spectrum  in  a spectroscope  illuminated 
by  a very  intense  light,  and  in  which  the  rest  of  the  spectrum 
is  cut  off,  and  then  look  at  the  entire  spectrum  through  another 
spectroscope  moderately  illuminated,  you  will  see  the  violet- 
blue  and  green  bands ; but  the  green  runs  right  into  the 
yellow  as  far  as  the  C line,  where  it  suddenly  ends.  The 
yellow  will  be  found  to  have  entirely  vanished — it  is  all  green. 
Now  rest  your  eyes  for  about  ten  minutes  and  repeat  the 

1 See  his  Lecture  delivered  before  the  Optical  Society,  Optician  and 
Photo  Trade  Journal , June  26  and  July  3,  1908. 
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experiment  with  the  green  part  of  the  spectrum,  and  you  will 
notice  that  you  can  again  see  three  colours,  but  they  are 
changed  to  violet,  blue,  and  red.  The  green  has  quite  gone 
and  the  blue  runs  straight  into  the  red.  In  the  same  way 
you  can  blind  your  eyes  to  blue,  and  the  green  and  violet  will 
be  seen  to  run  into  each  other.  Again,  you  may  blind  your 
eyes  to  the  violet.  This  is  more  difficult,  as  it  requires  a 
longer  gaze  and  a very  intense  light.  The  blue  will  still  be 
visible,  but  it  ceases  abruptly  at  the  violet  end.  Lastly,  if  you 
blind  your  eyes  to  the  yellow  by  excluding  the  rest  of  the 
spectrum  (which  is  readily  done,  since  the  yellow  is  the  most 
intense  part),  you  will  observe  that  both  the  red  and  green 
have  gone  and  you  will  see  nothing  but  the  blue  and  violet 
(Burch,  loc.  cit.). 

To  sum  up.  A red-blind  person  sees  violet,  blue,  and  green. 
A green-blind  sees  red,  blue,  and  violet ; a violet-blue-blind 
sees  a little  blue,  all  the  green,  and  a little  red. 

Unfortunately,  it  is  impossible  up  to  the  present  to  imitate 
violet,  or  to  find  in  it  natural  colours.  According  to  Dr.  Edridge 
Green,1  the  corn-flower  and  some  varieties  of  lobelia  most 
nearly  approach  to  it,  so  that  we  have  to  content  ourselves 
with  a blue-violet  dye,  i.e.  a mixture  of  violet  and  blue,  which 
is  the  closest  imitation  of  violet  that  we  can  procure.  It  is 
quite  possible  that  some  glass  or  dye  will  yet  be  found  that 
will  give  us  a pure  violet,  as  well  as  a pure  blue.  The  other 
colours  are  much  easier  to  find.  Thus,  ruby  glass  and  the 
purple  of  Cassius  (oxystannate  of  gold)  form  fairly  pure  reds. 
Sulphur  and  bichromate  of  potash  make  good  yellows,  and 
ammoniacal  sulphate  of  copper  in  a saturated  solution,  a 
nearly  pure  blue.  But  the  reader  must  not  go  away  with 
the  idea  that  these  four  primary  colours  stop  abruptly.  They 
each  run  on  far  beyond  the  point  at  which  they  appear  to 
stop  in  the  spectrum.  “ In  other  words,  the  red  and  green 
sensations  overlap,  as  do  the  blue  and  green  and  also  the 
violet  and  blue,  so  that  we  must  take  the  middle  point  of  the 
combined  overlapping  as  the  natural  boundary  between  the 
adjacent  sensations  ” (Burch). 

As  to  how  we  see  colours  we  are  quite  in  the  dark.  Most 
physiologists  assign  the  perception  of  colour  to  the  cones, 

1 “ Colour  Blindness,”  by  Dr.  Edridge-Green  (Scientific  Series.  Kegan 
Paul  & Co.).  This  is  an  admirable  text-book  embracing  the  whole  subject, 
and  full  of  valuable  suggestions  for  colour  photographers. 
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leaving  to  the  rods  the  function  of  seeing  feeble  luminosities. 
Helmholtz’  theory,  that  certain  cones  respond  to  the  stimulus 
of  red  undulations,  others  to  green,  and  others  to  blue-violet, 
will  not  bear  close  investigation.  Some  physiologists  assign 
the  sense  of  colour  as  well  as  perception  of  form  to  the  action 
of  the  visual  purple.  This,  again,  is  open  to  objection  that 
there  is  no  visual  purple  at  the  fovea,  or  in  certain  animals, 
e.g.  bats,  but  this  difficulty  is  got  over  by  assuming  that 
other  bodies,  such  as  visual  white,  visual  green,  or  visual 
yellow,  take  on  the  same  function.  The  author  found  all 
these  bodies  in  the  retinas  of  animals.  Thus,  he  has  repeatedly 
demonstrated  the  presence  of  visual  green  and  visual  yellow 
in  many  of  the  carnivora  (servals,  pumas,  jackals,  foxes,  seals). 
Again,  we  have  reasons  for  believing  that  there  is  a colour 
centre  in  the  brain  as  well.  A remarkable  case  bearing  on 
this  point  occurred  in  the  author’s  practice.  The  patient  was 
suffering  from  a form  of  creeping  paralysis  which  gradually 
affected  the  limbs  of  the  left  side,  and  at  the  same  time,  as 
more  and  more  of  the  muscles  became  paralyzed,  the  sense 
of  colour  slowly  vanished  in  the  corresponding  eye,  until 
ultimately  the  patient  could  see  no  colour  at  all,  everything 
appearing  black,  grey,  and  white,  like  an  engraving.  This 
was  tested  by  getting  the  patient,  who  was  a good  water-colour 
painter,  to  make  a coloured  drawing  of  the  spectrum,  first  with 
the  sound  eye  and  then  with  the  colour-blind  one.  Notwith- 
standing the  absence  of  all  sense  of  colour,  vision  was  hardly 
affected  at  all,  and  the  colour  sense  remained  perfect  in  the 
right  eye,  while  that  of  the  left  eye  never  returned. 

Colour  blindness,  which  affects  about  four  out  of  every 
hundred  people  one  meets,  is  due  to  a deficiency  of  colour 
sense  in  a portion  of  the  spectrum,  usually  in  that  part  which 
lies  at  the  red  end.  Dr.  Edridge-Green  has  classified  colour- 
blind people  according  to  whether  they  can  perceive  five 
colours,  four,  three,  two,  or  only  one  colour.  Thus,  one  who 
distinguishes  all  six  colours,  or  a six-unit  person,  may  be 
considered  as  normal.  One  who  distinguishes  five  of  the 
spectrum  colours  confuses  orange-red  and  red,  orange-yellow 
and  yellow,  purple-violet  and  violet,  bluish-green  and  green. 
Whereas  the  two-unit  person  only  sees  two  colours,  and  con- 
fuses red,  orange,  yellow,  and  green  on  the  one  hand,  and  blue 
and  violet  on  the  other. 

The  Young-Helmholtz  theory  fits  in  better  than  any  other 
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with  the  phenomena  relating  to  colonr  photography,  but  it  by 
no  means  harmonizes  with  all  the  facts  connected  with  colour 
vision.  Thus,  a two-unit  red-blind  person  ought  to  see  green 
best,  whereas  he  sees  yellow  most  distinctly.  Again,  the 
phenomena  of  after-images  cannot  be  explained  by  this  theory. 
Nor  does  it  account  for  the  additive  and  subtractive  formation 
of  white  and  black  sensations  in  persons  possessing  only  two  or 
three  units  of  colour  perception.  Furthermore,  a pencil  of  light 
(white  or  coloured)  focussed  on  a very  minute  area  of  the  retina 
will  produce  the  sensation  of  white,  whereas  it  ought  to  give 
rise  to  a very  decided  colour. 

Lastly,  if  it  were  true  that  the  retina  consisted  entirely  of 
three  groups  of  fibres,  corresponding  to  red,  green,  and  blue- 
violet  sensations,  how  can  persons  blind  to  all  these  colours  have 
nearly  normal  vision  ? 1 and  how  can  they  see  white  objects 
as  white  ? 

We  are  entirely  ignorant  of  the  function  of  the  substance 
secreted  by  the  outermost  layer  of  the  retinal  (hexagonal  cell) 
layer,  called  by  Boll  the  “ visual  purple.”  We  know  it  is  not 
essential  to  vision,  but  I have  ventured  to  put  forward  the 
theory  that  it  enables  one  to  see  better  in  a dim  light,  since  it 
collects  mainly  round  the  outer  ends  of  the  rods,  and  not  the 
cones,  which  alone  are  present  at  the  fovea  in  man.  My 
theory,  which  I think  harmonizes  best  with  the  facts,  is  briefly 
as  follows  : We  know  that  this  visual  purple  is  rapidly  decom- 
posed in  the  presence  of  bright  daylight  and  at  the  same  time 
is  continually  being  re-formed.  Now,  in  bright  sunshine  this 
visual  purple  is  used  up  as  fast  as  it  is  secreted,  so  that  if  one 
steps  into  a dark  room,  the  purple  having  been  nearly  all  used 
up,  one  cannot  see  anything,  and  one  has  to  wait  a minute  or 
two  until  the  purple  accumulates,  which  it  quickly  does.  As 
the  amount  increases  the  vision  improves,  or,  to  use  a familiar 
expression,  the  eyes  get  accustomed  to  the  dim  light.  If,  now, 
one  steps  out  of  the  room  into  the  bright  sunshine  the  amount 
of  accumulated  purple  generates  so  much  visual  energy  that  one 
is  dazzled  and  almost  blinded  for  the  moment  until  the  super- 
fluous store  of  purple  is  decomposed.  It  may  be  objected  that 
bats,  which  can  certainly  see  in  a very  dim  fight,  have  no  visual 
purple  at  all,  but  then  them  rods  are  bathed  in  a visual  substance 
which  is  at  first  a blue-violet-grey  or  buff,  and  then  becomes 

1 For  a complete  statement  of  the  argument,  vide  Edridge-Green, 
“ Colour  Blindness,”  chapter  ix. 
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nearly  colourless,  like  that  secreted  at  the  human  fovea,  and 
this  possibly  answers  the  same  purpose.1 

But  the  whole  subject  of  colour  vision  is  in  a very  nebulous 
state,  and  there  still  remains  much  to  be  discovered. 

§ 85.  Lippmann’s  Colour  Photography. — -If,  instead  of 
placing  a very  fine-grained  orthochromatic  dry  plate  in  the  slide 
with  the  sensitive  film  towards  the  lens,  as  is  always  done,  we 
have  a special  slide  made  which  can  be  filled  with  mercury,  so 
that  the  sensitive  film  can  lie  flat  against  the  metallic  mercury 
mirror,  it  is  possible  to  produce  many  of  the  colours  of  bright 
objects  on  the  negative,  and  fix  them  in  the  usual  way.  This 
was  done  in  1890  by  Professor  Lippmann,  and  the  explanation 
is  as  follows  : — 

Let  us  suppose  (Pig.  162)  a series  of  parallel  (plane)  waves 


to  be  refracted  through  a lens  on  to  such  a plate  in  the  camera. 
The  waves  will  pass  through  the  film  and  be  reflected  at  the 
surface  of  the  mirror. 

These  waves  will,  on  then-  return,  engender  a number  of 
stationary  waves,  owing  to  their  neutralizing  the  opposing 
waves.  Consider  a point  P in  the  film,  which  is  at  a distance 
x from  the  mirror.  Then  the  waves  about  to  proceed  to  O 
from  P will  encounter  the  waves  which  have  been  to  and  are 
returning  from  O,  so  that  at  P we  have  two  sets  of  waves,  the 
direct  waves  and  the  reflected  waves.  They  both  started  in 
the  same  phase  at  P,  but  the  reflected  waves  have  travelled 
a distance  equal  to  2x  further.  Moreover,  on  reaching  the 

1 This  secretion  must  not  be  confused  with  the  yellow  pigment  which 
lies  in  the  outer  molecular  layer  of  the  human  macula.  I have  noticed 
this  blue-violet-grey  in  many  of  the  snakes’  retinae. 


PLATE  VII. 


\Osxyrifii. 

Fig.  163. — Section  of  a Lippmaim  Photographic  Film,  made  through  the 
red  end  or  the  sreoirrmi  ire  Liidr  , x U.COI  Prerarsa  and  idcie- 
gravhed  ry  Ediii  Somor.  Es-' ..  and  rerr:dn:ei  dene  b~Ms  permisskra. 
Zeiss'  Apced.  Obj.  3 rn™-  Go.  '1 : yellow  screen. 
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mirror,  they  have  gained  half  a wave  length,  because  the 
reflection  took  place  at  the  surface  of  the  denser  medium,  since, 
by  a well-known  law,  reflection  at  the  surface  of  a denser 

medium  causes  a retardation  = in  the  wave. 

Hence  ’the  path  traversed  by  the  returning  wave  = 2x  + 
Now  this  must  be  an  odd  number  of  half-wave  lengths,  provided 

Tl\ 

that  PO  — n being  an  even  number,  since  we  have  the  extra 

^ to  make  the  total  an  odd  one.  If  this  is  so,  there  will  be 

interference  throughout  the  planes  P and  PJ(  because  Pj  is 
separated  by  the  distance  x from  P,  and  so  for  the  other  planes 
P2,  P3,  etc.,  throughout  the  film.  The  distance  between  these 
planes  is  equal  to  a given  wave  length  of  light  for  a definite  line 
of  the  spectrum,  so  that  these  planes  will  vary  for  each  colour, 
being  closer  together  towards  the  violet  end,  and  wider  towards 
the  red.  Wherever  the  reflected  wave  meets  an  incident  wave 
in  the  opposite  phase,  the  trough  of  the  wave  will  be  filled  up, 
so  there  will  be  a calm  surface,  and  it  will  have  no  effect  on  the 
silver  bromide  at  that  spot,  but  where  it  meets  its  opponent  in 
the  same  phase,  the  wave  will  be  intensified  and  have  a strong 
action  on  the  silver  bromide  particles.  If,  therefore,  the  plate 
is  developed  and  fixed,  there  will  be  a series  of  planes  of 
darkened  silver  particles  at  regular  intervals,  the  width  being  in 
strict  proportion  to  the  length  of  the  wave,  while  in  between 
these  will  be  other  planes  corresponding  to  other  parts  of  the 
spectrum.  Dr.  Neuhaus  first  succeeded  in  stripping  off  a piece 
of  such  a film,  and  making  very  thin  sections,  which,  when 
highly  magnified,  showed  an  appearance  similar  to  Fig.  163. 

The  dark  lines  are  due  to  the  reduced  silver  particles,  the 
bright  lines  to  planes  where  no  action  occurred.  If,  therefore, 
the  film,  when  fixed  and  dried,  be  turned  so  that  the  eye  sees 
the  film  at  or  near  the  angle  of  reflection,  the  colours 
corresponding  to  those  of  the  original  object  photographed  will 
be  distinctly  perceived.  By  fixing  a wide-angle  prism  behind 
the  plate  so  that  the  rays  are  totally  reflected,  the  colours  will 
be  brought  out  much  more  vividly.  In  this  way,  not  only  can 
the  solar  spectrum  be  reproduced,  but,  under  favourable  circum- 
stances, landscapes,  flowers,  butterflies,  and  other  brightly 
coloured  objects  may  be  photographed.  Many  of  the  old 


218  photographic  optics 

Daguerrotypes  showed  traces  of  the  natural  colours,  as  can  be 
seen  in  specimens  at  the  present  day  if  observed  at  the  proper 
angle,  since  the  polished  silver  backing  took  the  place  of  the 
mercury  trough,  but  it  remained  for  Lippmann  to  give  the 
correct  explanation  of  the  phenomenon. 

§ 86.  Joly’s  Method  of  Colour  Photography. — This  is 
essentially  a three-colour  process,  invented  by  Professor  Joly  of 
Dublin,  in  1897,  in  which  the  three  negatives  are  combined  in 
one  by  placing  the  three  colours  side  by  side.  The  method  is 
as  follows  : — 

A glass  plate  is  ruled  with  a series  of  orange,  blue-green, 
and  blue  lines,  about  in-  apart,  and  repeated  in  the  above 
order  across  the  plate.  This  triple-coloured  glass  is  placed  just 
in  front  of  a sensitized  plate,  and  a photograph  of  a coloured 
object  is  taken  in  the  camera  and  developed.  The  negative 
may  therefore  be  considered  as  composed  of  three  parts,  each 
corresponding  to  its  particular  line.  A transparency  is  now 
made  by  contact,  and  another  plate,  ruled  with  the  same 
number  of  lines,  is  placed  in  contact  with  it,  only,  instead  of 
the  coloured  lines  being  orange,  blue-green,  and  blue,  they  are 
now  ruled  red,  green,  and  blue-violet,  thus  corresponding  to  the 
three-colour  sensations.  The  red  lines  are  adjusted  to  fall  on 
the  image  formed  behind  the  orange  lines,  the  green  on  the 
blue-green,  and  the  blue-violet  on  the  image  formed  behind 
the  blue  image.  It  is  of  prime  importance  that  the  lines  are  in 
exact  register,  otherwise  the  whole  aspect  of  the  picture  will  be 
changed.  Therefore  the  lines  on  the  negative  which  were 
behind  the  orange  lines  of  the  screen,  must,  when  viewed 
through  the  positive  transparency,  be  exactly  in  register  with 
the  red  lines  of  the  second  screen,  and  so  for  the  other  two 
colours. 

The  positive  and  second  screen  can  be  placed  in  register, 
and  thrown  on  to  a sheet  by  an  optical  lantern,  and  a facsimile 
in  colours  of  the  original  object  may  be  seen  by  an  audience  on 
the  sheet.  It  is  necessary  that  the  sheet  should  be  at  some 
distance  from  the  audience,  otherwise  the  lines,  being  highly 
magnified,  would  be  seen.  At  a little  distance  away  the  lines 
blend,  and  a remarkably  faithful  and  brilliant  image  is  seen. 
If  such  a slide  be  placed  in  front  of  a window  the  colours  can 
still  be  seen,  but  they  vary  according  to  whether  the  slide  is 
looked  at  in  front  or  from  either  side.  Thus  the  colours  of  a 
dress  may  appear  of  a rose  colour  when  observed  obliquely  from 
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the  right-hand  side,  but  a greenish-blue  when  seen  from  the 
left  side  of  the  picture.  This  is  due  to  the  fact  that  the  positive 
and  second  screen  have  their  corresponding  lines  in  register 
when  seen  from  the  front,  but  when  looked  at  obliquely, 
parallax  is  set  up,  so  that  on  the  one  side  the  blue-green  lines 
predominate,  while  on  the  other  side  the  red  are  most  seen. 
Since  the  red  and  green  lines  together  produce  yellow  or 
orange,  the  green  and  blue-violet,  blue,  and  the  blue-violet  and 
red,  crimson,  it  will  be  seen  that  all  shades  of  colour  can  be 
reproduced,  although  the  mixing  of  lights  and  the  mixing  of 
pigments  will  not  produce  the  same  results. 

§ 87.  Three = Colour  Photography. — The  two  processes 
just  described  are  of  scientific  value  only,  being  only  to  a very 
limited  degree  suitable  for  exhibition  purposes.  Three-colour 
processes,  on  the  contrary,  are  daily  gaining  in  favour,  many 
of  the  positives  being  of  great  beauty,  and  in  the  hands 
of  Sanger-Shepherd,  the  Eotary  Co.,  the  Lumiere  Co.,  the 
Autotype  Co.,  and  others,  have  become  a commercial  success. 
Unlike  the  former  methods,  the  films  can  be  mounted,  framed, 
and  hung  up  on  a wall,  and  the  coloured  pictures  seen  from 
any  position.  The  method  was  invented,  independently,  by 
Ives  of  Philadelphia,  and  Ducos  du  Hauron  of  Prance,  and  is 
founded  on  the  Young-Helmholtz  theory  of  colour  vision. 
Ives  devised  a camera  (see  § 89),  which  he  calls  a Kromskop 
(Pig.  168),  having  two  reflecting  mirrors,  by  which  three 
negatives  of  the  same  object  are  obtained  simultaneously,  one 
taken  behind  an  orange  glass,  one  behind  a green,  and  the  third 
behind  a blue-violet  glass.  If,  now,  three  positives  are  made, 
the  first  being  illuminated  by  a pure  red,  the  second  by  a pure 
green,  and  the  third  by  a pure  blue-violet  light,  and  superposed, 
the  combined  image  will  appear  in  its  natural  colour  when 
projected  on  a screen,  or  viewed  through  a stereoscope. 
According  to  the  Young-Helmholtz  theory,  since  elaborated  by 
Clerk  Maxwell,  every  colour  in  nature  can  be  obtained  from  one 
or  more  of  the  three  primary  colour  sensations,  red,  green,  or 
blue  (blue-violet).1  Thus  red  and  green,  when  mixed,  produce 
the  sensation  of  yellow ; green  and  blue,  that  of  bluish-green  or 
greenish-blue ; red  and  blue,  purple ; while  brown  may  be 
produced  by  the  admixture  of  much  red  and  a little  green  and 

1 I have  pointed  out  elsewhere  that  we  have  some  grounds  for 
assuming  that  there  are  not  three,  but  four,  distinct  colour  sensations, 
viz.  red,  green,  blue,  and  violet.  This  was  the  opinion  of  Wollaston. 
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blue.  The  different  shades  of  these  colours  may  be  produced 
by  varying  the  intensities  of  the  mixtures.  A mixture  of  all 
the  colours,  or  a mixture  of  red,  green,  and  blue,  or  of  blue  and 
yellow  alone,  in  the  right  proportions  will  produce  the  sensation 
of  white. 

It  is  much  more  difficult  in  practice  to  make  the  picture  a 
truthful  counterpart  of  nature  than  the  theory  would  indicate. 
The  first  difficulty  is  to  obtain  the  colour  filters  of  the  correct 
hue  and  proportionate  intensity.  For  this  purpose  a row  of 
coloured  glasses  are  used  as  a test  object,  viz.  white,  red,  green, 
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Fig.  164. — Method  designed  by  Sanger-Shepherd  to  match 
colours  by  the  additive  process. 

Column  1 shows  the  coloured  glasses. 

,,  2 shows  the  negative  images  of  the  red,  green,  blue, 

and  yellow  glasses  taken  through  a red  filter. 

,,  3 same  taken  through  a green  filter. 

,,  4 taken  through  a blue  filter. 

blue,  and  yellow.  Next,  one  has  to  find  out  and  measure  what 
proportions  of  the  three  primary  colour  sensations  (red,  green, 
and  blue-violet)  are  necessary  to  exactly  match  the  tint  of 
each  of  the  coloured  glasses.  In  Fig.  164,  on  the  left  side  we 
have  a row  of  test  colour  squares  of  glass.  To  the  right  of 
these  are  represented  three  negatives  taken  behind  these  three 
filters  respectively.  No.  2 shows  a negative  when  made 
through  the  red  filter,  No.  3 through  the  green,  and  No.  4 
through  the  blue-violet  filter.  The  top  squares  show  a dense 
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silver  deposit  in  all  three  negatives.  The  negative  taken  with 
the  red  filter  shows  a dense  deposit  in  the  space  occupied 
by  the  red  glass,  a slight  deposit  in  the  green  space,  none  at  all 
in  the  blue-violet,  but  a dense  deposit  in  the  yellow  space.  In 
the  same  way  the  effects  of  the  other  two  negatives  are  shown. 

When  the  light  filters  have  been  accurately  chosen,  a plate 
is  exposed  behind  each  filter  in  a camera.  It  might  be  thought 
possible  to  take  all  three  pictures  at  once  by  using  a wide 
camera  with  three  lenses,  but  this  is  impossible,  because  unless 
the  three  negatives  are  taken  from  exactly  the  same  spot,  the 
copies  cannot  be  accurately  superposed,  since  the  difference 
in  the  point  of  view  would  give  stereoscopic  images  which 
cannot  be  made  to  coincide.  Each  plate  must  receive  such  an 
exposure  that  a white  object  may  be  represented  by  a deposit 
identical  in  position  and  area  in  each  of  the  three  negatives.  This 
forms  the  key  to  successful  printing.  If  we  project  trans- 
parencies from  these  negatives  on  to  a screen  by  means  of 
three  lanterns,  we  must  place  in  front  of  each  lantern  slide  a 
coloured  glass  similar  to  that  used  for  the  corresponding 
negative,  i.e.  we  must  illuminate  the  transparency  from  the  red 
filter  negative  with  red  light,  the  green  with  green  light,  and 
the  blue  with  blue  light,  but  when  we  superpose  the  transparent 
prints,  made  from  each  of  the  negatives,  we  must  first  colour 
each  of  these  prints  not  in  the  colours  used  for  their  respective 
filters,  but  in  the  complementary  colours  to  these,  i.e.  in  colours 
which  transmit  the  other  two  colours  which,  added  to  the 
filter,  make  up  white  light.  Thus  the  negative  taken  through 
the  red  filter  is  printed  in  a colour  transmitting  green  and  blue, 
these  being  the  other  two  colours  which,  with  red,  form  white 
light.  This  colour  is  cyan-blue,  the  complementary  colour  to 
red.  It  is,  moreover,  a light  greenish-blue,  quite  different  from 
spectrum  deep  blue.  The  green  filter  negative  is  printed  in  the 
complementary  colour  to  green,  viz.  a magenta-pink,  and  the 
blue  filter  negative  is  printed  in  the  complementary  colour  to 
blue,  viz.  canary  saffron  yellow. 

The  reason  is  as  follows  : — In  the  former  case  discs  of  red, 
green,  and  blue  lights  are  overlapped,  so  that  coloured  lights 
are  added  to  coloured  lights  (additive  method),  but  in  super- 
posing one  print  over  another  we  are  adding  not  lights  to  lights, 
but  opacities  to  opacities,  since  each  additional  print  abstracts 
part  of  the  light  transmitted  by  the  first  one.  Thus,  if  one 
prints  a patch  of  red  light  on  a piece  of  white  paper  the  latter 
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reflects  light  of  all  colours  and  consequently  appears  white,  but 
the  patch  of  red  absorbs  the  green  and  blue  and  only  reflects 
the  red,  and  therefore  the  patch  appears  darker  than  the  white. 
If  we  now  paint  a patch  of  green  and  another  of  blue  over  the 
red  patch,  the  latter  will  appear  black  and  not  white,  whereas  if 
light  is  transmitted  through  transparent  discs  of  three  primary 
colours  in  their  correct  proportions  and  superposed  on  a screen 
the  result  will  be  a white  disc.  Fig.  165  represents  the  additive 
effect  of  overlapping  the  coloured  discs  of  red,  green,  and  blue 
lights,  the  result  being  a white,  or  nearly  white,  patch  on  the 
screen,  whereas  Fig.  166  represents  the  subtractive  effect  of 
superimposing  discs  of  gelatine  films  or  glass  stained  with  the 
complementary  colours  to  red,  green,  and  blue,  the  result  being 
a black  patch.  The  coloured  illustration  (Plate  VIII.)  shows 


Fig.  165. — Diagram  showing  the  Fig.  166. — Diagram  showing  the 

effects  of  additive  lights.  effects  of  subtractive  colours. 

the  effect  of  the  superposition  of  the  colours,  to  which  the 
above  figures  furnish  the  key.1 

In  order  to  make  a three-colour  transparency,  we  must 
therefore  proceed  as  follows  : — A red  filter  negative  is  taken  and 
a contact  transparency  made  by  exposing  a plate  behind  the 
negative,  and  developed  in  the  usual  way,  the  grey-black 
image  of  reduced  silver  is  now  replaced  by  ferrocyanide  of  iron, 
the  metallic  silver  deposit  acting  as  a mordant,  the  result  being 
a greenish-blue  colour,  which  fortunately  happens  to  be  the 
exact  complementary  colour  of  the  red  filter.  Two  thin  trans- 
parent celluloid  films  are  now  coated  with  a soluble  gelatine 
film  containing  a trace  of  bromide  of  silver  and  sensitized  with 
bichromate  of  potash  like  carbon  tissue.  This  renders  the 
parts  affected  by  the  light  insoluble  in  water.  One  of  these  is 
now  placed  celluloid  side  down  in  contact  with  the  green 
filter  negative,  and  after  the  details  of  the  image  are  quite 
visible  the  exposure  is  stopped.  The  film  is  then  washed  in 

1 On  the  cover  of  this  book  will  be  found  the  same  results  in  another 
form,  a triangle. 


PLATE  VIII. 


Primary  colours.  Diagram,  showing  the  effect  of  superposition  of 
“ Additive  ” Lights , as  explaiired  on  p.  222. 


Primary  colours.  Diagram,  showing  the  effect  of  superposition  of 
“ Subtractive  ” Colours,  as  explained  on  p.  222. 

[To  face  p.  222. 
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warm  water  to  remove  all  the  unaffected  gelatine,  and  dipped 
in  a crimson-pink  dye  bath,  so  as  to  get  a pink  print,  the 
complementary  of  the  green  filter.  Lastly,  we  obtain  a print 
off  the  blue  filter  negative  with  the  remaining  film  celluloid 
side  down,  and,  after  treatment  in  the  same  way,  it  is  stained 
a bright  yellow,  which  is  the  complementary  colour  of  the 
blue ; when  these  two  prints  are  dry  they  are  mounted  together 
in  correct  register.  The  pink  print  is  cemented  on  to  the 
greenish-blue  transparency,  and  the  yellow  print  on  the  top  of 
all,  the  films  being  placed  face  downwards.  This  is  necessary, 
since  the  greenish-blue  print  on  the  glass  is  a direct  print  made 
by  placing  the  sensitive  side  in  contact  with  the  film  side  of  the 
negative,  whereas  the  two  celluloid  films  are  printed  through 
the  back  by  placing  the  celluloid  side  next  to  the  film  of  the 
negative,  and  both  are  turned  round  on  finally  placing  them 
together.  This  not  only  secures  the  prints  being  all  turned 
the  right  way,  but  the  two  most  important  components,  viz.  the 
greenish-blue  and  pink  are  mounted  in  actual  contact,  while  the 
third  (yellow)  print  is  only  separated  by  the  thickness  of  one 
film  of  celluloid,  which  does  not  affect  the  results.  The  three 
pictures  are  then  mounted  behind  glass  and  used  as  a lantern 
slide,  or  framed  and  hung  in  a window.1  If  the  proper  values 
have  been  given  to  the  colours,  the  final  result,  whether  seen 
on  the  screen  or  examined  by  reflected  light,  is  strikingly 
effective  and  realistic. 

Sanger-Shepherd  manufactures  a very  practical  three-colour 
camera.  Bermpohl  of  Berlin  makes  a good  and  cheap  colour 
camera,  designed  by  Professor  Miethe.  Horn,  a camera  manu- 
facturer in  Wiesbaden,  also  makes  a useful  one  which  can  at  the 
same  time  be  used  as  an  ordinary  camera.2 

§ 88.  Butler’s  Three=plate  Camera. — Mr.  E.  T.  Butler 
has  designed  a useful  camera  on  the  principle  of  Ives’  Kroms- 
kop  which  has  been  experimented  upon  by  Dr.  Mees.  It  will 
be  found  very  useful  for  procuring  the  negatives  for  the  Sanger- 
Shepherd  method.  The  camera  is  of  the  box  form  and  fitted 
with  grooves  to  hold  three  double-backs,  two  above  and  one 

v If  the  reader  is  anxious  for  more  complete  details  on  this  subject  we 
would  refer  him  to  Messrs.  Sanger  Shepherd  & Co.,  and  to  the  Lumiere 
Co.  A full  description  of  the  processes  is  given  in  “ The  Photography  of 
Colour,”  by  E.  Sanger-Shepherd,  Cantor  Lectures,  March  0,  12,  16,  26, 
1900,  Society  of  Arts.  (W.  Trouce,  London.) 

2 Sir  W.  Abney  has  recently  designed  a very  ingenious  camera,  which 
enables  three  separate  plates  to  be  exposed  simultaneously  (see  Journal 
R.P.S.,  October,  1908). 
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behind  (Fig.  167).  The  first  sensitive  plate,  F,  has  a red  filter  in 
contact  with  it,  the  second,  G,  a blue  filter,  both  made  of  patent 
plate,  but  the  third  sensitive  plate,  H,  has  none  at  all.  In  order 
that  the  light  after  passing  through  the  lens  should  reach  the 
plates  F and  G two  glass  plate  reflectors  placed  at  45°  are 
required.  Since  both  the  front  and  back  surfaces  of  a glass 
plate  reflect  light,  it  would  give  rise  to  double  images,  were  it 
not  in  some  way  prevented.  Ives  got  over  the  difficulty  by 
employing  thin  wedge-shaped  reflectors  and  covering  their 
backs  with  coloured  varnish.  Butler  has  got  over  the  double 
images  by  employing  two  reflectors  set  at  an  angle  of  45°  to 
the  axis  in  the  following  ingenious  way.  The  first  reflector 
consists  of  bluish-green  glass  (the  complementary  to  red)  which 


Fig.  167. — Diagram  of  path  of  light  in  Butler’s  Three-plate  Camera. 

absorbs  the  red  light  and  transmits  the  blue-violet  and  green 
rays  only.  Thus  the  white  light  after  passing  through  the  lens 
reaches  the  first  plate  and  is  partly  reflected  directly  upwards, 
and  partly  reflected  and  partly  refracted  from  the  back  surface 
of  the  plate.  On  undergoing  a second  refraction  into  air  the 
ray  passes  up  parallel  to  the  main  pencil.  On  reaching  the  red 
sheet  placed  immediately  in  front  of  the  sensitive  plate,  the 
green  and  blue  rays  are  absorbed  while  the  red  rays  pass 
through,  thus  all  the  light  reflected  from  the  back  of  the  plate 
is  absorbed  and  never  reaches  the  sensitive  film  at  all. 

In  the  same  way  the  second  reflector  consists  of  yellow 
glass  the  complementary  to  the  blue,  so  that  the  rays  reflected 
from  the  back  of  this  plate  are  absorbed  by  the  blue  filter  and 
•only  the  blue  rays  reach  the  second  sensitive  film.  Thus,  again, 


PLATE  IX 


Colour  photographs  of  an  Orchid  and  a Chrysanthemum  from  Nature,  by  T.  Ernest  Waltham,  F.R.H.S.,  reproduced 
from  the  Composite  Transparencies,  by  the  Three-colour  process. 
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the  rays  reflected  from  the  back  of  the  plate  become  absorbed 
and  never  reach  the  film.  The  remainder  of  the  light,  which 
is  green  (since  it  has  lost  its  red  and  blue  constituents),  passes 
directly  on  to  the  third  panchromatic  plate,  and,  of  course, 
requires  no  filter  in  front. 

The  order  of  the  three  coloured  filters  must  be  so  arranged 
that  each  will  get  its  proper  share  of  the  light.  Hence  the  red 
plate  which  requires  the  longest  exposure  must  have  the 
greatest  volume  of  light.  It  is  therefore  placed  at  F,  so  as  to 
receive  the  full  reflected  beam  of  white  light.  The  green  filter 
is  really  in  the  brightest  position,  since  it  receives  all  the  trans- 
mitted light,  but  since  a red  filter  can  be  made  which  lets  all  the 
red  through,  but  a green  filter  cannot  be  made  to  let  all  the 
green  through,  it  has  been  found  best  to  keep  the  green  for 
the  direct  light,  especially  as  all  the  plates  are  dyed  with 
pinacyanol  which  makes  them  not  very  sensitive  to  green, 
although  they  are  fairly  rapid  plates. 

As  it  is  necessary  that  the  three  images  should  be  abso- 
lutely identical  in  size,  the  optical  paths  must  be  equal.  In 
other  words,  the  axial  rays  ABGDEH  must  be  the  same  length 
as  ABP  or  ABODG.  To  do  this  the  excess  of  length  of  the 
refracted  rays  BC  and  DE  over  the  thickness  of  their  respective 
plates  must  be  added  for  the  blue  plate  and  the  excess  of  BG 
over  BOj  for  the  red  plate. 

If  we  take  the  refractive  index  of  each  plate  = 1,52,  a little 
calculation  will  show  that  if  the  axial  ray  AB  makes  an  angle 
of  45°  with  the  normal,  the  refracted  ray  BC  will  make  an 
sin  45° 

angle  of  = 27°  43',  so  that,  taking  the  thickness  of  the 

Y 

plate  BCj  to  equal  1,  BC  will  be  = cog  27o = Qggsy  or 

1,125.  We  must  therefore  add  (BCj  x 1,125)  — BCj  to  the 
distance  of  the  red  and  blue  plates  from  the  lens  in  the  manner 
indicated. 

In  order  to  adjust  the  ratio  of  the  three  colours  correctly, 
Mees  puts  pieces  of  film  between  the  glasses,  and  photographs 
a black  and  white  diagram,  altering  the  depth  of  the  film  until 
the  exposures  are  equal  on  the  three  filters.  The  films  are  then 
cemented  in  the  glass  and  the  positions  of  the  filters  adjusted 
until  all  three  images  are  simultaneously  in  sharp  focus.  The 
difficulty  is  so  to  adjust  the  intensities  of  the  screen  and  filters 
that  the  three  negatives  shall  have  the  right  densities  with 
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the  same  amount  of  exposure.  In  other  words,  that  each 
negative  shall  receive  its  proper  proportion  of  light,  so  that  the 
latter,  after  passing  through  the  three  filters,  when  combined, 
shall  constitute  white  light.  Of  course,  with  this  camera  the 
exposure  is  the  same  for  all  three  negatives  and  cannot  be 
varied  as  is  the  case  with  other  cameras. 

The  negatives  which  receive  reflected  light,  viz.  the  red  and 
blue  ones,  will  be  reversed,  whereas  the  green  negative  which 
receives  direct  rays  will  not  be  so.  This  may  be  rectified  by 
turning  the  green  negative  film-side  out,  taking  care  to  allow 
for  the  thickness  of  the  glass  support.  Mees  uses  a Ross’ 
portrait  lens,  but  an  apochromatic  or  semi-apochromatic  lens 
would  undoubtedly  produce  more  perfect  images. 

§ 89.  Ives’  Kromskop. — The  accompanying  figure  shows 
the  essential  parts  of  Ives’  Kromskop.  A,  B,  and  0 are  sheets 


Fig.  168. — Ives’  Kromskop,  showing  how  the  pictures 
are  combined. 

of  red,  blue,  and  green  glasses  respectively,  on  which  the  three 
pairs  of  positives  made  for  these  colours  are  placed.  H,  D,  and 
E are  plain  mirrors  inclined  at  45°.  E is  one  of  a pair  of 
stereoscopic  lenses,  i.e.  of  two  convex  prism  lenses,  the  prisms 
having  them  bases  directed  outwards,  and  the  lenses  are  each 
of  slightly  longer  focus  than  the  distance  CF. 

The  mirrors  and  glass  plates  are  so  arranged  with  respect  to 
F that  the  distances  AE  EF,  BD  DF,  and  OF  are  all  equal,  so 
that  the  images  of  each  colour  enlarged  by  the  lenses  FF  will 
exactly  coincide,  and  give  rise  to  a single  coloured  aerial  image 


PLATE  X. 


Opal  in  matrix  ; Three-colour  photograph,  from  the  original  at  the 
Natural  History  Museum,  South  Kensington. 
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in  stereoscopic  relief  at  the  near  point  of  the  observer.  This 
coloured  image  appears  to  stand  out  in  the  most  vivid  relief,  and 
if  the  three  positives  are  equally  illuminated  by  an  even  light, 
by  means  of  a fine  ground  glass  placed  in  contact  with  the 
outer  side  of  the  three  pairs  of  positives,  and  the  colours  correctly 
chosen,  the  result  is  exceedingly  beautiful.  Occasionally  the 
colours  appear  bleached  out  in  the  lighter  shades  and  the 
shadows  appear  too  dull.  By  using  a triple  lantern  three 
coloured  images  may  be  superposed  on  a screen,  and  although 
true  stereoscopic  pictures  in  relief  cannot  thus  be  obtained, 
since  one  cannot  combine  stereoscopic  images  on  a screen  as  is 
done  in  the  Kromskop,  an  apparent  plastic  relief  not  observed 
in  black  and  white  slides  is  obtained.  I have  heard  this  remarked 
by  many  people.  The  effect  is  even  more  pronounced  when 
the  picture  is  observed  with  one  eye  only.  Possibly  the  explana- 
tion lies  in  tne  fact  that  the  colour  increases  the  sense  of  reality 
in  the  picture  and  enables  the  mind  to  supply  the  plasticity 
which  experience  tells  us  must  exist  in  the  actual  object.  This 
is  only  carrying  a step  further  the  well-known  fact  that  if  we 
look  with  one  eye  through  a short  tube  at  an  engraving  or 
painting,  it  will  convey  a sense  of  plasticity  which  is  wanting 
when  the  same  picture  is  regarded  by  both  eyes. 

§ 90.  Two-Colour  Processes. — The  difficulties  attendant 
on  three-colour  photography,  and  especially  on  making  all  three 
exposures  at  one  time,  has  led  to  attempts  being  made  with 
two  colours.  Gurtner  has  invented  and  patented  a very  simple 
process  which,  while  ignoring  the  red  element,  still  enables  one 
to  produce  charming  pictures  of  natural  scenery.  He  first 
takes  a ehlorobromide  emulsion  plate,  very  thinly  coated  (in 
other  words,  a lantern  plate),  stains  in  the  dark  in  a bath  of 
naphthol  orange,  or  aurantia  dissolved  in  water,  dries  it,  and 
then  places  it  in  contact  with  a panchromatic  plate,  film  to  film. 
The  two  plates  are  then  placed  in  the  dark  slide,  taking  care 
that  the  glass  side  of  the  lantern  plate  faces  the  lens.  The 
ground  glass  is  reversed,  as  is  done  when  taking  an  autocbrome 
picture,  to  compensate  for  the  thickness  of  the  glass ; and  an 
exposure  made  in  the  ordinary  way.  The  orange  lantern  plate 
absorbs  the  blue  rays  which  act  on  the  plate  and  form  the 
image,  and  allows  the  red,  yellow,  and  green  rays  to  pass 
through  the  semi-transparent  film.  These  act  on  the  panchro- 
matic film  and  form  a second  image  by  the  action  of  the  red, 
orange-green  rays.  The  orange  plate,  which  has  a dark  image 
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when  the  blue  rays  have  acted,  serves  to  print  the  yellow  image, 
while  the  panchromatic  plate,  which  gives  a dark  image  under 
the  red-green  rays,  serves  as  the  negative  for  the  blue  image. 
A little  trouble  is  necessary  to  adjust  the  density  of  the  orange 
stain  so  as  to  give  the  relatively  correct  exposures  for  the  two 
plates.  In  fixing,  the  yellow  stain  dissolves  oiit.  A print  is 
then  obtained,  from  the  panchromatic  plate,  either  by  making 
a positive  and  staining  it  blue,  or  by  making  a blue  print  on  an 
iron-cyanide  paper 1 direct.  A positive  is  made  from  the  lantern 
plate  (which  has  now  lost  its  colour),  either  on  a second  lantern 
plate,  or  on  a detachable  celloidin  paper.  These  copies  are 
best  fixed  in  ammonia,  without  being  toned,  becoming  lemon  or 
orange  yellow.  The  two  blue  and  yellow  glass  positives  are 
now  dried  and  placed  in  position,  face  to  face  ; and  a lantern 
slide  formed  by  binding  adhesive  paper.  If  a paper  print  is 
required,  the  celloidin  print  is  squeezed  down  on  to  the  blue 
paper  print  after  careful  adjustment. 

The  results  of  this  process  are  often  very  satisfactory  and  it 
has  the  advantage  of  simplicity,  since  any  ordinary  camera  will 
suffice,  no  filters  or  dyes  are  needed,  as  is  the  case  with  three- 
colour  processes,  and  only  two  prints  need  putting  into  register. 

§ 91.  Single-plate  Colour  (Additive)  Processes. — Of 
these  there  are  several  processes  invented,  but  they  resemble 
one  another  in  their  fundamental  principles.  They  are  all  based 
on  the  theory  that  white  light  may  be  considered  as  being  made 
up  of  three  primary  colours — red,  green,  and  blue-violet — and, 
further,  that  the  filter  screen  being  built  up  of  these  colours, 
each  particle  will  permit  light  of  its  own  colour  to  pass  through, 
while  the  other  two  colours  are  more  or  less  completely 
absorbed.  Suppose  a transparent  screen  acting  like  a filter  is 
made  up  of  successive  rows  of  alternating  red,  green,  and  blue 
lines,  dots,  or  squares  in  such  a way  that  the  entire  surface  is 
covered  or  ruled  with  successive  rows  of  these  colours,  it  is 
clear  that  light  reflected  from  any  multi-coloured  object  or 
landscape  will,  on  passing  through  such  a screen,  be  selectively 
absorbed.  And  the  same  will  happen  if  a glass  plate  be  covered 
over  with  tiny  squares  or  grains  dyed  with  these  three  colours. 
Thus  the  rays  from  red  objects  will  pass  freely  through  the  red 
fines,  squares,  or  grains,  but  will  be  more  or  less  completely 

1 This  paper  can  be  obtained  in  packets  from  any  dealer.  It  is  very 
useful  to  judge  the  effect  of  a negative,  as  the  prints  are  fixed  in  ordinary 
water,  and  are  made  in  a minute. 
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arrested  by  the  other  two  colours,  while  the  rays  from  blue 
objects  will  pass  through  the  blue  lines  or  dots,  and  be  absorbed 
by  the  other  two.  The  intermediate  shades  and  colours  will 
be  produced  by  a mixture  of  these  three.  In  other  words,  the 
colours  transmitted  by  separate  screen  units  are  combined  in 
the  eye  provided  the  units  are  very  small.  Thus,  supposing 
the  red  lets  through  18  per  cent,  of  the  light,  the  violet  80  per 
cent.,  and  the  green  2 per  cent.,  the  result  will  be  a purple. 
If  red  and  green  light  act  together  equally  they  produce  yellow. 
If  you  increase  the  red  and  green,  and  diminish  the  blue  and 
violet,  you  will  get  a brown,  and  so  on  for  all  the  other  shades. 
Suppose  the  filtered  light  is  allowed  to  act  on  a panchromatic 
plate  {i.e.  an  emulsion  rendered  sensitive  to  the  whole  of  the 
visible  spectrum),  and,  after  suitable  exposure,  developed.  The 
result  will  be  a negative  having  the  colours  reversed.  The 
explanation  of  this  is  quite  simple.  Wherever  the  light  has 
reached  the  sensitive  film  the  silver  bromide  will  have  under- 
gone a change,  resulting  after  development  in  a deposit  of 
blackened  silver,  the  blackness  (density)  being  proportional  to 
the  amount  of  light  action  at  that  spot.  If  the  plate  be  held 
up  to  the  light  it  will  be  noticed  that  no  light  will  be  seen  over 
the  areas  where  the  light  passed  freely  through  the  screen,  but 
the  areas  which  were  not  affected  by  the  light  will  permit  the 
colours  corresponding  to  the  lines  or  grains  to  pass  through. 
Thus,  if  a red  object  had  been  photographed  the  light  can  only 
pass  through  the  other  two  colours  and  will  appear  greenish- 
blue  ; on  the  other  hand,  if  a yellow  object  be  photographed, 
the  red  and  some  of  the  green  rays  will  pass  through.  If  the 
image  be  reversed  by  means  of  an  oxidizing  agent,  the  con- 
ditions will  be  the  opposite.  The  red  rays  which  were  absorbed 
by  the  blackened  silver  will  now  pass  through  unobstructed, 
while  the  clear  parts  will  become  darkened.  In  this  way  a 
positive  corresponding  to  the  original  hues  will  be  produced. 

As  we  have  shown,  the  method  of  filtering  each-  colour  may 
be  effected  in  various  ways.  In  the  Joly  process,  which  was 
the  prototype  of  the  selective  filters,  the  negative  was  made 
through  a taking  screen  by  closely  ruled  red,  green,  and  blue 
lines.  From  this  a positive  was  made  and  put  in  register  with 
the  viewing  screen. 

Another  form  of  filter  is  the  German  line  mosaic  screen  made 
of  celluloid  and  coated  with  a panchromatic  emulsion.  From 
this  direct  positives  are  made  by  reversion. 
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§ 92.  Lumiere  Autochrome  Process. — This  beautiful  and 
highly  ingenious  process  depends  on  a colour  screen  built  up  of 
starch  grains  dyed  with  the  three  primary  colours  and  overlaid 
with  a thin  panchromatic  sensitized  film.  The  grains  are 
ordinary  potato  starch  cells,  each  of  which  appear  under  the 
microscope  as  round  cells  having  a central  nucleus  of  y4- 
to  ■—  mm.  (0,0066  to  0,017  mm.),  the  average  diameter  being 
0,01  mm.,  i.e.  the  size  of  a white  blood  corpuscle.  They  are 
therefore  just  within  the  limit  of  perception  if  held  up  to  the 
light  and  examined  with  a 10  times  enlarging  lens.  Now,  the 
diameter  of  a retinal  cone  averages  0,004  mm.,  or  2|  cones  to  a 
starch  cell;  the  distance  of  normal  near  vision  is  250  mm. 
(10  in.),  or  257  mm.  in  front  of  the  nodal  point.  The  size  of 
the  retinal  image  of  a starch  grain  held  at  that  distance  will 
therefore  be 


0,01  x 15 
257 


= 0,0006  mm.  and 


0,004 

0,0006 


6,67. 


Therefore  the  image  of  six  grains  will  just  occupy  the  diameter 
of  one  cone,  and  as  the  areas  of  circles  are  proportional  to  the 
squares  of  their  diameters,  i.e.  1 : 6,6  : : l2  : (6,67)2,  a cone 
area  therefore  will  contain  the  images  of  forty-six  starch  grains 
at  the  distance  of  the  near  point  of  vision.  It  might  be  argued 
on  theoretical  grounds  that  rice  cells  would  afford  a much  more 
delicate  medium  than  potato  starch  cells,  as  they  are  about  one- 
tenth  the  size  of  the  latter,  and  would  afford  ample  scope  for  a 
more  extensive  distribution  of  colours,  but  it  is  found  that  the 
distance  between  these  cells  and  the  film  is  so  large  compared 
with  their  size  that  they  would  induce  a destructive  parallax  and 
thus  negative  their  selective  action. 

As  this  method  is  one  of  the  few  largely  practised  by 
amateurs,  it  merits  examination  in  detail. 

The  glass  plate  is  coated  by  the  manufacturers  with  a tacky 
film,  and  then  entirely  covered  with  a single  uniform  layer  of 
potato  starch  cells,  which  have  been  dyed  respectively  red, 
green,  and  blue-violet.  These  are  first  intimately  mixed,  so  as 
to  leave  as  few  as  possible  of  one  kind  together.  This  layer  is 
then  flattened  by  rollers,  dusted  with  a black  powder  to  fill  up 
the  interstices,  varnished,  and  finally  dried  and  coated  in 
the  dark  with  a panchromatic  gelatine  bromide  emulsion.  If 
one  of  these  plates  is  held  up  to  the  light  it  should  resemble  an 
ordinary  dry  plate,  since  the  three  primary  colours  combine  to 
give  the  effect  of  white  to  the  eye.  As  a matter  of  fact  the  film 


PLATE  XI. 


Dyed-starch-grain  Filter.  Three-colour  print,  copied  from  a Lumiere 
Autochrome  plate,  showing  the  dyed  grains  ; magnified  700  diameters. 
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consisting  ,of  cells  (seen  best  when  the  gelatine  film  is  stripped 
off)  has  a pale  salmon  pink  colour  when  held  up  to  the  light, 
since  the  inevitable  impurity  of  pigment  colours  renders  a 
perfect  white  impossible.  The  plate  is  inserted  in  the  dark 
slide  with  the  glass  surface  facing  the  lens,  in  order  that  the 
light  may  pass  through  the  coloured  filter  before  reaching  the 
film.  The  slide  may  be  lined  with  black  velvet,  which  is  more 
opaque  and  less  likely  to  scratch  the  film  than  the  card  usually 
supplied.  In  order  to  give  the  correct  values  to  the  three 
colours  during  exposure  it  is  necessary  to  put  a colour  screen  in 
front  of  or  behind  the  objective,  so  as  to  retard  the  excessive 
action  of  the  blue-violet  end  of  the  spectrum.  If  no  screen  at 
all  is  used  the  final  image  will  appear  throughout  a violet-blue 
colour.  Moreover,  any  yellow  screen  will  not  do ; in  fact,  the 
attainment  of  the  correct  colour  is  one  of  the  difficulties  which 
Messrs.  Lumiere  have  had  to  surmount.  The  screen  which 
they  have  finally  adopted,  after  repeated  trials,  is  obtained  by  a 
double  film  stained  a delicate  rose  orange-yellow  colour,  and 
protected  on  each  side  by  optically  worked  plain  glass.  They 
can  be  obtained  through  any  dealer  in  several  sizes.  The 
presence  of  the  screen  filter  in  front  of  the  lens  will  not  affect  the 
character  of  the  image  nor  the  plane  of  its  focus  in  any  way. 
If  the  colour  screen  is  placed  behind  the  lens  the  image  plane  is 
thrown  back  a distance  equal  to  one-third  the  thickness  of  the 
screen.  Since  the  plate  is  reversed  in  the  plateholder,  i.e.  with 
the  film  side  away  from  the  lens,  the  lens  must  be  racked  in 
towards  the  plate  by  an  amount  about  equal  to  the  thickness  of 
the  glass.  If  the  ground  glass  focussing-screen  be  reversed,  the 
visual  focus  will  correspond  to  the  position  of  the  screen, 
provided  the  focussing-screen  and  the  plate  have  the  same 
thickness.  This  reversing  is  advisable,  as  one  is  liable  to  forget 
to  rack  in  the  necessary  yg  in.  If,  however,  the  lens  is 
stopped  down  to  P/16  or  less,  or  is  of  long  focus,  even  this  error 
will  be  imperceptible,  unless  one  is  making  a copy  of  an  object 
in  a single  plane.  Placing  the  colour  screen  behind  the  lens 
will  also  partly  compensate  for  the  opposite  error  due  to 
reversing  the  plate,  so  that  in  this  case  no  change  will  be 
needed  anywhere. 

The  right  exposure  is  a matter  of  great  difficulty,  since  the 
rapidity  of  the  plates  is  found  to  vary  much  in  different  batches. 
This  is  the  more  to  be  deplored,  as  the  success  of  the  finished 
picture  is  very  largely  dependent  on  correct  exposure.  As  a 
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rough  guide,  it  may  be  said  that  you  should  under-expose  for 
subjects  in  bright  sunlight  and  at  midday,  and  considerably 
over-expose  (two  or  two  and  a-half  times  the  calculated  time) 
for  dull  light  or  objects  in  the  shade.  It  is  advisable  to  use 
either  Wynne’s  or  Watkins’  Actinometer.  The  Lumiere  orange 
screen  increases  the  exposure  about  five  times.  The  starch 
grain  colour  backing  increases  the  exposure  about  six  times, 
while  the  film  is  about  the  same  rapidity  as  a Wratten  and 
Wainwright’s  ordinary  plate,  which  is  half  that  of  an  Ilford 
ordinary  plate.  According  to  my  experience,  the  plates  require 
an  exposure  from  twenty-five  to  thirty  times  that  required  for 
a rapid  Ilford  or  special  rapid  Imperial  plate  (of  say  70  Wynne 
or  80  Hurter  and  Driffield)  or  sixteen  times  a Wratten 
Instantaneous,  all  being  used  without  a colour  screen  at  the 
same  time  and  place.  Messrs.  Lumiere  reckon  it  as  equal  to 
14  Wynne  or  2 Watkins  for  outdoor  exposure,  or  half  those 
values  for  indoor  subjects  and  portraiture.  Another  way  is  to 
reckon  the  same  exposure  with  P/8  stop  that  the  Watkins’  meter 
paper  takes  to  darken.  Quite  recently  Mr.  Watkins  has  brought 
out  a Lumiere  plate  dial,  which  can  be  substituted  for  the 
ordinary  dial  of  his  meter;  this  gives  the  exposure  time  for 
these  plates.1  By  changing  the  dial  it  is  converted  at  once  into 
an  ordinary  exposure  meter.  The  instrument,  including  the 
extra  dials,  can  be  had  for  a few  shillings.  In  photographing 
landscapes,  I either  give  more  exposure  to  the  sky  than  the 
foreground,  or  I double  the  exposure  and  halve  the  development 
time.  The  reason  is  that  in  an  ordinary  negative  the  sky  should 
receive  much  less  exposure  than  the  foreground,  but  in  the 
autochrome  a positive  is  made.  This  requires  the  opposite 
treatment,  i.e.  the  sky  must  be  fully  exposed  and  developments 
shortened.  In  this  way  I have  obtained  a blue  sky  and  white 
fleecy  clouds  with  a fully  exposed  foreground  and  middle  distance. 
Mr.  Hinton  tells  me  that  he  has  got  excellent  blue  skies  by 
lifting  the  plate  out  of  the  developer  and  then  pouring  water  over 
the  sky  area  of  the  plate  and  immediately  returning  it  to  the 
developer,  and,  if  necessary,  repeating  this  three  or  four  times. 

After  exposure  the  plate  is  developed  with  a pyro-bromide 

1 It  may  be  interesting  to  some  of  our  readers  to  know  that  focal-plane 
shutter  exposures  (T's  sec.  to  ^ sec.)  may  be  successfully  made  during  June, 
July,  and  August  in  bright  sunshine  between  the  hours  of  10  and  2.30  on 
distant  landscapes,  river  scenes,  sea  views,  and  snow  scenes  with  F/4  or 
F/4, 5 apertures,  and  on  the  two  latter  with  F/5,6.  But  the  scene  must  be 
brilliantly  illuminated. 
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and  ammonia  solution,  or  by  amidol,  for  from  two  to  five 
minutes,  according  to  the  colours  of  the  image.  The  dark- 
room light  need  not  be  extinguished,  as  Lumiere  advises,  but  it 
must  be  well  screened  by  one  orange  and  two  red  glasses,  or, 
better  still,  by  means  of  Wratten  and  Wainwright’s  special 
green  screen.  This  is  made  by  backing  a specially  selected 
shade  of  greenish-blue  glass  by  a piece  of  yellow  twill.  Lumiere 
and  all  photographic  dealers  now  supply  yellow  and  greenish- 
blue  papers,  termed  “ Virida  ” papers.  He  recommends  for  a 
16-power  lamp,  three  yellow  and  two  green  papers,  to  be 
placed  in  front  of  the  lamp  face,  but  two  of  each  are  usually 
safe.  In  both  instances  the  yellow  screen  should  face  the  light.1 
The  light  should  be  sufficiently  intense  to  readily  tell  the  time 
by  a watch  when  held  close  to  the  screen,  and  the  bottles  and 
dishes  and  measures  should  be  so  arranged  beforehand 
that  the  operator  knows  exactly  where  to  lay  his  hands  on 
them.  The  time  is  best  estimated  by  illuminating  one’s  watch, 
placed  against  the  screen,  and  it  is  well  to  pour  on  the  developer 
the  instant  before  the  second-hand  reaches  the  zero  mark. 
Stanley  has  invented  a dark-room  clock  which  works  well. 
Watkins  also  supplies  one.  The  author  has  also  invented  one 
which  automatically  multiplies  the  factor  number  by  the  time 
the  image  takes  to  appear,  and  rings  a bell  when  the  time  is  up.2 

Personally,  I judge  the  time  of  development  by  the  appear- 
ance of  the  image  alone.  I commence  development  with  the 
full  amount  of  pyro  recommended,  but  only  half  the  full 
quantity  of  ammonia.  Then,  if  the  image  is  seen  to  flash 
out  under  twenty-five  seconds,  I add  immediately  an  equal 
quantity  of  water  to  that  of  the  developer  used  and  a few  drops 
of  bromide.  I then  develop  for  three  or  four  minutes,  or 
until  the  image  appears  in  full  detail.  This  one  can  partly  see 
while  it  is  in  the  dish,  but  by  the  time  the  development  is 
half  completed,  one  may  hold  it  close  to  the  screen  for  a 
moment  with  impunity.  This  method  allows  the  image  to  have 
time  to  get  dense  without  the  details  becoming  dull  and  flat. 

If  more  than  thirty-five  seconds  elapse,  I pour  off  the 
developer  into  a measure  and  add  a few  cubic  centimetres  of 
Lumiere’s  diluted  ammonia  solution  to  half  an  ounce  or  so  of 

1 Green  screens  are  preferable  to  red,  being,  in  the  first  place,  safer ; and 
secondly,  green  gives  more  light  to  the  eye  than  red  if  the  light  is  feeble. 

2 It  may  be  seen  at  the  Boyal  Photographic  Society’s  Booms,  66, 
Bussell  Square. 
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water,  and  again  ponr  over  the  plate.  The  plate  must  then  be 
developed  from  three  to  five  minutes.  By  this  means  the  high 
lights  are  prevented  from  becoming  opaque  before  detail  is 
obtained  in  the  shadows. 

The  negative  is  then  well  washed  for  almost  half  a minute. 
This  is  best  done  by  holding  the  negative  in  a fresh  dish  under 
the  tap,  and  as  soon  as  the  latter  is  filled  with  water,  pouring  it 
off  and  repeating  ten  or  twelve  times. 

If  it  were  to  be  examined  at  this  stage,  the  image  would  be 
clearly  seen,  but  the  colours  would  all  be  reversed.  The  reason 
for  this  is  as  follows : — Supposing  the  object  to  consist  of  red 
roses  and  green  leaves.  The  red  colour  will  have  passed 
through  the  red  grains  and  have  caused  a corresponding  deposit 
of  blackened  silver,  which  will  become  visible  during  develop- 
ment. On  holding  the  negative  up  to  the  light,  this  deposit 
would  obstruct  the  light  so  that  the  red  rays  would  be  cut  off, 
but  the  green  and  blue-violet  grains  would  let  the  light  through, 
so  that  the  rose  would  now  appear  as  a mixture  of  green  and 
blue-violet.  If,  now,  the  negative  is  converted  into  a positive, 
the  conditions  will  be  reversed.  The  red  grains  will  now  let 
the  red  through  and  the  green  and  blue  grains  will  obstruct  the 
light  over  the  rose  area,  so  that  the  rose  once  more  appears  in 
its  natural  colour.  Of  course  the  same  argument  holds  good 
for  the  other  two  colours.  In  order  to  get  reversal,  it  is 
necessary  to  dissolve  the  negative  image  away  by  means  of  a 
solution  of  permanganate  of  potash,  to  which  sulphuric  acid 
is  added.  The  negative  is  placed  in  a clean  dish,  and  the 
solution  is  made  to  flow  over  the  plate  for  about  three  minutes. 
The  image  will  now  be  found  to  have  undergone  reversal,  but 
it  will  be  nearly  white  as  well  as  lacking  in  brilliancy,  and 
requires  to  be  re-developed.  The  plate  must  be  rinsed  under 
the  tap  in  the  way  just  described  and  then  exposed  to  bright 
daylight  or  powerful  artificial  light,  such  as  a foot  or  two  of 
magnesium  ribbon.  The  subsequent  operations  may  also  be 
conducted  in  daylight,  but  I think  gaslight  is  preferable.  For 
the  purpose  of  development,  the  makers  advise  a solution  of 
dianol  (diamidophenol)  and  sulphite  of  soda.  All  traces  of  this 
developer  are  now  removed  by  a fresh  bath  of  diluted 
permanganate  solution,  made  by  adding  a few  drops  of  the 
former  permanganate  solution  to  a dish  full  of  water  until 
the  water  is  just  perceptibly  pink,  and  the  image  re-intensified, 
if  necessary,  by  a weak  acid  pvrogallic  and  nitrate  of  silver 
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bath.  The  image  is  then  cleared  by  a third  bath  of  neutral 
permanganate,  and  finally  fixed  in  slightly  acid  hyposulphite 
of  soda  for  three  minutes,  and  washed.  If,  after  fixing,  the 
image  is  not  dense  or  brilliant  enough  to  be  satisfactory,  it 
may  be  re-developed  with  solutions  3?  and  G,1  or  first  reduced 
with  ferrocyanide  and  then  re-developed. 

After  the  final  washing,  the  plate  may  be  rapidly  dried  by  a 
centrifugal  machine  (if  it  amuses  you),  but  it  can  be  dried  just 
as  well  by  wiping  all  the  moisture  off  the  glass  side,  shaking  it 
a few  times  to  and  fro  in  the  air,  and  then  placing  it  upright  on 
several  thicknesses  of  blotting  paper  or  filter  paper.  (This  latter 
detail  is  important,  to  prevent  the  water  spreading  under  the  film.) 

When  dry,  the  film  should  be  further  protected  by  a glass 
plate,  which  is  fixed  by  gumming  round  the  edges  a strip  of 
black  paper  (called  a binder),  as  is  done  in  making  lantern 
slides ; or  it  may  be  first  varnished.  This  is  only  necessary 
when  the  diapositive  is  intended  to  be  used  as  a lantern  slide, 
since  the  film  is  liable  to  crack  with  the  heat.  The  varnish 
usually  supplied  is  too  thick  and  is  apt  to  dry  in  ridges.  This 
may  be  avoided  by  diluting  with  an  equal  quantity  of  benzine, 
or,  as  McIntosh  suggests,  by  placing  the  positive  on  a whirling 
table  and  rotating  it  as  the  varnish  is  poured  on. 

I find,  as  the  result  of  my  experiments,  that  under-exposure 
or  under-development  in  the  first  solution  tends  to  give  a dull 
image,  in  which  the  blue  often  predominates.  This  latter  defect 
occurs  if,  by  any  chance,  a trace  of  daylight  gets  access  to  the 
plate.  On  the  other  hand,  over-exposure  or  over-development  in 
the  first  solution  results  in  a thin  image,  in  which  the  details  of 
the  high-lights  are  eaten  away  and  the  sky  appears  of  a pinkish 
tint,  due  probably  to  the  predominance  of  colour  in  the  red  grains. 

Four  precautions  are  especially  important  to  ensure  success 
after  the  picture  is  secured. 

1.  Beware  of  exposing  the  plate  for  more  than  an  instant  to 
direct  red  or  green  light  during  the  early  stages  of  development, 
as  the  plates  are  extremely  liable  to  fog  under  conditions  which 
would  not  harm  ordinary  plates.  Therefore  use  very  oblique  light. 

2.  Be  sure  that  the  developing  and  re-developing  powders 
and  the  permanganate  crystals  are  completely  dissolved,  and 
that  the  solutions  are  quite  free  from  undissolved  matter,  as  a 
particle  of  either  reducing  or  oxidizing  substance  will  almost 

1 Distilled  water  only  must  be  used  for  these  solutions ; the  others  may 
be  made  up  in  tap-water.  The  permanganate  bath  is  of  doubtful  value. 
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certainly  cause  a stain  if  left  on  the  film  for  more  than  a 
second,  and  such  spots  are  impossible  to  be  entirely  got  rid  of. 
The  worst  stains  are  the  green  ones.  These  are  due  to  minute 
cracks  or  holes  in  the  film,  which  allow  the  water  to  soak  in 
and  dissolve  out  the  green  stain  of  the  starch  grains.  Such 
stains  often  ruin  the  picture. 

3.  Do  not  leave  the  plate  undisturbed  in  the  developer,  but 
rock  the  dish  all  the  time  to  ensure  an  even  action.  This  may 
be  done  with  all  the  baths  with  advantage. 

4.  Wash  well  under  the  tap,  but  with  a gentle  stream  to 
prevent  injuring  the  film  and  causing  green  spots,  and  fill  and 
pour  the  water  out  of  the  dish  at  least  ten  times  in  succession. 
This  is  especially  necessary  before  applying  D and  F solutions. 

The  danger  of  frilling  has  been  greatly  overrated.  I have 
never  known  it  to  occur  in  my  own  practice,  but  then  I take 
care  never  to  use  water  exceeding  60°  F.  If  the  reader  is 
troubled  by  it  he  may  either  smear  the  edges  with  melted  wax 
or  paraffin,  or  use  an  Autotrans  developing  trough.1 

The  printed  instructions  and  necessary  chemicals  can  be 
bought  already  prepared  in  the  right  proportions  in  the  form 
of  tabloids  (scaloids)  from  Johnson  & Co.,  23,  Cross  Street, 
Finsbury,  or  from  Lumiere  Brothers.  Hinton  (Chemist),  Bed- 
ford Street,  Strand,  sends  out  the  chemicals  ready  made-up  in 
ten  six-ounce  bottles,  containing  concentrated  solutions  (1  : 10) 
which  save  no  end  of  trouble.  They  keep  well  for  several  weeks, 
and  the  set  will  develop  about  50  quarter-plates. 

The  positive  now  resembles  a coloured  lantern  slide,  having 
the  colours  approximately  those  of  the  natural  object.  This,  as 
with  all  three-colour  processes,  will  only  give  approximations 
to  the  natural  colours,  for  it  is  impossible  with  pigments  of  any 
kind  to  reproduce  the  infinite  variety  of  tones  and  shades  which 
are  seen  in  nature.  This  can  only  be  approximated  by  increas- 
ing the  colours  used,  since  the  more  numerous  the  colours  the 
truer  to  the  endless  shades  seen  in  nature  will  they  be.  This 
is  why,  in  very  high-class  chromo-lithography,  as  many  as 
twenty-five  or  even  thirty  different  coloured  inks  are  used  in 
the  printing.  One  of  the  charms  of  oil  paintings  lies  in  the 
opacity  and  depth  of  the  body  colour,  which  is  singularly 

1 This  trough  is  an  open  wooden  box  with  a glass  floor.  The  plate  is 
placed  in  it  filter  upwards,  and  a rim  lined  with  elastic  rubber  is  placed  in 
contact  with  the  edges  of  the  plate  and  screwed  down  on  to  it.  Fallow- 
field  supplies  it  at  a very  low  price. 
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absent  in  printings  made  by  any  of  the  three-colour  processes. 
Until  these  three  objects  are  attained,  viz.  correctness  of  tone, 
range  of  hues,  and  depth  of  body  colour,  all  processes  will  fall 
short  of  what  can  be  attained  by  oil  paintings,  or  even  water- 
colour drawings.  No  process  in  photography  requires  more 
care,  greater  cleanliness,  or  greater  exactness  in  the  exposure 
and  development  than  this  one.  The  proverb,  “ Be  sure  your 
sins  will  find  you  out  ” is  amply  demonstrated  by  the 
autochrome  method.  When  the  exposure  and  development 
have  been  correctly  performed  the  results  are  very  fascinating, 
but,  nevertheless,  in  the  author’s  opinion,  it  falls  short  of  Ives’ 
exquisite  process,  which,  when  stereoscopically  projected, 
presents  an  illusion  which  is  the  nearest  approach  to  nature 
yet  achieved  by  any  method.  The  Lumiere  method  has  one 
great  advantage  over  all  others,  viz.  that  of  simplicity.  Only 
one  plate  is  required,  and  the  negative  is  transformed  into  the 
finished  picture.  With  proper  exposure  and  thorough  washing 
the  processes  can  often  be  cut  down  to  four  with  advantage, 
viz.  (1)  developing  the  image,  (2)  reversing,  (3)  re-development 
in  daylight,  and  (4)  fixing.  As  regards  selection  of  subjects, 
fruit,  flowers,  pottery,  portraits,  and,  in  fact,  all  objects  having 
bright  colours  seem  to  lend  themselves  very  readily  to  this 
process.  Landscapes  with  sky  and  cloud  effects  are  often 
disappointing,  since  the  sky  being  usually  over-exposed  it  will 
have  a dull  or  pinky  hue.  Yon  Hubl  considers  the  autochrome 
process  superior  to  the  three-colour  methods,  owing  to  its 
perfect  rendering  of  grey  and  black  tones  as  well  as  the  lighter 
colouring.  Gold  and  silver  are  also  perfectly  rendered. 

For  full  details  of  development  see  p.  293  ; and  the  following 
works  can  be  recommended  : — 

“ Die  Theorie  und  Praxis  der  Farben  Photographie  mit 
Autocrome  Platten,”  by  A.  von  Hubl.  Wilhelm  Knapp,  Halle. 
1908. 

“ Instructions  for  the  Use  of  Autochrome  Plates.”  Lumiere 
& Co.,  89,  Great  Russell  Street,  London. 

“ Real  Colour  Photography,”  by  R.  Child  Bayley.  Uiffe  & 
Sons,  20,  Tudor  Street,  London.  1907. 

“ Colour  Photography  with  the  Lumiere  Autochrome 
Plates,”  by  G.  E.  Brown  and  C.  W.  Piper.  Houghtons,  Ltd., 
88,  High  Holborn,  London.  1907. 

“ Autochrome  Photography.”  Published  by  Jonathan  Fal- 
lowfield.  1908. 
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“ Eeal  Orfchoehromatism.”  Published  by  Wrafcfcen  & Wain- 
wright,  Croydon.  1907. 

§ 93.  Warner-Powrie  Process. — This  is  the  joint  inven- 
tion of  Miss  Warner  and  Mr.  J.  H.  Powrie  of  Chicago,  and  it 
possesses  certain  distinct  advantages  over  most  of  the  processes 
we  have  described — 

1.  The  cost  of  production  is  not  prohibitive  like  the  Joly 
method. 

2.  The  lines  are  finer  and  closer  together  than  in  any  of 
the  others. 

3.  A positive  in  colours  can  be  printed  from  the  original 
colour  negative  by  ordinary  development  and  fixing.  This  is 
a great  advance  on  the  fifteen  separate  solutions  needed  in  the 
Lumiere  method. 

4.  Coloured  prints  can  be  made  from  it. 

The  chief  feature  of  the  process  lies  in  the  screen.  A 
grating  of  six  hundred  lines  to  the  inch  is  placed  in  a printing 
frame  furnished  with  adjustment  screws.  The  sensitized 
bichromated  plate  is  laid  on  it,  covered  up,  and  the  screen  side 
exposed  to  an  arc  light.  The  plate  is  then  removed,  developed, 
washed  in  warm  water,  and  the  insoluble  image  remaining  in 
relief  dyed  with  green  colouring  matter  and  mordanted  (i.e. 
fixed)  with  tannic  acid.  The  plate  has  now  a third  of  its 
surface  covered  with  green  fines.  The  plate  is  recoated  with 
bichromated  gelatine,  and  again  exposed  under  the  grating, 
which  is  shifted  off  the  coloured  bands,  the  plate  again  washed 
in  warm  water,  and  the  unacted  third  dissolved  away.  Eed 
dye  is  now  applied,  and  the  process  repeated  to  receive  the 
remaining  blue  colour. 

The  result  forms  the  Florence  helichromic  screen  plate. 
This  screen  plate  is  covered  with  a panchromatic  emulsion, 
and  is  then  ready  for  use,  and  can  be  placed  in  the  slide  of  the 
camera.  Exposure  to  an  object  is  made  in  the  ordinary  way 
through  the  lens.  Of  course  the  image  could  be  easily  reversed 
by  the  permanganate  method,  as  is  done  in  the  Lumiere 
process,  but  this  should  be  avoided  if  possible.  They  therefore 
intend  to  manufacture  two  kinds  of  plates.1  In  those  employed 
for  producing  negatives  in  colour,  the  fines  will  run  lengthways ; 
in  those  from  which  colour  positives  are  to  be  printed,  the  lines 
will  run  across  the  shorter  side  of  the  plate.  This  will  obviate 
all  mistakes  on  the  part  of  the  operator.  By  employing  filters 
1 These  plates  are  not  yet  on  the  market  (November,  1908). 
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which  slightly  overlap  for  the  negative  plates  and  abrupt 
absorption  filters  for  the  positive  plate,  the  natural  colours  may 
readily  be  reproduced. 

In  order  to  make  a set  of  three-colour  positives,  from  which 
prints  may  be  obtained  by  any  three-colour  process,  they 
proceed  as  follows  : — 

The  colour  negative  is  placed  in  a printing  frame,  glass  side 
to  the  fight.  Behind  it  is  placed  a thinner  sheet  of  glass  or 
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celluloid,  so  as  to  slightly  separate  the  colour  negative  from  the 
panchromatic  sensitized  plate  beneath.  The  latter  is  now  to 
be  converted  into  a positive. 

A separate  monochromatic  filter  screen  is  now  used  for 
each  of  the  three  colours,  and  the  fight  arranged  at  a sufficient 
distance  to  allow  of  parallel  rays  falling  on  the  colour  negative. 
The  result  will  then  resemble  that  shown  in  Fig.  170,  in  which 


Fig.  171.  Fig.  172. 


the  colour  negative,  the  intermediate  clear  glass,  and  the  surface 
of  the  panchromatic  plate  are  diagrammatically  shown. 

The  fight,  it  will  be  observed,  can  only  affect  a third  of  the 
plate,  so  that  only  one-third  of  the  negative  is  copied  in 
monochrome.  The  fight  is  now  shifted  to  one  side  (Fig.  171). 
This  will  affect  the  second  third  of  the  plate,  and  give  rise  to 
the  second  colour  sensation.  Lastly,  the  fight  is  shifted  to  the 
opposite  side  (Fig.  172).  This  completes  the  process.  Or 
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three  sources  of  light  may  be  employed  at  once,  and  the  whole 
plate  exposed  in  one  operation. 

In  this  way  the  red,  green,  and  blue  sensations  in  the  plate 
can  be  obtained,  from  which  (or  from  negatives  made  from 
them)  the  three-coloured  print  in  pinatype,  carbon,  or  other 
process  may  be  produced. 

If  a colour  positive  be  made  by  printing  from  the  linear 
colour  negative,  exactly  the  same  process  is  followed,  except 
that  no  filter  is  used  before  the  light,  and  the  panchromatic 
plate  is  replaced  by  the  positive  screen  plate  which  is  laid,  glass 
side  down,  upon  the  film  of  the  colour  negative.  An  exposure 
is  made,  as  before,  in  one  or  three  stages  at  different  angles. 
The  ruling  of  the  negative  screen  will  be  found  to  be  completely 
removed,  just  as  it  is  during  the  printing  of  a continuous  tone 
positive.1 

There  are  several  other  processes  in  various  stages  of 
advancement,  of  which  Krayn’s  is  perhaps  the  best  known, 
but  they  differ  chiefly  in  the  way  in  which  the  screen  is  built 
up.  None  of  them  are  as  yet  on  the  market. 

Uto  Paper. — A peculiar  jet  black  bleach-out  paper  has  been 
recently  invented  by  Dr.  J.  H.  Smith,  a gentleman  residing  in 

Zurich.  This  paper  may  be  placed 
behind  a linear  screen  plate,  just  as 
in  printing  a continuous  tone  positive, 
i.e.  the  effect  of  the  light  passing 
through  any  particular  band  is  tripli- 
cated, either  by  the  use  of  mirrors  at 
each  side  of  the  printing  frame,  or 
by  arranging  the  light  at  opposite 
angles,  as  stated  above.  At  present 
the  paper  is  not  satisfactory,  since 
it  needs  a very  long  exposure  to  bright 
sunlight,  a fact  which  renders  the 
process  more  suited  to  Egypt  than 
to  this  country,  and  secondly,  the  colours  do  not  bleach  out 
uniformly.  Smith’s  process  is,  therefore,  still  in  the  experimental 
stage,  and  doubtless,  ere  long,  it  will  be  replaced  by  a more 
satisfactory  paper. 

§ 94.  Finlay’s  Thames  Plate.— This  plate  is  somewhat 


Fig.  173. — Diagram  showing 
the  method  of  printing 
on  Uto  paper  through  a 
Warner-Powrie  Screen. 


* See  a very  complete  description  of  this  process  in  the  Journal  of  the 
Royal  Photographic  Society,  for  January,  1908,  by  John  H.  Powrie,  from 
which  this  description  is  largely  drawn. 


PLATE  XII. 


Autochrome-dyed  Starch  Grain.  Filter.  From  a photograph  by  the 
author  on  a Wratten  panchromatic  plate  and  yellow  screen. 
Pilliseher’s  1|  in.  Obj . ; 2.0c.  (x42  diameters).  Light  grains 
red,  grey  grains  green,  black  grains  blue-violet. 


Thames  Three-coloured  Disc  Filter.  From  a photograph  by  the  author 
on  a Wratten  panchromatic  plate  and  yellow  screen.  Pillischer’s 
I3  in.  Obj. ; 2 Oc.  (x  42  diameters).  Light  discs  red,  grey  discs 
green,  black  patches  blue-violet. 
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similar  to  the  Florence  plate,  but  instead  of  being  covered  with 
coloured  lines,  it  is  impressed  with  rows  of  alternating  red  and 
green  circular  dots.  The  interstices  are  filled  in  with  a violet- 
blue,  dye,  so  that  the  entire  plate  is  covered  with  the  three 
colours,  and  presents  no  blank  spaces. 

This  forms  the  colour  filter  in  front  of  the  sensitive  film. 
Since  the  colours  are  much  more  transparent  than  the  starch 
cells,  the  rapidity  of  the  plate  is  correspondingly  increased. 
The  rapidity  is  said  to  be  from  four  to  five  times  that  of  an 
autochrome  plate  (it  corresponds  to  5 Hurter  and  Driffield), 
so  that  under  favourable  circumstances,  and  in  bright  sunshine, 
it  is  possible  to  use  a focal-plane  shutter  with  a lens  of  large 
working  aperture  and  thus  secure  a coloured  negative  of  objects 
in  motion,  which  has  hitherto  been  impossible. 

The  Thames  film  is  much  thicker  and  tougher  than  the 
autochrome,  and  will  consequently  stand  rougher  handling. 

The  average  relative  sizes  of  the  coloured  dots  or  lines  in 
the  three  plates  just  mentioned  are — 

Proportional  size. 

Autochrome  starch  grains  . . inch  . . 1 

Florence  lines,  diameter  . . . ~ ,,  . . 3 

Thames  plate  dots,  diameter  . — „ . . 7 

Since  we  reckoned  (p.  230)  that  the  image  of  forty-six  starch 
grains  held  at  ten  inches  distance  just  covered  one  cone  area  on 
the  retina,  it  is  obvious  that  one  Thames  disc  will  just  occupy 
the  same  space.  If,  therefore,  the  discs  were  made  any  larger 
they  would  cause  imperfect  rendering  of  colours.  In  the  author’s 
opinion  both  the  discs  and  the  violet  interspace  might  with 
advantage  be  reduced  in  size  so  as  to  allow  of  four  colours,  viz. 
red,  green,  blue,  and  violet,  being  represented,  i.e.  a red  disc,  a 
green  disc,  a blue  disc,  and  a violet  interspace.  In  this  way  he 
believes  the  colours  would  be  more  perfectly  imitated,  and  have 
a greater  range  of  tones,  which  even  in  the  best  autochrome 
pictures  appear  defective  in  red,  green,  and  blue  shades.  More- 
over, the  red  disc  should  be  smaller  and  not  larger  than  the 
green  one. 

The  development  of  the  plate  is  very  similar  to  that  of  an 
autochrome,  and  is  as  follows  : — 

1.  Develop  with  pyro-bromide  ammonia  as  for  an  auto- 
chrome, but  carry  a little  further. 

2.  Place  for  two  minutes  in  a 10  per  cent,  solution  of 
ammonium  persulphate. 
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3.  Then  in  acid  permanganate  of  potash  bath  (for  reversal). 

4.  Redevelop  with  amidol  in  bright  daylight. 

5.  Fix  (if  necessary)  for  one  minute  in  acid  hyposulphite. 
Wash  for  five  minutes — shake  well  to  remove  superfluous  water 
and  leave  to  dry. 

Of  course  the  plate  must  be  well  washed  after  each  bath,  as 
is  done  in  the  case  of  the  autochrome  plate.  For  further  details 
of  exposure  and  development,  see  p.  292. 

The  spoilt  plates  need  not  be  thrown  away  since  they  will 
serve  their  purpose  as  a colour  screen  as  often  as  desired  by 
substituting  any  panchromatic  plate  for  the  spoilt  film,  which 
latter  must  first  be  removed. 

The  film  is  placed  in  contact  with  the  coloured  disc  screen 
and  the  two,  face  to  face,  are  placed  in  the  slide  and  exposure 
made  through  a yellow  filter  as  before.  If  after  development 
the  positive  is  satisfactory  it  should  be  dried  and  bound  up 
permanently  with  the  disc  screen.  If  not  satisfactory,  the 
process  may  be  repeated  with  a second  plate,  using  the  coloured 
disc  screen  as  before.  I believe  the  makers  intend  issuing  the 
disc  screen  either  coated  or  uncoated,  with  separate  panchro- 
matic plates  to  use  with  them. 

§ 95.  Colour  Prints. — The  colour  processes  hitherto  de- 
scribed only  furnish  single  diapositives,  i.e.  transparencies  in 
which  the  picture  is  illuminated  from  behind,  and  seen  by  one 
person  at  a time,  or  projected  on  to  a screen.  But  people 
naturally  call  for  pictures  which  can  be  hung  up  on  a wall,  or 
placed  in  an  album,  and  seen  by  reflected  light.  Such  pictures 
also  should  he  capable  of  reproduction.  These  two  problems 
are  by  no  means  so  easy  of  solution  as  would  appear  at  first 
sight,  although  there  are  quite  a number  of  ways  by  which 
they  may  be  accomplished.  Some  of  these  methods  yield  at 
best  only  poor  results,  while  others  require  an  amount  of 
experience  and  care  which  is  possessed  by  very  few  persons. 
The  following  processes,  however,  are  quite  successful  in  the 
hands  of  careful  workers. 

Collotype  Colour  Process. — This  consists  of  printing  a bi- 
chromated  gelatine  plate  under  the  colour  negative,  and  then 
obtaining  the  print  by  inking  up  the  resultant  negative  with  a 
lithographer’s  printing  roller,  a method  somewhat  similar  to 
the  ordinary  lithographic  process.  If  a gelatine  emulsion  film 
treated  with  a solution  of  bichromate  of  potash  is  placed  in  the 
dark  behind  a negative,  and  then  exposed  to  the  light,  it  will 
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be  found,  on  washing  with  warm  water,  that  all  the  parts 
which  have  been  acted  on  by  the  light  will  have  become 
insoluble  in  exact  proportion  to  the  amount  of  light  which  has 
acted.  Thus  the  shadows  are  formed  by  gelatine,  and  the  high 
lights  by  nearly  clear  glass.  In  this  way  a negative  in  low 
relief  is  obtained.  This  relief  resembles  a prepared  lithographic 
stone,  and  impressions  on  paper  can  be  obtained  from  it  by 
rolling  over  the  relief  a printer’s  roller,  on  which  a lithographic 
ink  of  the  desired  colour  has  been  placed,  and  then  covering 
it  with  a piece  of  paper  and  passing  it  through  the  press.  On 
removing  the  paper  an  exact  copy  of  the  picture  will  be  found 
adherent  to  it.  Since  a print  can  be  taken  in  this  way  with 
a lithographic  ink  of  any  colour,  all  that  is  required  will  be  to 
make  three  collotype  plates  from  the  three  negatives  in  the 
way  we  have  stated ; then  to  ink  each  of  them  over  with  one 
of  the  three  colours  which  are  the  complementaries  of  the 
primary  colours,  and  then  to  take  a print  on  a single  sheet  of 
paper  from  all  three  plates  successively,  taking  care  that  the 
three  impressions  lie  in  exact  superposition. 

In  practice,  four  difficulties  arise.  First,  the  filter  screens 
must  be  properly  adjusted  as  regards  their  colours.  This 
adjustment  can  be  calculated  out  with  precision  if  perfect  inks 
were  obtainable,  but  some  compromise  is  at  present  necessary, 
owing  to  the  impossibility  of  getting  permanent  printing  inks  of 
the  correct  hue  and  luminosity.  Second,  each  of  the  three 
negatives  must  be  correctly  exposed,  both  as  regards  the  subject 
and  with  regard  to  the  other  two  negatives.  Third,  the  depth  of 
colour  yielded  by  each  negative  to  the  paper  must  be  correct. 
This  is  a great  difficulty,  as  the  amount  of  colour  taken  up  by 
the  paper  is  apt  to  vary  in  a most  capricious  manner,  so  that 
the  final  product  of  the  three  colours  may  not  be  true  to  nature. 
Fourth,  the  three  impressions  must  be  in  perfect  register. 

Sang er- Shepherd’ s Imbibition  Process. — This  is  a more  practical 
method,  fairly  easy  of  application,  and  somewhat  resembles  his 
method  for  making  transparency  pictures.  Three  negatives 
are  first  taken  through  the  colour  screens,  as  already  mentioned 
(§  87).  The  positives  from  them  are  printed  upon  a special 
celluloid  film  coated  with  gelatine  containing  bromide  of  silver, 
sensitized  by  immersion  in  the  sensitizing  bath  of  potassium 
bichromate  for  three  minutes  and  dried  in  the  dark  room. 

The  prints  are  made  upon  the  film  by  printing  through  the 
celluloid — the  celluloid  side  being  placed  in  contact  with  the 
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film  side  of  the  negative  and  exposed  to  daylight  until,  on 
examination  in  weak  light,  all  the  details  are  visible  on  the  film 
as  a brownish- yellow  print,  very  similar  in  appearance  to  an 
undeveloped  platinotype  print.  The  printed  film  is  immersed 
in  warm  water,  and  in  a few  minutes  the  unaltered  gelatine 
dissolves  away,  leaving  a perfect  white  image  full  of  detail 
attached  to  the  celluloid  base.  The  print  is  next  fixed  in 
ordinary  clean  hyposulphite  of  soda  solution  until  the  white 
bromide  of  silver  dissolves,  leaving  a transparent,  low  relief  in 
clear  gelatine.  After  washing  in  water  for  ten  minutes,  the 
prints  are  ready  for  staining  up.  The  print  from  the  green 
filter  negative  is  stained  up  in  the  pink  bath,  and  the  print 
from  the  blue-violet  filter  negative  is  stained  up  in  the  yellow 
bath — the  staining  being  stopped  as  soon  as  the  two  prints, 
when  held  over  the  greenish-blue  print,  give  neutral  tints  in 
the  grey  shadows  of  the  picture.  Should  one  of  the  positives 
be  accidentally  overstained  it  may  easily  be  reduced  by  merely 
soaking  in  clean  water.  They  are  then  successively  squeegeed 
on  to  a piece  of  paper  coated  with  a thin  layer  of  gelatine.  This 
absorbs  the  dye  from  the  relief  surface  of  the  hardened  gelatine . 
The  gelatinized  paper  is  then  well  soaked  in  water  and  spread 
over  a glass  plate,  coated  side  uppermost.  Then  the  pink-dyed 
positive  (from  the  negative  taken  through  the  green  screen)  is 
squeegeed  on  to  the  gelatine  paper  until  the  whole  of  the  colour 
has  been  taken  up  by  it.  In  the  same  way  the  yellow-dyed 
positive  (from  the  negative  taken  through  the  blue  screen) 
is  carefully  adjusted  in  register  on  to  the  pink  impression, 
and  squeegeed  down  on  to  it.  Lastly,  the  blue-dyed  positive 
is  squeegeed  on  to  the  pink  and  yellow  image,  which  is  kept 
wet  to  get  an  even  impression.  If  any  one  of  the  colours  is 
too  weak,  the  printing  plate  for  that  colour  may  be  re-dyed  and 
used  again.  Thus  a paper  print  is  obtained  on  which  an 
image  built  up  of  three  colours  is  impressed.  This  may  be 
squeegeed  on  to  ground  glass  or  polished  glass,  according  as  to 
whether  a matt  or  glossy  surface  is  desired.  The  print  is  now 
finished,  and  if  the  process  has  been  correctly  carried  out, 
especially  the  correct  exposures  in  the  first  instance,  the  result 
will  be  an  extremely  charming  effect  of  colour.  The  skies 
are  often  very  fine,  indeed,  much  superior  to  autochromes, 
as  the  proper  rendering  of  the  sky  is  the  chief  defect  in 
the  starch-grain  method.  According  to  Sanger- Shepherd,  the 
following  are  the  chief  sources  of  failure,  with  then'  remedies  : — 
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The  printing  plates  are  liable  to  stick  to  the  paper,  because 
the  paper  has  not  been  soaked  long  enough  before  use.  It 
should  be  soaked  in  clean,  cold  water  for  at  least  ten  minutes. 

The  printing  plates  take  up  the  colour  all  over  when  immersed 
in  the  colour  bath.  This  is  owing  to  an  over-printed  relief ; the 
relief  must  be  thin.  The  best  results  are  obtained  by  slow 
development  in  water  at  100°  F.  to  105°  F.  It  is  because  of  the 
necessity  for  using  a very  low  relief  that  a thin  negative  is 
recommended. 

Dark,  muddy  prints. — This  arises  from  printing  plates  being 
stained  too  deeply,  or  from  the  relief  being  over  printed. 

Blurred  prints. — This  fault  is  due  to  the  paper  being  too  wet, 
or  because  too  long  time  has  been  taken  in  the  transfer,  owing 
to  an  unsuitable  relief.  With  a correctly  printed  relief  the 
whole  of  the  ink  should  be  transferred  to  the  gelatinized  paper 
within  five  minutes.  The  finished  print  should  be  at  once 
pressed,  surface  dry,  between  clean  blotters,  and  pinned  up  to 
dry  in  a current  of  air. 

Full  detailed  instructions  are  sent  out  by  Sanger-Shep- 
herd  & Co.,  along  with  all  the  materials  necessary  for  carrying 
out  their  process. 

Leon  Didier’s  pinatype  process. — This  method  has  consider- 
ably grown  in  public  favour  of  late,  and  is  well  able  to  hold 
its  own  among  competitors.  The  process,  unlike  Sanger- 
Shepherd’s,  depends  on  the  selective  action  of  certain  dyes  on 
the  gelatine.  Thus,  supposing  the  three  gelatine  bichromate 
printing  plates  have  been  prepared  as  in  the  last  process, 
then  the  parts  exposed  to  light  will  be  hardened,  the  rest 
remaining  soft.  Now,  it  has  been  found  that  dyes  may  be 
classified  thus — 

1.  Those  (and  they  are  the  majority)  which  stain  the  whole 
surface,  either  uniformly  or  partly,  by  a selective  action;  the 
dye  being  in  some  cases  removed  by  the  water,  in  other  cases 
remaining  fixed. 

2.  Those  dyes  which  stain  the  hardened  parts  of  the  gelatine 
more  than  the  unhardened  parts,  since  they  enter  into  composi- 
tion with  the  hard  (light-impressed)  parts  which  contain  oxides 
of  chromium. 

3.  A few  dyes  exist  which  do  not  touch  the  hard  gelatine, 
but  stain  the  (unacted  on)  soft  gelatine.  Such  stains  are  called 
pinatype  colours,  and  they  constitute  the'  dyes  used  in  this 
process. 
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It  will  thus  be  seen  that  the  pinatype  method  is  the  reverse 
of  the  Sanger- Shepherd,  since  the  latter  depends  on  dyes 
which  adhere  to  the  raised  hard  gelatine  and  come  off  on  to  the 
paper. 

Pinatype  colours  should  possess  the  following  properties  — 

1.  They  must  be  fairly  soluble  in  cold  water. 

2.  They  must  stain  the  soft  gelatine  strongly,  and  hardly 
touch  the  hard  parts. 

3.  They  must  be  fixed  dyes,  and  incapable  of  being  washed 
out. 

4.  They  must  readily  stain  the  paper  brought  in  contact. 

5.  The  picture  must  retain  its  detail  and  sharpness  after 
drying,  and  must  not  suffer  from  prolonged  washing. 

6.  Lastly,  the  colours  must  not  be  liable  to  fade. 

Fortunately  all  these  properties  can  be  found  among  the 

red,  yellow,  and  blue  dyes. 

It  may  also  be  noticed  that  since  these  dyes  do  not  stain 
the  light-impressed  gelatine,  but  only  the  parts  unacted  on,  the 
pinatype  print  will  be  a facsimile  of  the  original  negative.  In 
other  words,  the  original  negative  taken  through  the  colour- 
screen  is  reproduced  by  the  printing  plate  exactly  as  in  the 
Sanger-Shepherd  process,  but  with  this  difference.  By  the 
latter  method  the  print  is  made  from  the  light-hardened  gela- 
tine which  receives  the  ink,  whereas  by  the  pinatype  process  it 
is  the  unchanged  gelatine  which  takes  up  and  transfers  the 
colour.  In  order,  therefore,  to  make  a positive  print,  our 
bichromated  printing  plate  must  be  made  from  a transparency 
(diapositive),  and  not  from  a negative,  as  in  the  other  method. 

To  sum  up,  the  pinatype  process  consists  of  five  stages — 

1.  Making  the  negatives. — -Three  negatives  of  the  subject  are 
taken  through  their  respective  screens. 

2.  Copying  the  negatives. — Three  transparencies  (diapositives) 
are  made  from  the  negatives  on  a fine  grain  emulsion,  such 
as  is  used  for  lantern  slides.  These  can  be  made  toj  any  size, 
so  that  if  an  enlargement  or  reduced  print  be  wanted,  the 
diapositives  can  be  made  to  the  size  required  in  the  print.  The 
qualities  of  a lqntern  slide  are  transparency,  brilliancy,  and 
contrast,  but  the  pinatype  diapositives  should  be  soft,  without 
any  great  amount  of  density  anywhere.  This  quality  can  be 
readily  obtained  by  giving  a full  exposure,  and  using  a diluted 
developer. 

3.  Transferring  the  image  to  the  printing  plate. — From  the 
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diapositives  three  printing  plates  are  made.  These  are  glass 
plates  thinly  coated  with  gelatine  and  sensitized  in  a 21  per 
cent,  solution  of  bichromate  of  potash  (15  grains  to  2 oz.  of 
water),  dried  in  the  dark  (6  to  8 hours),  and  then  successively 
exposed  behind  the  diapositives.  Each  plate  should  be  marked 
B,  R,  or  Y in  the  corner,  to  indicate  the  colour  to  be  used.  The 
sensitizing  solution  must  be  kept  cool  (60°  to  65°  E.),  and  the  time 
for  each  printing  regulated  by  a photometer  or  actinometer 
(Warnercke’s  or  Sanger-Shepherd’s).  It  is  about  the  same 
as  for  collodion  P.O.P.  The  image  appears  faintly  drawn  on 
a yellow  ground.  The  plates  should  be  well  washed  until  all  the 
yellow  has  disappeared  from  the  water.  They  are  then  dried, 
and  are  ready  for  use  at  any  time. 

4.  Dying  the  plates. — Three  baths  are  to  be  made.  A blue 
bath  of  10  tablets  pinatype  blue  to  9 oz.  of  water  for  the 
plate  from  the  red  screen  negative  (immerse  for  15  to  20 
min.) ; a red  bath  of  10  tablets  pinatype  red  to  1 drachm 
0,880  ammonia,  and  9 oz.  of  water  for  the  plate  from  the 
green  negative  (immerse  for  10  to  15  min.) ; and  a yellow 
bath  10  tablets  of  pinatype  yellow  to  7 oz.  hot  water  (immerse 
for  half  an  hour). 

5.  Printing  the  picture  on  paper. — A sheet  of  transfer  paper  is 
soaked  in  water  until  it  expands  no  longer.  It  is  then  gently  and 
evenly  squeegeed  down  on  to  the  blue-dyed  plate,  which  is  taken 
wet  from  the  bath.  A piece  of  oiled  paper  is  laid  over  the  print 
to  enable  the  roller  squeegee  to  run  smoothly.  The  progress  of 
the  transfer  of  the  colour  to  the  print  must  be  watched  by  turn- 
ing up  one  of  the  comers  from  time  to  time.  On  an  average 
about  ten  to  fifteen  minutes  will  suffice.  The  blue  print  is  then 
removed  and  transferred  to  the  red  dyed  plate.  In  this  case  it 
is  well  to  place  a thin  transparent  sheet  of  celluloid  between  the 
two,  and  as  soon  as  the  two  are  in  register,  to  hold  the  top  of 
the  print  firmly  and  slip  the  celluloid  from  underneath,  and  then 
to  squeegee  as  before.  This  precaution  is  necessary  to  prevent 
the  transfer  of  colour  before  register  is  secured.  In  the  case  of 
the  yellow  dye  this  is  not  necessary,  as  it  acts  more  slowly. 

Lastly,  the  print  now  dyed  with  blue  and  red  is  squeegeed 
down  upon  the  yellow-dyed  plate.  The  order  is  therefore  Blue- 
red-yellow,  but  you  may  make  it  Red-blue-yellow,  or  even  Blue- 
yellow-red,  but  only  experience  will  teach  you  which  is  best 
for  each  case.  If  any  of  the  prints  have  been  dyed  too  deeply, 
the  colour  may  be  thinned  down  by  squeegeeing  them  on  to  a 
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piece,  of  paper  coated  with  gelatine  until  sufficient  colour  has 
been  abstracted.  In  the  same  way  an  unfixed  print  which  is 
too  weak  may  be  reinforced  by  squeegeeing  it  on  to  its  printing 
plate.  Eetouching  may  be  done  on  any  of  the  wet  prints  with 
a brush  soaked  in  the  dye. 

One  great  advantage  of  this  process  lies  in  the  fact  that  the 
three  impressions  of  colour  are  superposed  on  the  single 
support,  and  not  on  separate  gelatine  layers  which  require  to  be 
accurately  placed  in  register.  The  weakest  part  of  the  picture 
lies  in  the  blues,  which  are  apt  to  become  too  red  owing  to  the 
varying  effect  of  the  green  filter. 

Many  other  beautiful  and  useful  processes  exist,  such  as  the 
Eotary  Co.’s  Stripping  Pigment  Films,  in  which  the  print- 
ing is  done  through  thin  sheets  of  celluloid  and  each  developed 
pigment  image  is  in  turn  transferred  to  a piece  of  single  transfer 
paper.  The  screen  bichromate  process,  which  has  yielded  such 
artistic  prints  in  monochrome,  is  now  adapted  to  three-colour 
printing.  There  are  also  the  Hesekiel-Selle  carbon  process  and 
the  Perscheid  screen  process,  but  these  methods,  as  well  as  the 
various  three-colour  mechanical  processes,  are  quite  beyond  the 
scope  of  this  work,  and  we  would  refer  the  reader  to  the  works 
mentioned  in  the  preface  for  the  requisite  information. 


CHAPTER  VI 


FORMATION  OF  IMAGE  ON  THE  PLATE 

§ 96.  The  Formation  of  the  Latent  Image  and  the 
Phenomena  of  Development. — An  immense  number  of  sub- 
stances are  affected  by  the  action  of  light,  especially  in  the 
presence  01  air  and  moisture.  Many  of  these  changes  are 
visible  to  the  eye.  Thus  pigments  and  dyed  materials  are 
usually  bleached ; many  organic  substances  (freshly  planed 
wood,  for  example)  are  gradually  darkened,  while  a large 
number  of  the  chlorides,  bromides,  iodides,  and  nitrates  of  the 
metals  are  instantaneously  affected  if  in  solution,  or  finely 
divided,  the  change  being  largely  determined  by  the  presence 
of  organic  substances.  This  is  one  reason  why  albumen, 
gelatine,  and  collodion  (gun-cotton)  are  used  as  layers  or 
menstrua  in  which  metallic  salts  are  held  in  a state  of  fine 
division. 

Of  all  metallic  compounds  the  bromides,  iodides,  and 
chlorides  of  silver  (or  silver  haloids,  as  they  are  called)  take 
the  first  place  as  regards  usefulness  for  photographic  purposes. 
The  modern  dry  plate  consists  of  one  or  more  of  these  salts 
intimately  mixed  with  gelatine  or  collodion. 

If  such  a plate  be  correctly  exposed  in  a camera  on  a land- 
scape, no  change  whatever  can  be  seen  on  examination.  If, 
however,  any  reducing  agent,  such  as  a solution  of  ferrous 
oxalate,  or  pyrogallic  acid  and  soda,  be  poured  over  it  in  the 
dark  room,  an  image  will  slowly  appear,  thus  revealing  the 
previous  action  of  the  light.  If  the  plate  be  then  washed  and 
immersed  in  a solution  of  hyposulphite  of  soda,  or  potassium 
cyanide,  the  image  becomes  “ fixed,”  and  the  plate  may  be 
exposed  to  the  fight  without  further  visible  change. 

What  has  taken  place  to  produce  this  image  ? 

The  moment  the  fight  falls  on  the  silver  bromide  particles 
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in  the  film,  a change  takes  place  in  their  molecular  arrange- 
ment. The  bromine  atoms  are  loosely  combined  with  the 
silver  atoms,  and  the  light  waves  have  sufficient  energy  to  alter 
their  position,  so  that  some  of  the  bromine  atoms  are  loosened 
from  their  attachment.  Thus,  if  we  represent  the  silver  atom 
by  Ag  and  the  bromine  atom  by  Br,  we  may  express  the  change 
as  follows  : 

2AgBr  = Ag2Br  + Br 

Silver  bromide  = silver  sub-bromide  and  bromine. 

When  the  developer  is  poured  over  the  plate  the  action 
becomes  enormously  increased,  and  the  partial  separation  of 
the  bromine  atoms,  which  occurs  wherever  the  light  has  acted, 
becomes  complete.  Our  equation  therefore  becomes  changed 
to 

Ag2Br  = 2Ag  4-  Br 

Silver  sub-bromide  = silver  and  bromine. 

If,  instead  of  bromide,  we  use  iodide  or  chloride  of  silver, 
we  get  the  same  exchange.  Thus : 

2AgI  = Ag2I  +1  and  Ag2I  = 2Ag  + I 

or  2AgCl  = Ag,Cl  + Cl  and  Ag2Cl  = 2Ag  + Cl 

And  during  development 

Ag.I  = 2Ag  -f  I 
or  Ag2Cl  = 2Ag  4-  Cl 

Thus,  all  the  atoms  loosened  by  the  light,  but  not  separated 
from  the  silver,  now  become  detached,  and  are  dissolved  in  the 
developer,  turning  it  to  a brown  colour. 

We  have  now  pure  silver  left,  together  with  all  the  silver 
bromide  which  has  not  been  altered  by  the  light.  This  latter 
gives  the  plate  a white  colour  on  its  reverse  side.  If  at  this 
stage  the  plate  be  immersed  in  the  fixing  bath,  which  may  be 
done  in  broad  daylight  if  all  the  developer  has  been  washed  off, 
the  whole  of  the  unchanged  AgBr  is  dissolved  out,  leaving  the 
reduced  blackened  silver  on  the  now  transparent  film.  This 
forms  a reversed  image,  or  negative,  of  the  object  photographed. 

The  above  description  appears  delightfully  simple,  and  one 
would  imagine  it  can  explain  everything.  Unfortunately  for 
the  theory,  it  is  impossible,  with  our  imperfect  knowledge,  to 
say  exactly  what  does  happen.  We  know  that  the  light 
separates  some  of  the  bromine,  for  if  we  give  a prolonged 
exposure  with  full  aperture  we  can  actually  smell  the  bromine, 
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and  if  we  test  the  solution  during  development  we  can  prove 
its  presence.  In  the  same  way  we  can  show  that  chlorine 
escapes  from  silver  chloride  and  iodine  from  silver  iodide  by  the 
action  of  light  and  the  developer.  Moreover,  we  know  that 
silver  is  left  behind  on  the  film  after  fixation. 

The  following  experiments  will  give  the  reader  some  idea 
how  complicated  the  problem  is  : — 

If  you  dissolve  some  nitrate  of  silver  in  boiled  distilled 
water  and  fill  a transparent  stoppered  bottle  with  it,  you  may 
keep  it  in  full  sunlight  indefinitely  without  its  changing  colour. 
If,  however,  you  remove  the  stopper  so  that  the  air  can  get  in, 
it  will  gradually  become  filled  with  black  specks,  and  the  inside 
of  the  bottle  will  likewise  become  blackened  over.  The  air  is 
always  full  of  dust  and  traces  of  organic  matter,  and  this  will 
enter  the  bottle  and  cause  the  silver  to  be  reduced  round  each 
particle.  This  becomes  a focus  for  fresh  deposit,  and  so  more 
and  more  silver  becomes  reduced. 

Now  take  some  of  the  same  solution  of  silver  nitrate  and 
paint  a stripe  on  some  white  paper  and  place  it  under  a 
negative  in  sunlight.  In  a few  minutes  you  will  notice  the 
paper  will  have  become  a brown  purple  wherever  the  light  has 
acted.  In  this  way  you  can  obtain  a print — although  destitute 
of  gradations.  You  may  treat  a piece  of  paper  with  silver 
chloride  in  the  same  way,  and  it  will  change  to  violet  and 
brown.  In  this  case  the  salt  loses  its  chlorine  on  exposure, 
just  as  the  silver  bromide  lost  its  bromine. 

We  might  write 

4AgCl  = 2Ag2Cl  + Cl2 

If,  however,  we  analyze  these  products,  we  find  that  they 
did  not  completely  answer  to  the  above  formulae.  We  have 
remarked  that  an  organic  body  of  some  sort  is  either  absolutely 
necessary,  or,  if  not,  it  greatly  helps  to  effect  the  change.  It  is, 
therefore,  obvious  that  the  organic  body  must  in  some  way 
modify  the  reaction. 

If  we  put  some  pure  silver  chloride  into  the  closed  end  of  a 
bent  tube  while  the  other  end  is  immersed  in  a bottle  of  dis- 
tilled water,  and  the  whole  exposed  for  some  days  to  sunlight 
and  shaken  from  time  to  time,  we  shall  notice  that  the  water 
becomes  purplish  and  rises  in  the  tube.  Moreover,  the  addi- 
tion of  nitrate  of  silver  will  give  a precipitate  of  chloride  of 
silver.  This  shows  that  an  exchange  of  oxygen  for  chlorine 
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has  taken  place,  which  appears  necessary  to  bring  about  the 
darkening.  W e must  therefore  modify  our  equation  somewhat, 
and  we  may  write 

4AgCl  + OH2  = 2Ag2Cl  + HC10  + HC1 

And  further  experiments  show  us  that  oxygen,  either  from  the 
air  or  combined  with  hydrogen  in  the  aqueous  vapour  of  the 
air,  is  necessary  for  the  decomposition  of  the  silver  chloride, 
resulting  in  the  formation  of  an  oxychloride  of  a complicated 
nature,  which  some  chemists  express  by  the  formula 


A&C11 
Ag2Cl  | 


O 


If  we  repeat  the  experiments  with  silver  bromide  or  silver 
iodide,  we  shall  find  much  the  same  sort  of  reaction  takes 
place. 

You  must  not  imagine  that  the  chemical  change  affects  the 
whole  of  the  silver  haloid  present  on  the  film.  It  can  only 
do  this  when  the  exposure  is  enormously  increased  beyond 
what  is  necessary  to  obtain  a picture  on  development. 

We  can  use  either  the  iodide,  the  bromide,  or  the  chloride 
of  silver  to  form  the  sensitive  emulsion,  but  it  has  been  found 
that  the  chloride  is  not  sensitive  enough,  and  the  iodide, 
although  very  sensitive  to  strong  light  is  not  so  to  weak  light, 
while  the  bromide  alone  does  not  show  enough  “ pluck  ” or 
gradation  of  tone.  Hence,  the  platemaker  adds  a little  iodide 
to  his  bromide.  Since  the  silver  haloids  are  insoluble  in  water 
it  is  necessary  to  introduce  them  very  gradually  in  the  form  of 
iodides  and  bromides  of  potassium  into  a gelatine  emulsion 
containing  nitrate  of  silver.  By  this  means  an  exchange 
between  the  haloids  and  the  silver  nitrate  takes  place  which 
may  be  represented  thus  : 


KI  + KBr  + 2AgN03  = Agl  + AgBr  + 2KN03 

Potassium  iodide  and  potassium  bromide  and  nitrate  of  silver 
form  silver  iodide  and  silver  bromide  and  nitrate  of  potash, 
so  that  the  nitrate  of  silver  is  merely  used  to  bring  the  silver 
in  a convenient  form  to  unite  with  the  iodine  and  bromine. 

Furthermore,  it  has  been  found  that  either  prolonged  boiling 
of  the  emulsion,  or  adding  ammonia  and  leaving  the  emulsion 
to  ripen  for  a day,  greatly  increases  its  sensitiveness ; in  other 
words,  its  rapidity. 

I will  now  give  a few  experiments  to  show  that  the  above 
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description  by  no  means  accounts  for  all  the  changes  which 
take  place. 

Take  a piece  of  paper  and  brush  it  all  over  with  Japanese 
ink,  and  let  it  dry  completely.  Or  procure  an  etching  in 
Japanese  ink,  or  an  iron  ink,  or,  in  fact,  any  oxidizable  ink  such 
as  many  writing  inks  consist  of.  Place  an  ordinary  gelatine 
dry  plate  in  contact  with  it  in  the  dark  room,  and  keep  it  in 
the  dark  under  slight  pressure  for,  say,  forty-eight  hours.  If 
you  now  expose  the  plate  for  the  time  necessary  for  a normal 
exposure  and  develop  it,  you  will  obtain  a faint  negative  copy. 
The  parts  which  were  in  contact  with  the  light  will  appear  as 
nearly  clear  glass,  while  the  rest  will  be  darkened. 

It  does  not  matter  whether  you  first  expose  the  plate  to  the 
light,  and  then  keep  it  for  two  days  in  contact  with  the  etching, 
or  whether  you  keep  it  in  contact  with  the  etching  first,  and 
then  expose  the  plate,  either  by  itself  alone,  or  in  contact  with 
the  etching  to  the  light.  The  result  is  the  same.  Since  both 
the  sensitive  film  and  the  ink  were  perfectly  dry,  it  is  clear 
that  the  ink  did  not  stain  the  plate.  Moreover,  wherever  the 
film  was  in  contact  with  the  ink,  the  hyposulphite  fixing 
solution  dissolved  out  the  silver,  and  left  clear  glass,  and  this 
occurred  no  matter  whether  the  plate  was  exposed  to  the  light 
lefore  or  after  the  contact  with  the  etching.  Some  change, 
therefore,  must  have  occurred  in  the  film  itself. 

Now  place  an  unexposed  dry  plate  in  the  fixing  bath  until 
all  the  silver  salts  are  dissolved  out,  and  when  dry,  put  it  in 
contact  with  the  ink  design  for  a few  hours.  No  change  is 
perceived  either  by  transmitted  or  reflected  light.  But  the 
moment  you  steam  the  film,  or  put  it  under  water,  the  gelatine 
will  swell  out,  wherever  the  ink  has  acted,  and  the  design  will 
appear  in  relief.  Or,  instead  of  wetting  the  film,  pour  a 
solution  of  silver  nitrate  over  it.  Wherever  the  ink  has  acted, 
a milky  precipitate  will  be  formed,  and  will  be  carried  away  by 
the  solution. 

If  a piece  of  albuminized  printing  paper  be  placed  on  the 
ink,  and  treated  with  a solution  of  silver  nitrate,  and  then 
exposed  to  light,  the  parts  acted  on  by  the  ink  will  remain 
whiter  than  the  remainder,  which  will  turn  purple-brown. 

Evidently  some  compound  is  formed  in  the  organic  material, 
whether  gelatine  or  paper,  which  is  incapable  of  reducing  the 
nitrate  of  silver.  Now,  the  most  oxidizable  element  in  the  film 
is  its  hydrogen.  The  ink  causes  the  oxidation  of  the  gelatine 
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or  other  organic  body  with  which  it  comes  in  contact.  This 
oxidation  renders  this  part  of  the  film  incapable  of  being 
reduced  by  the  developer,  so  that  when  the  plate  is  put  into 
the  developer,  the  whole  of  the  silver  bromide  is  dissolved  out 
at  that  spot,  leaving  clear  glass.  The  hydrogen  of  the  gelatine 
is  all  taken  up  by  the  oxygen,  or  ozone,  through  the  ink,  and  is 
no  longer  available  to  unite  with  the  bromide  of  silver. 

Perchloride  of  mercury  will  act  in  the  same  way  as  the  ink, 
but  in  this  case  it  is  the  chlorine,  instead  of  the  oxygen,  that 
holds  the  hydrogen  a prisoner.  A piece  of  wood,  of  almost  any 
kind,  cut  across  the  grain  and  laid  on  a plate  for  some  hours 
in  the  dark,  will,  on  development,  give  a negative  image  of  the 
grain.  This,  according  to  Dr.  Russell,  is  due  to  the  hydrogen 
peroxide  which  is  formed. 

The  above  shows  us  the  important  role  which  the  organic 
layer,  in  which  the  silver  salts  are  embedded,  plays  in  the 
formation  of  the  image. 

When  the  light  acts  on  the  plate,  a certain  amount  of  the 
energy  due  to  the  waves  of  light  succeeds  in  shaking  loose  some 
of  the  bromine  and  iodine  atoms.  But  this  is  not  all.  The 
light  acts  on  the  gelatine  menstruum,  and  starts  freeing  the 
hydrogen.  Ordinary  hydrogen  will  not  affect  a plate,  but  in 
the  act  of  liberation  it  assumes  the  nascent  condition,  which 
is  an  extremely  active  form;  in  fact,  it  becomes  “ionized,”  as  it 
is  called. 

Then  comes  the  greater  energy  of  the  developer,  and 
completes  the  separation  of  the  hydrogen,  which  immediately 
unites  with  the  oxygen  and  the  iodine,  bromine  (and  chlorine, 
if  present),  for  which  it  has  greater  affinity  than  the  silver, 
so  that  the  latter  is  left  alone  to  itself,  and  forms  the  image. 

Finally  the  hyposulphite  dissolves  all  the  salts  out  on  which 
light  has  not  effected  any  change. 

Molecular  Strain  Theory. — In  addition  to  the  chemical  theory, 
as  briefly  touched  on  in  the  preceding  pages,  two  other  theories 
are  gaining  acceptance,  the  one  being  based  on  physical  changes, 
and  the  other  on  electrical  changes. 

The  first  is  sometimes  called  the  Molecular  Strain  Theory. 

It  is  supposed  that  before  the  light  has  brought  about  a 
chemical  decomposition  of  the  silver  salts,  it  has  already 
caused  a mechanical  strain  in  the  molecules,  which  renders 
them  easily  decomposed  by  the  developer.  The  chief  advocate 
of  this  theory  is  Prof.  Chunder  Bose  of  Calcutta  University. 
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He  has  shown  that  a latent  image  may  be  formed,  not  only  on 
sensitive  plates,  but  even  on  inactive  sheets  of  metal,  and  that 
these  impressions  are  formed  not  only  by  the  stimulus  of  ether 
waves,  but  also  by  mechanical  stimulus.  In  fact,  Bose  has 
shown  that  metals  respond  to  stimuli  much  in  the  same  way 
that  living  muscle  nerve  preparations  do,  that  certain  drugs, 
such  as  strychnine,  increase  the  excitability  of  metals  and 
brings  about  a tetanus  or  spasm,  while  bromide  of  potassium 
lowers  its  activity,  exactly  as  happens  when  we  add  a few  drops 
of  a solution  to  a photographic  developer.  If  you  take  a metal 
stencil  plate  and  electrify  it  while  in  contact  with  a dry  plate, 
the  image  of  the  stencil  will  appear  on  development.  If  you 
do  the  same  to  the  stencil  when  in  contact  with  an  uncoated 
glass  plate,  you  will  observe  no  change,  but  breathe  over  the 
plate  and  the  image  will  at  once  be  revealed.  The  effect  of 
annealing  either  glass  or  metals  greatly  enhances  their  sensi- 
tiveness. Those  of  my  readers  who  wish  to  follow  up  this 
theory  cannot  do  better  than  consult  his  paper.1 

Ionization  Theory. — The  second  theory  is  called  the  Ionization 
or  Electron  Theory. 

It  has  long  been  known  that  light  and  electricity  are  closely 
allied  forms  of  energy,  the  velocity  of  light  waves  and  those  of 
electric  disturbance  being  identical  for  the  same  medium, 
viz.  ether.  In  all  bodies  an  immense  number  of  small 
electrically  charged  particles  are  present — called  electrons — 
which,  by  their  motion,  produce  electrical  and  chemical 
phenomena.  Now,  light  waves  have  the  power  of  dis- 
charging a negatively  electrified  body,  and  causing  the  negative 
electrons  to  escape  from  its  surface,  thereby  setting  up  a 
positive  charge  in  a previously  uncharged  body.  This  action 
tends  to  break  up  the  molecules  of  the  body  into  positive  and 
negative  particles.  Each  of  these  negative  electrons  is  able  to 
act  on  neighbouring  molecules,  attracting  them  to  itself,  and, 
as  the  process  goes  on,  the  substance  acquires  entirely  new 
physical  and  chemical  properties  which,  in  the  photographic 
film,  are  revealed  by  the  action  of  the  developer. 

Many  metals,  notably  zinc,  platinum,  and  palladium,  act 
freely  on  the  bromide  of  silver  in  the  film,  when  in  the  presence 
of  hydrogen.  This  they  accomplish  by  rendering  the  hydrogen 
active,  i.e.  by  ionizing  it,  in  which  state  it  acts  on  the  film  in 

1 “ Molecular  Strain  Theory  of  Vision  and  of  Photographic  Action,”  by 
J.  C.  Bose.  Photographic  Journal  of  Great  Britain , June,  1902. 
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total  darkness.  This  explains  why  damp  is  so  injurious  to  films, 
since  the  oxidation  produced  by  damp  liberates  ionized 
hydrogen,  which  sets  to  work  to  spoil  the  plate  at  once,  and 
heat  intensifies  this  action. 

This  is  briefly  the  basis  of  the  theory  which  has  been 
elaborated  by  Joly  of  Dublin. 

§ 97.  Practical  Hints  relating  to  Exposure  and 
Development. — If  you  wish  to  get  perfect  negatives,  the 
following  rules,  the  outcome  of  the  author’s  personal  experience, 
may  prove  useful : — 

In  the  Field. — 1.  Never  allow  daylight  to  fall  on  the  plate- 
liolder  more  than  is  absolutely  necessary.  Don’t  keep  the  plates  in 
the  plate-holder  more  than  two  or  three  days  if  you  can  help  it. 
The  inside  of  the  plate-holder  may  have  a reducing  or  other 
injurious  action  on  the  plate.  Never  leave  a naked  slide  about. 
Keep  the  slides  in  a leather  case,  or  else  in  light-tight  water- 
proof covers,  which  should  have  a flap  held  in  position  by  an 
elastic  band;  this  keeps  the  dust  away.  Whenever  possible, 
draw  the  slide  front  under  a focussing-cloth. 

The  best  focussing-cloth  is  a brown  waterproof  cloth  of  light 
material,  such  as  is  used  for  dust  capes.  I use  one  made  up  into 
a large  sleeve,  26  in.  long,  which  is  drawn  together  at  one  end 
by  an  elastic  band  sewn  round  the  free  border.  It  is  made  just 
large  enough  to  slip  over,  and  a little  beyond,  the  focussing- 
screen.  The  other  end  should  be  partly  slit  open,  and  large 
enough  to  get  your  head  in  and  allow  of  the  slide  being 
comfortably  withdrawn.  It  should  hang  down  about  14  to 
18  in.  beyond  the  camera.  Such  a sleeve  is  far  preferable  to  a 
velvet  focussing-cloth,  which  is  apt  to  get  blown  about  by  the 
wind  and  soaked  with  rain. 

Direct  sunlight  will  penetrate  any  wooden  back,  in  fact,  you 
can  print  through  a thin  one  by  its  action.  Moreover,  the  sun- 
light will  infallibly  find  its  way  through  the  slide  chink  if  you  do 
not  insert  the  slide  front  perfectly  squarely,  unless  you  have  a 
slide  with  two  traps.  In  any  case  the  slide  should  be  periodically 
overhauled,  to  be  sure  it  is  light-tight,  special  attention  being 
given  to  the  velvet  light  trap.  This  wears  smooth  and  leaks 
very  readily. 

2.  If  the  wind  is  strong  and  the  camera  projects  much 
beyond  the  tripod  head,  pass  a piece  of  string  round  the  base- 
board and  hold  the  end  tightly  against  the  ground  with  your 
foot  during  exposure.  This  will  keep  it  steady.  If  you  are 
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using  a telephoto  lens  with  long  extension  and  only  have  a 
light  folding  stand,  support  the  end  of  the  lens  with  a rod. 
This  can  be  made  of  wood  or  brass,  terminating  at  the  lens  end 
in  a crutch  which  supports  the  latter.  The  other  end  should 
be  made  to  slide  in  an  adjustable  short  tube  hinged  on  to  the 
front  leg  of  the  tripod.  As  soon  as  the  lens  is  supported  by  the 
crutch,  the  rod  can  be  fixed  to  the  tube  in  which  the  other 
end  slides  by  means  of  a screw.  When  not  in  use  the  rod 
can  be  fixed  to  one  of  the  legs  by  spring  clips.  But  the 
best  plan  undoubtedly  is  to  employ  a rigid  stand,  with  a large 
solid  head  5 or  6 in.  in  diameter.  The  legs  should  be  each  in 
one  piece,  or,  at  the  most,  have  but  one  sliding  piece,  and 
the  camera  should  be  fairly  heavy  as  well  as  rigid.  Then  you 
will  not  want  a crutch. 

3.  Until  you  are  able  to  judge  the  light  value  of  any 
subject  by  the  eye,  which  can  only  be  done  by  long  experi- 
ence, use  either  Watkins’  or  Wynne’s  Exposure  Meter,  or  one 
of  the  systematic  exposure  tables  or  guide  books,  such  as 
“ Wellcome’s,” 1 2 which  is,  perhaps,  the  most  complete  in 
existence,  and  exceedingly  reliable.  It  cannot  be  too  strongly 
impressed  on  the  beginner  that  correct  exposure  is  the  key  to 
success,  and  although  intensification  and  reduction  will  to  some 
extent  repair  the  evil,  they  can  never  do  so  entirely.  Eor 
printing  from  negatives  by  gaslight,  Dawson’s  Densitometer 
Box 3 is  most  useful.  Failing  that,  a graduated  printing  frame, 
i.e.  a frame  with  a row  of  sliding  wooden  slips,  by  which  as 
many  different  exposures  can  be  made  on  a print  and  all 
developed  together,  can  be  used. 

4.  In  the  Dark  Boom. — If  you  can  help  it,  never  let  the  red 
light  shine  directly  on  the  plate  until  development  is  nearly  complete. 
Of  course  you  must  hold  the  negative  in  front  of  the  light  to 
examine  the  image,  but  this  need  not  be  done  until  the  image 
can  be  clearly  seen  while  in  the  dish.  You  may  use  as  much 
red,  orange,  or  green  reflected  light  as  you  please.  It  can  rarely 
do  any  harm,  provided  the  light  itself  is  “ safe.”  One  sheet  of 
deep  ruby  glass  and  one  of  reddish  orange  paper  (two  if  oiled) 
is  usually  sufficient  to  make  the  light  safe  for  ordinary  rapid 
plates.  The  safest  light  of  all  is  obtained  by  substituting  for  the 
ruby  glass  and  paper  a glass  tank  or  trough  with  flat  sides  half 

1 Wellcome’s  “Photographic  Exposure  Record”  (Burroughs,  Well- 
come & Co.,  London). 

2 Obtained  at  Houghton’s  or  Fallowfield’s, 
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an  inch  -wide  internally  and  filled  with  a six  per  cent,  aqueous 
solution  of  bichromate  of  potash.  This  gives  a fine  fight  which 
cuts  off  the  whole  of  the  spectrum  except  the  red  and  orange. 
According  to  Howard  Farmer,  it  is  250  times  as  safe  as  an 
orange  glass  of  the  same  colour  and  intensity.1  For  orthochrome, 
isochromatic,  and  panchromatic  plates,  either  Lumiere’s  special 
“ Yirida  ” screen,  consisting  of  two  sheets  of  yellow  paper  and 
two  of  the  green,  the  former  to  be  turned  towards  the  light,  or 
Wratten’s  green  glass  backed  by  yellow  twill,  should  be  used, 
and  this  fight  may  be  employed  with  confidence,  provided  it  is 
never  allowed  to  fall  directly  on  the  plate  for  more  than  a few 
moments  at  a time.  According  to  my  experience,  red  fight 
reflected  from  a wall  close  at  hand  will  not  hurt  a Lumiere 
autochrome  plate  at  all  if  allowed  to  fall  on  it  obliquely. 
Nevertheless,  an  incredible  number  of  plates  are  spoilt  by  fight 
gaining  access  to  them  either  before  or  after  exposure. 

5.  Never  touch  the  film  surface  of  the  plate  with  anything  except 
a pad  of  cotton  wool  or  a camel's  hair  brush. — Pretty  well  every- 
thing else  will  cause  a mark  on  the  plate  on  development.  If 
you  are  uncertain  which  is  the  film  side,  hold  the  plate  for  a 
moment  a few  feet  from  the  light,  and  the  glisten  of  the  glass 
side  will  show  you  at  once. 

6.  You  may  develop  either  by  time  and  factor  number,  or  by 
examination  of  the  image.  The  former  is  much  the  best  way, 
at  least,  until  you  have  had  a great  deal  of  practice.  As 
development  proceeds  you  may  allow  direct  red  fight  to  fall  on 
the  plate,  since  it  is  becoming  less  and  less  sensitive  every 
moment,  and  towards  the  end  of  development  the  negative  may 
be  held  quite  close  to  the  fight  without  risk. 

7.  Put  all  your  glass  measures  and  solutions  in  front  of  you 
and  not  at  the  side,  and  let  some  safe  light  fall  on  them,  even 
when  you  are  developing  autochrome  plates.  You  can  then 
see  what  you  are  doing,  and  not  make  mistakes  or  knock  the 
measures  over. 

8.  Always  employ  white  glass  or  porcelain  dishes. — You  can 
then  be  sure  they  are  clean.  The  slightest  trace  of  foreign 
matter  will  often  cause  stains  on  the  plate.  If  you  employ 
a Kodak  developing  tank  flush  it  out  before  and  after  each 
operation. 

1 “ The  Illumination  of  Developing  Rooms,”  Howard  Farmer,  It.  Photo. 
Journal,  March,  1900,  in  which  the  subject  is  very  fully  discussed.  It 
contains  an  illustration  of  his  bichromate  dark-room  lamp. 
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9.  Rinse  out  the  measuring  glasses  and  dishes  each  time  before 
using  them , or  leave  them  full  of  clean-water. 

10.  Be  sure  your  solutions  contain  no  particles  in  suspension. 
If  necessary  filter  them.  This  is  important  when  using 
tabloids  and  scaloids,  especially  such  as  carbonate  of  soda, 
permanganate  of  potash,  and  dianol,  as  the  particles,  unless 
quite  dissolved,  will  inevitably  produce  oxidation  or  reduction 
spots  on  the  plate.  I find  the  intensifier  used  after  the 
re-development  of  an  autochrome  plate  is  very  liable  to  cause 
reduction  spots  unless  this  rule  is  attended  to  and  the  plate  well 
rocked. 

11.  Pour  the  developer  slowly  over  the  plate,  beginning  at 
one  end,  or  else  brush  the  plate  immediately  afterwards  with  a 
broad  soft  camel’s  hair  brush,  so  as  to  release  any  air  bells  and 
dust  particles,  otherwise  you  will  get  spots  of  clear  glass,  as 
they  effectually  prevent  the  developer  from  acting. 

12.  Use  all  the  baths  of  the  same  temperature. — This  should 
never  exceed  70°  F.,  hut  58°  F.  to  65°  F.  is  best.  Variations  of 
temperature  profoundly  affect  development,  and  tend  to  cause 
frilling.  Watkins,  in  his  latest  pamphlet,  has  shown  how  to 
calculate  for  variations  of  temperature. 

13.  Use  fresh  developer. — The  fixing  solution  will  keep 
indefinitely,  so  will  the  bromide,  but  most  developers  oxidize 
and  turn  brown  in  the  air.  This  is  especially  the  case  with 
pyrogallic  acid  solutions.  If  you  are  afraid  of  staining  your 
fingers  with  this  developer,  use  finger  stalls. 

14.  Don't  neglect  the  alum  and  citric,  or  chrome  alum,  bath  in  hot 
weather , or  else  use  ice  to  cool  all  the  solutions.  This  will 
protect  the  film  from  injury  and  frilling.  The  alum  should  be 
used  immediately  after  development,  and  before  fixing.  After 
immersion  in  this  bath  the  plate  will  be  quite  safe  even  to  broad 
daylight  for  a short  time.  In  the  case  of  autochrome  plates,  if 
they  tend  to  frill,  give  them  a two  per  cent,  formalin  bath 
(Schering’s  formalin,  diluted  1:20  of  water)  for  one  minute 
before  development.  This  hardens  the  film  and  prevents 
circular  blisters,  which  usually  crack  and  let  in  the  water.  The 
latter  dissolves  some  of  the  green  dye,  and  causes  large  green 
discs  or  patches  which  quite  ruin  the  picture. 

15.  .Is  far  as  possible  keep  to  one  developing  formula  and  master 
it. — The  formula  found  on  the  plate  box  is  generally  as  good  as 
any  for  that  brand  of  plates.  If  you  change  about  from  one 
developer  to  another  you  will  never  know  the  printing  value  of 
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your  image,  which  can  only  be  learnt  from  experience.  Films 
are  tricky  things  and  by  no  means  so  reliable  as  plates,  there- 
fore, for  important  subjects,  prefer  plates. 

It  follows  from  this  that  when  you  have  hit  upon  a brand  of 
plates  which  give  you  first-class  results,  keep  to  it.  Besides, 
until  you  know  your  plate  thoroughly  you  are  never  sure  of 
your  exposure. 

16.  Over-exposure. — Keep  a ten  per  cent,  solution  of  bromide 
of  potassium  on  the  shelf  in  front,  so  as  to  restrain  the  activity 
of  the  developer  in  case  the  image  flashes  out  too  quickly. 
This,  if  neglected,  will  result  in  a veiled,  or,  at  any  rate,  a dull 
flat  negative  without  gradations.  Perhaps  the  best  way  to  avoid 
this  is  to  instantly  flush  the  plate  with  water  the  moment  you 
perceive  the  image  flashing  out,  otherwise  it  will  be  too  late- 
Then  leave  the  plate  protected  from  the  light  under  water  while 
you  prepare  some  fresh  developer  with  three  times  the  normal 
quantity  of  bromide,  very  little  alkali,  and  an  excess  of  pyrogallic 
acid  or  whatever  developer  you  may  happen  to  be  using.  Then 
develop  fully.  This  allows  the  shadow  details  to  gain  in  strength 
more  than  the  lighter  tones,  thereby  increasing  contrast.  You 
can  always  reduce  the  density  afterwards,  if  necessary.  Of 
course,  if  you  have  reason  to  suspect  over-exposure,  you  must 
start  with  a modified  developer,  as  above  suggested. 

17.  Under-exposure. — If  the  plate  is  under-exposed  or 
“ chalky,”  or  if  parts  refuse  to  develop  up,  pom  off  the 
developer,  cover  up  the  negative,  and  prepare  a fresh  developer 
without  bromide  and  diluted  with  three  or  four  times  as  much 
water  as  before.  Then  cover  over  the  plate  with  the  solution  and 
leave  it  to  develop  for  a quarter  of  an  hour  or  more,  examining 
it  every  two  or  three  minutes.  This  method  allows  the  shadow 
details  to  acquire  strength  and  depth  before  the  high  lights 
get  too  dense,  with  the  result  that  the  negative  loses  its  chalky 
character,  and  a softness  and  range  of  gradations  are  secured. 

Under-exposure  can  be  remedied,  if  it  be  not  less  than  one 
half  the  normal  time.  Over-exposure  may  be  controlled  up  to 
four,  or  in  some  cases  eight  or  even  ten  times  the  normal,  and 
a good  negative  obtained  with  patience  and  judgment  in  both 
cases ; but,  as  I have  said  before,  no  after  treatment  can  quite 
repair  the  damage  done  by  wrong  exposure. 

18.  Use  plenty  of  developer. — I use  14  oz.  for  a quarter-plate, 
2 oz.  for  a 5 X 4 plate,  3 oz.  for  a half  plate,  and  4 oz.  for  a 
whole  plate.  Bock  the  dish  both  ways  for  the  first  10  or  15  sec., 


FORMATION  OF  IMAGE  ON  THE  PLATE  261 


or  until  the  first  sign  of  the  image  appears  in  the  border  line,  then 
cover  the  plate  up  and  continue  rocking.  If,  on  pouring  over  the 
solution,  part  of  the  film  still  remains  dry  from  a blister  or  bubble, 
after  the  lapse  of  4 to  5 sec.  the  negative  will  be  irretrievably 
ruined,  as  no  amount  of  doctoring  will  remove  the  stain  entirely, 

19.  If  you  use  autochrome  plates  you  cannot  be  too  careful 
about  excluding  dust  and  bubbles  from  the  film  side  of  the  plate. 
They  are  sure  to  spoil  the  plate,  since  you  can’t,  by  any 
artifice,  quite  hide  the  spots  afterwards. 

20.  Negatives  should  be  washed  in  tanks  or,  at  least,  in  an 
upright  or  slanting  position,  and  not  lying  flat  in  a dish,  and 
(unless  in  the  case  of  autochromes)  for  not  less  than  half 
an  hour.  Autochrome  negatives  must  not  be  washed  for  longer 
than  5 or  6 min.  and  only  under  a very  gentle  stream  to  avoid 
cracks  in  the  film. 

§ 98.  Development  of  the  Plate. — After  exposure  take 
the  plate  to  the  dark  room  and  place  in  a clean  dish  film  side 
upwards.  Pour  the  developer  steadily  over  the  plate,  with 
enough  light  to  see  that  the  plate  is  quite  covered  without 
“ islands.”  Notice  the  exact  time  by  the  second-hand,  and 
gently  rock  the  plate  a foot  or  two  away  from  the  red  light 
until  the  image  begins  to  appear.  This  is  known  by  the  rebate 
margin  of  the  plate  (which  received  no  image)  becoming  just 
visible.  At  once  note  the  time,  and  cover  up  the  dish,  but 
continue  rocking.  The  number  of  seconds  which  has  elapsed 
since  the  developer  was  poured  on,  multiplied  by  the  factor 
number  of  the  developer,  will  give  the  correct  time  for  develop- 
ment. This  factor  number  is  a constant,  and  will  be  found 
under  the  head  of  each  developer  in  Table  17. 

Thus,  suppose  twelve  seconds  between  pouring  on  the 
developer  and  the  first  appearance  of  the  image,  and  the 
factor  number  is  ten.  Then  the  correct  time  for  development 
will  be  12  sec.  x 10,  or  2 min. 

The  two  following  developers  are  examples  of  reliable  ones 
wdiich  can  be  used  with  any  plate  except  the  autochrome  : — 

(1) 

Pyrogallic  acid  27  grains  or  1,75  grammes 


Metol  22  „ 1,5 

Metabisulphite  of  potash  60  ,,  3,9  „ 

Bromide  of  potassium  10  ,,  0,65  „ 

Distilled  water  (or  boiled)  10  fluid  oz.  280  c.c. 
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(2) 

Washing  soda  2 oz.  or  56,7  grammes 

Distilled  water  (or  boiled)  to  10  „ 280  c.c. 

No.  1 should  be  in  a stoppered  bottle ; No.  2 in  a corked 
bottle  (as  a stopper  will  stick  fast). 

For  use  take  equal  parts  of  1 and  2.  This  gives  vigorous 
dark  negatives.  Factor  number,  9. 

If  you  do  not  wish  to  stain  the  fingers,  keep  them  wet 
and  use 


(1) 


Metol 

Hydroquinone 
Sulphite  of  soda 
Distilled  water  (or  boiled) 


25  grains 


240  ” (i  oz.) 

10  oz. 


1,6  grammes 
1,3  „ 

15,6  „ 

280  c.c. 


(2) 

Bromide  of  potassium  12  grains  or  1,6  grammes 
Carbonate  of  soda  240  „ 15,6  ,, 

Water  (distilled  or  boiled)  10  oz.  280  c.c. 


Use  equal  quantities  of  1 and  2.  Factor  number,  10. 

To  reduce  contrast  (with  either  developer)  use  less  of  No.  1 
and  add  more  water  (say  half  an  ounce  to  one  ounce  more  water 
to  each  ounce  of  developer).  To  increase  contrast  use  more 
of  No.  1 and  less  of  No.  2,  and  add  10  to  20  drops  of  a 10  per 
cent,  solution  of  potassium  bromide  to  each  ounce  of  developer. 

§ 99.  Reduction  of  the  Image. — Many  negatives  are 
greatly  improved  by  judicious  reduction.  Thus,  if  a negative 
is  too  dense  to  print  well  or  quickly,  it  may  be  reduced  slightly 
all  over,  and  then  further  reduced  locally  by  means  of  a paint- 
brush dipped  in  the  solution,  but  the  part  must  be  washed 
quickly  afterwards.  A preliminary  print  will  guide  the  beginner 
as  to  what  parts  need  local  reduction.  Again,  a negative  may 
be  veiled  with  a general  fog  which  can  readily  occur  when 
light  has  had  access  to  the  plate,  or,  when  it  has  been  over- 
exposed or  over-developed.  Such  a negative  will  print  out 
flat  and  lifeless.  By  reduction  much  of  the  surface  silver  can 
be  dissolved  away,  so  that  the  shadows  become  nearly  clear 
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glass,  and  at  the  same  time  the  high  lights  get  less  opaque. 
By  subsequent  intensification  the  printing  quality  of  the  middle 
tones  and  high  lights  will  be  still  further  improved.  In  this 
way  a brilliant,  “ plucky  ” negative  can  be  obtained  from  a flat 
one.  It  is  better  to  over-develop  than  to  under-develop  a 
plate,  since  if  you  under-develop  you  lose  detail  which  can 
never  be  recovered,  but  you  can  generally  reduce  a considerably 
over-developed  one  to  a good  printing  negative. 

The  two  best  reducers  I know  of  are  Welborne  Piper’s 
modification  of  Howard  Parmer’s  solution,  and  the  persulphate 
of  ammonia  reducer.  The  former  consists  of  equal  parts  10 
per  cent,  solutions  of  potassium  ferricyanide  and  potassium 
bromide  mixed.  To  use,  cover  the  plate  with  a measured 
quantity  of  fresh  hypo,  and  to  each  ounce  of  hypo  add  a 
drachm  of  the  above  mixture.  Rock  the  dish  all  the  time. 
The  reducer  acts  very  slowly  at  first,  but  after  a minute  or 
so  with  increasing  rapidity,  so  the  negative  must  be  carefully 
watched  and  repeatedly  examined.  Plush  with  water  the 
moment  the  reduction  appears  sufficient.  A white  porcelain  dish 
is  best,  as  it  enables  you  to  watch  the  progress  of  reduction  by 
its  increasing  transparency  without  holding  it  up  to  the  light. 
This  mixture  reduces  the  image  in  a very  even  manner  without 
injuring  the  half-tones,  and  increases  contrast.1 

The  ammonium  persulphate  is  sold  in  tubes,  or  in  cartons, 
each  holding  25  tabloids.  Por  use,  dissolve  30  grains  of 
the  salt  in  2 to  3 oz.  of  water.  Pour  the  solution  over 
the  negative,  rock  the  plate  and  watch  it  carefully.  Wash  the 
negative  well  for  a quarter  of  an  hour  afterwards  to  prevent 
further  action.  This  reducer  is  not  so  useful  as  the  former 
for  over-exposed  negatives,  since  it  attacks  the  dense  portions 
more  than  the  lighter  ones,  but  this  quality  is  just  the  thing 
for  dense,  under-exposed,  normally  developed  negatives,  or  for 
over  - developed  negatives  -which  print  with  hard  contrasts 
which  need  diminishing. 

§ 100.  Intensification  of  the  Image. — If  the  negative  is 
thin  and  wanting  in  contrast,  it  should  be  intensified.  This 
latter  process  is  more  uncertain  and  risky  than  reduction.  In 
the  first  place  you  must  fix  completely,  and  then  eliminate  every 
trace  of  hypo,  or  you  will  get  markings.  If  you  have  but  little 
experience,  use  either  a uranium  or  a chromium  intensifier. 
These  are  far  the  simplest  for  the  beginner,  and  one  can  repeat 
1 See  British  Journal  of  Photography,  April  24,  1908. 
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the  process  or  re-develop  if  the  density  is  still  weak,  without 
risk  to  the  plate.  Uranium  leaves  a brown  image.  Another 
good  receipt  is  Monkhoven’s  perchloride  of  mercury  solution 
followed  by  cyanide  of  silver,  but  it  needs  judgment  and  great 
care.  It  gives  a black  image.  If  the  negative  is  flat  or  veiled 
by  thin  fog  it  may  be  got  rid  of  by  first  reducing  with  Piper’s 
modification  of  Farmer’s  solution  (as  stated  in  previous  para- 
graph), and  then  intensifying  at  once  as  soon  as  the  hypo  is 
quite  eliminated,  and  while  the  plate  is  wet.  A flat  negative 
may  be  turned  into  one  with  brilliant  contrasts  in  this  way. 

The  method  for  uranium  intensification  is  as  follows  : — 

Take  of  Potassium  ferricyanide  1 gramme 

Uranium  nitrate  1 ,, 

Glacial  acetic  acid  10  c.c. 

Water  100  ,, 

Well  wash  the  plate  and  pour  over  sufficient  solution  to 
cover.  Eock  the  plate,  and  examine  in  daylight  from  time  to 
time.  When  sufficiently  dense  rinse  quickly  and  leave  to  dry. 
If  found  too  dense  it  can  be  reduced  by  washing  in  alkaline 
tap  water.  To  hasten  the  reduction  add  a pinch  of  carbonate 
of  soda  to  the  water.  By  painting  a solution  of  carbonate  of 
soda  with  a camel’s  hair  brush,  local  reduction  can  be  effected. 

Chromium  Intensification.  — This  is  largely  due  to  the 
researches  of  Welborne  Piper  and  Carnegie,  who  have  placed 
it  on  a scientific  basis  and  shown  how  certainty  and  uniformity 
can  be  secured  by  using  definite  proportions  of  acid  and 
bichromate.  There  are  two  ways  of  using  the  intensifier. 
First,  by  bleaching  in  a solution  of  hydrochloric  acid  and 
bichromate  of  potassium,  and  then  re-developing  the  image 
by  any  clean  developer,  such  as  metol-quinol,  glycine,  etc. 
Second,  by  using  Wellcome’s  chromium  tabloids,  sold  in  carton 
packets  of  twenty-five.  This  greatly  simplifies  the  process, 
and  we  strongly  recommend  it  to  the  beginner.  For  rise, 
dissolve  one  tabloid  in  two  ounces  of  water  (sufficient  for  a 
quarter-plate).  Pour  over  the  plate  and  rock  until  the  nega- 
tive is  bleached  throughout,  wash  in  running  water  for  a 
minute,  and  pour  gently  on  and  off  a solution  of  one  tabloid 
of  metabisulphite  of  potassium  to  two  ounces  of  water  until 
the  yellow  stain  has  disappeared.  If  you  wash  well  for  a 
quarter  of  an  hour  you  can  omit  the  metabisulphite  altogether. 
Then  re-develop  with  pyro-metol-quinol,  or  your  favourite 
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developer,  for  three  to  five  minutes,  until  sufficiently  dense ; by 
slightly  reducing  and  then  intensifying  in  this  way  very 
brilliant  lantern  slides  can  be  made. 

Monkhoven’s  method  is  as  follows : — Wash  the  negative 
for  half  an  hour  in  running  water,  or  else  soak  in  a hypo 
eliminator  for  a few  minutes  and  wash  well.  Prepare  two 
solutions — 


Perchloride  of  mercury 
Pure  hydrochloric  acid 
Distilled  water 


(1) 


2 grammes 
1 c.c.  (mix  and  add) 


100  c.c. 


Silver  nitrate 
Distilled  water 
Potassium  cyanide 


(2) 

4 grammes 
100  c.c.  (add  slowly) 

4 grammes  dissolved  in  100 
c.c.  distilled  water 


These  solutions  keep  indefinitely  if  kept  from  the  air  in 
stoppered  bottles. 

Place  the  negative  on  a porcelain  dish  and  cover  with 
Solution  1.  Bock  occasionally.  When  the  negative  is  just 
bleached,  pour  the  solution  back  into  the  bottle.  Wash  the 
negative  in  running  water  for  a few  minutes,  place  in  a 
clean  dish,  and  pour  over  Solution  2.  When  the  negative 
appears  uniformly  black,  pour  the  solution  back  into  the 
bottle,  well  wash  and  dry.  Or,  instead  of  Solution  2,  use  in 
the  same  way  crystallized  sodium  sulphite  15  grammes,  water 
100  c.c.  This  solution  is  not  so  strong  an  intensifier  as 
Monkhoven’s,  but  either  may  be  applied  over  again  if  the 
density  is  insufficient  the  first  time.  The  success  of  the  result 
depends  largely  upon  the  complete  elimination  of  hypo  by 
thorough  washing,  and  of  all  traces  of  the  solutions  used,  by 
similar  treatment  afterwards. 


CHAPTER  YII 


THE  OPTICAL  LANTERN 

The  optical  lantern  is  essentially  a microscope  in  which  the 
magnified  image  is  projected  on  to  a screen  instead  of  being 
observed  through  an  eyepiece.  It  consists  of  three  parts — 

(1)  The  source  of  illumination,  called  the  radiant  or  luminant ; 

(2)  The  condensing  system ; 

(3)  The  projecting  system. 

§ 101. — (1)  The  Radiant  . — The  radiant  employed  should 
be  as  bright  and  ax  small  as  possible.  From  optical  considera- 
tions this  is  important  for  very  critical  work.  Still,  there  can 
be  no  doubt  that  either  one  or  two  acetylene  jets  placed  close 
one  behind  the  other,  an  alcohol  vapour  lamp,  or  a gas  jet 
with  Welsbach  thorium  or  zirconium  mantle,  are  effective. 


Still  more  powerful  is  the  Nernst  electric  light,  with  one,  two, 
or  three  incandescent  rods.  Either  the  central  rod  or  all 
three  may  be  used,  but  never  the  central  and  one  lateral  rod, 
otherwise  a double  image  will  result,  as  I have  found  to  my 
cost.  The  rods  require  to  be  connected  up  with  the  current 
from  the  main.  Several  kinds  are  made,  viz.  a form  for  the 
continuous,  and-  one  for  the  alternating  current.  If  you  have 
the  former  current  they  will  ignite  automatically,  otherwise 
you  will  have  to  heat  the  rods  with  a spirit  lamp  first.  Also 
a lamp  adapted  for  110  volts  and  another  one  for  210  volts. 
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Hence,  care  must  be  taken  to  select  the  right  one,  as  the 
same  lamp  will  not  do  for  either,  and  from  what  we  have 
just  stated,  you  must  know  which  of  the  four  kinds  you 
require.  The  best  form  of  illuminant  is  undoubtedly  the 
electric  arc,  since  it  best  fulfils  our  first  condition ; either  an 
alternating  or  a continuous  current  connected  with  the  main 
may  be  used.  The  carbons  should  be  inclined  at  about  90° 
to  each  other,  so  as  to  keep  the  dull  negative  carbon  as  much 
out  of  the  way  of  the  light  as  possible.  Next  to  that,  the 
mixed  jet,  and  the  blow-through  oxyhydrogen  jet  turned  on 
to  a hard  lime  or  zirconium  cone,  gives  the  best  light.  Lastly, 
there  is  the  thorium  mantle  fed  with  alcohol  vapour,  which 
is  pumped  up  from  time  to  time  by  a Higginson’s  syringe  in 
an  indiarubber  force  pump  attached  to  a rubber  tube.  This 
gives  a very  fine,  steady  light  of  about  350  candle-power. 
Paraffin  lamps,  owing  to  their  low  degree  of  luminosity,  large 
surface  of  flame,  and  great  heat,  are  only  used  in  the  cheaper 
form  of  lantern. 

§ 102. — (2)  The  Condenser. — This  usually  consists  of  two 
plano-convex  lenses  placed  with  their  convex  surfaces  nearly 
touching.  Its  function  is  to  convert  the  divergent  rays  of 
the  radiant  into  a parallel  or  slightly  convergent  beam,  and 
to  illuminate  the  transparency  as  equally  and  intensely  as 
possible.  If  no  condenser  were  used,  the  picture  on  the 
screen  would  only  consist  of  that  portion  of  the  slide  which 
lay  in  the  cone  of  rays  LAB  (Fig.  175)  from  the  radiant  to 
the  lens,  probably  not  exceeding  the  area  of  a penny.  All 
the  other  rays  which  passed  through  the  slide,  such  as  are 
indicated  by  C and  D,  would  miss  the  lens  altogether. 

For  small  objects  or  slides  such  as  are  used  in  microscopic 
projection,  a triple  combination  (Fig.  176),  such  as  originally 
designed  by  the  late  Traill  Taylor,  is  to  be  preferred,  as  the 
smaller  front  meniscus  lens  converges  the  light  to  a small 
area  and  embraces  a larger  angle  (about  90°,  compared  with 
75°  or  SO3  in  the  double  condenser) ; but  it  is  considerably 
more  expensive  than  the  simpler  form,  and  the  latter  is 
almost  universally  used.  The  firm  of  Dallmeyer  produce  a 
special  form  of  double  condenser  for  projection  purposes 
which  is  made  from  carefully  selected  glass,  and  the  lenses 
are  free  from  striae  and  bubbles. 

Triple  condensers  are  also  recommended  when  the  screen 
is  a long  distance  off,  as  in  concert  halls,  etc.,  since  the 
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meniscus  back  lens  allows  of  the  light  being  placed  closer, 
which  is  an  advantage. 

The  double  condenser  should  not  be  less  than  4^  in.  in 
diameter  for  the  English  slide,  or  44  in.  for  the  Continental, 
i.e.  of  such  a size  that  the  inscribed  square  must  never  be 
smaller  than  the  slide  to  be  illuminated,  which  is  invariably 
3 x 3 in.  in  England  and  usually  4x3^  in.  (10  x 8 cm.),  or 


else  3|  x 31  in.  (8,2  x 8,2  cm.)  on  the  Continent.  The 
standard  American  slide  is  4 x 3|  (sometimes  41  x 31  in. 
= English  quarter-plate). 

It  is  preferable  to  have  the  condenser  somewhat  larger  than 
41  in.,  so  that  the  marginal  rays,  which  are  the  cause  of  the 
objectionable  orange  fringe  round  the  disc  on  the  screen,  pass 
outside  the  slide  and  are  lost.  Now  that  the  direct  method  of 
taking  coloured  positives  has  become  a fairly  easy  and  practical 


Fig.  176. 


fact,  it  would  be  well  if  lanterns  were  made  with  condensers 
which  would  cover  a quarter-plate  without  cutting  down.  In 
other  words,  a 5|-in.  condenser  and  a quarter-plate  carrier 
should  be  fitted,  but  Hughes’  plan  of  using  a square  condenser 
slightly  larger  than  the  slide  is  the  best,  as  it  takes  up  less 
room  and  gives  an  evenly  lit  image  up  to  the  margins.  The 
condenser  should  have  a back  focus  of  2|  or  3 in.,  and  be 
placed  at  that  distance  from  the  radiant,  so  that  the  refracted 
rays  are  nearly  parallel.  I would  suggest  that  an  ornamental 
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transparent,  coloured  frame,  photographed  on  a thin  piece  of 
glass,  should  be  placed  immediately  in  front  of  the  diapositive 
in  a separate  slot  in  the  carrier,  but  in  contact  with  it.  In  this 
way  the  picture  would  have  the  agreeable  finish  which 
every  one  admires  in  an  oil  painting,  when  placed  within  a 
wide  gilt  frame. 

It  is  important  that  the  lenses  of  the  condenser  fit  loosely 
in  the  mount,  i.e.  one  should  be  able  to  rotate  them  easily  with 
the  fingers,  otherwise  they  are  apt  to  crack  with  the  heat.  For 


Light  raised  too  high.  Light  too  low  down. 


Light  too  near  con-  Light  too  far  from  con-  Correct  appearance, 

denser.  denser. 


Fig.  177. — Appearance  of  the  disc  on  the  screen  when  the  radiant 
is  in  various  positions.  Copied  by  permission  from  Bishop’s 
“ Art  of  Projection,”  p.  24. 

the  same  reason,  if  Lumiere  colour  slides  are  projected,  it  is 
advisable  to  have  a narrow  tank  filled  with  a nearly  saturated 
solution  of  alum  placed  immediately  in  front  of  the  condenser, 
if  possible  in  contact  with  it.  Messrs.  Zeiss  supply  a glass 
tank  only  | in.  wide,  with  true  surfaces,  for  five  shillings,  which 
answers  the  purpose  admirably.  A thicker  tank  than  this  will 
cause  the  corners  of  the  slide  to  be  cut  off,  since  the  rays 
converge  on  issuing  from  the  condenser.  Hughes  makes  an 
■excellent  glycerine  tank,  applied  in  the  same  way.  Perken  & 
Son  have,  at  my  suggestion,  designed  a lantern  with  extra 
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large  condenser  (5|  in.)  and  alum  tank,  which  answers  admirably 
for  quarter-plate  Lumiere  colour  slides. 

In  practice  it  is  found  that  in  order  to  get  the  best  results, 
the  focal  length  of  the  condenser  should  be  proportional  to  the 
equivalent  focus  of  the  objective.  It  is  also  essential  that  the 
brightest  part  of  the  flame  should  be  accurately  centred  in 
the  axis  of  the  condenser,  and  furthermore,  that  the  distance 
of  the  radiant  from  the  condenser  should  be  so  adjusted  (which 
can  only  be  done  by  trial)  that  the  coloured  ring  formed  round 
the  illuminated  disc  on  the  screen  disappears.  The  disc  should 
then  be  uniformly  white  and  quite  free  from  colour.  To  get 
this  perfect  requires  some  practice  in  adjusting  and  centering. 

If  the  light  be  above  the  principal  axis  of  the  condenser,  the 
dark  coloured  semicircle,  A,  will  be  seen  on  the  upper  margin  of 
the  disc  (Fig.  177).  If  below,  the  half-ring  will  be  near  the  lower 
margin,  B.  Should  the  light  be  too  near  the  condenser,  a com- 
plete dark  ring,  with  a bluish  fringe,  will  be  seen  occupying 
the  middle  third  of  the  disc  C.  If  the  light  be  too  far  away, 
the  ring  will  have  a bluish  fringe  and  will  surround  the 
periphery  of  the  disc  D.  If  both  centering  and  distance  be 
correct,  the  disc  on  the  screen  will  appear  uniformly  white.  In 
order  to  increase  the  light,  a convergent  mirror  is  sometimes 
placed  behind  the  luminant,  which  should  be  placed  at  its  focus. 

§ 103. — (3)  The  Projecting  System. — This  usually  con- 
sists of  a 6-in.  or  8-in.  focus  Petzval  portrait  lens.  Perken 


& Son  have  produced  an  excellent  form  at  a very  low  price 
(Fig.  178),  but  one  of  the  many  forms  of  rectilinear  anastigmats 
of  large  working  aperture,  F/4  to  F/5,  is  to  be  preferred,  as  they 
have  a flatter  field  and,  consequently,  a better  marginal  definition. 
Still  the  Petzval  form  performs  well  enough  for  any  ordinary 
exhibition,  and  is  much  cheaper. 


BACK 


FRONT 


Fig.  178. — Perken  & Son’s  Lantern  Lens. 
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The  positions  of  the  lenses  are  marked  in  the  above  figure, 
which  will  guide  the  amateur  in  putting  them  back,  if  removed 
for  cleaning. 

The  Portrait  Anastigmat,  Planar,  and  Unar  lenses  of  Zeiss 
and  Eoss,  the  Cooke  lens,  Dallmeyer’s  Portrait  Stigmatic,  and 
Busch’s  Anachromat,  Beck’s  Unofocal  and  No.  2 Extra  Eapid 
Eectilinear  are  suitable  for  this  purpose,  and  give  superb 
images.  Dallmeyer  & Co.  make  a special  projection  lens  of 
very  flat  field  (Pig  179).  Beck  has  lately  introduced  a multifex 
objective,  which,  by  simple  separation  of  the  lenses  in  a draw 
tube,  will  produce  any  focus  from  6 in.  to  20  in.  Perken  & Son 
have  also  introduced  a similar  lens  on  the  telephoto  principle. 
The  definition  of  the  image  depends  far  more  on  the  perfection 


Fig.  179. — Dallmeyer's  Lantern  Lens. 


of  the  lens  than  on  the  condenser,  although  bubbles  in  the 
latter  are  apt  to  show  on  the  screen,  which  they  will  not  do 
in  the  lens. 

The  Screen. — The  best  form  of  screen  is  undoubtedly 
a whitewashed  or  distemper  - coloured  wall.  For  ordinary 
sitting,  20  ft.  long,  one  6 ft.  square  is  ample.  For  a room  30  ft., 
an  8-ft.  screen  is  best.  For  a room  50  ft.  long,  a 10-ft.  screen 
is  about  right,  and  so  in  proportion.  In  private  houses  it  is  a 
good  plan  to  have  the  screen  made  of  stiff  twill  or  linen,  and 
rendered  quite  opaque  with  two  coats  of  white  paint,  to  which 
a trace  of  black  or  blue  may  be  added,  sufficient  to  slightly 
tone  down  the  glare  of  the  white.  Ordinary  cotton  sheeting 
lets  too  much  light  through.  If,  however,  it  be  thoroughly 
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wetted  and  the  room  is  long  enough  to  allow  of  the  lantern 
being  placed  behind,  the  result  is  extremely  satisfactory.  The 
screen  can  be  fixed  to  a roller,  actuated  by  a spring,  which  rolls 
up  automatically  underneath  the  cornice  when  not  wanted.  It 
can  instantly  be  pulled  down  by  a cord  when  required.  Bamboo 
frames,  largely  advertised,  are  a great  nuisance.  For  microscopic 
projection,  tracing  paper,  which  can  be  obtained  in  widths  of 
5 ft.,  is  excellent,  and  the  image  can  be  seen  from  behind. 

§ 104.  Formulae  and  Calculations.  — The  size  of  the 
image  on  the  screen,  the  distance  of  the  screen,  the  focal  length 
of  the  lens,  and  the  size  of  the  object  whose  image  is  thrown 
on  the  screen,  can  at  once  be  calculated  by  the  ordinary  rules 
of  conjugate  foci. 

Let  F = focal  length  of  the  objective  ; 

O = diameter  of  the  slide  (usually  3 in.) ; 

D = diameter  of  the  disc ; and 

C = conjugate  distance  of  the  lens  from  the  screen. 

Then  we  obtain  a simple  formula  from  which  the  other 
three  are  derived  by  merely  transposing  the  terms. 

D .F  -f-  F 

The  formula  is  C = — q , but  since  F is  small  compared 

with  D . F,  we  may  give  it  as 


C - 


D .F 

O 


[84] 


Therefore,  the  rule,  which  is  near  enough  for  all  practical 
purposes,  to  find  the  conjugate  distance  of  the  lens  f rom  the  screen, 
multiply  the  diameter  of  the  disc  by  the  focal  length  of  lens 
and  divide  by  3. 

C O 

D = -p— , or,  to  find  the  diameter  of  the  disc,  multiply  the 


distance  of  the  lantern  from  the  screen  by  3 and  divide  by  the 
focal  length. 


c o 

F = or,  to  find  the  focal  length  of  the  lens,  multiply 

the  distance  of  the  lantern  from  the  screen  by  3 and  divide 
by  the  diameter  of  the  disc. 


^ D.F 
O - -7T,  or, 


to  find  the  size  of  the  object  used  instead  of  an 


ordinary  slide,  multiply  the  diameter  of  its  image  by  the  focal 
length  of  the  lens,  and  divide  by  the  conjugate  distance  of  the 
lantern  from  the  screen. 
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Example. — How  far  must  the  lantern  lens  be  removed  from 
the  screen  to  give  an  8-ft.  picture,  the  focus  of  the  lens  being 


6 in.  ? 

o-  r,  D.F  96  x 6 

Since  C = q , G = — g — = 16  ft.  Ans. 


Having  a 25 -ft.  working  room  at  our  disposal,  what  lens  is 
to  be  used  to  give  a 9-ft.  picture  ? 

c.  _ C.O  _ 25  x 12  x 3 Q1  . , 

Since  F = -g- , F = Q x 12  = 8f  in.  Ans. 

What  is  the  diameter  of  disc  projected  by  a 5-in.  lens  at 
a distance  of  18  ft.  ? 

C O 

From  the  formula  D = I,  we  obtain 


D = 


F 

18  x 12  x 3 


= 9 ft.  Ans. 


How  large  will  the  image  of  a fly,  i in.  in  diameter,  appear 
on  a screen  30  ft.  away,  the  objective  being  one  of  3-in.  focus  ? 


Here 


D = 


80  X 12  X 0,S 


= 2 ft.  6 in.  Ans. 


Lastly,  the  image  of  a cheese  mite  projected  on  to  a screen 
measures  2|  in.  The  objective  is  f in.  and  the  screen  25  ft. 
away.  What  is  the  size  of  the  mite  ? 

From  the  formula 

D . F 2i  x | . . . 

0 = ~^=2r^i2  = ^m-  Ans- 


Since  the  slide  is  nearly  always  3 in.  in  diameter,  the 
foregoing  formulae  can  be  simplified  to 

D . F = 3C [85] 

in  which  F is  always  in  inches  and  C and  D in  feet.  Inasmuch 
as  C and  D are  on  opposite  sides  of  the  equation  the  reduction 
to  inches  is  unnecessary. 

Note.- — If  a more  exact  formula  be  required  (which  is  only 
necessary  for  Examination  purposes),  we  must  add  F to  the 
result,  making  the  equation 

D.F  + F = 3C [86] 

The  slide  is  placed  close  to  the  condenser,  between  it  and 
the  lens,  and  should  be  inverted,  so  that  the  image  on  the 
screen  may  be  erect. 

T 
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§ 105.  Method  of  Projecting’  Opaque  Objects. — In  order 
to  project  the  image  of  an  opaque  object,  it  should  be  placed 
on  a horizontal  board  below  the  condenser,  and  illuminated 
by  a mirror  placed  in  the  path  of  light  inclined  to  the  object 
at  an  angle  of  45°.  The  lens  must  be  placed  vertically  above 
the  object  and  the  image  reflected  by  a second  mirror  on  to 
the  screen. 

§ 106.  Method  of  Projecting  Horizontally  Placed 
Objects. — To  exhibit  a transparent  object,  such  as  a flat 
glass  tank  containing  water,  fish,  animalculse,  etc.,  winch 
requires  to  be  placed  in  a horizontal  position,  a similar  adjust- 
ment can  be  used ; but  a third  mirror  must  be  placed  beneath 
the  transparent  object  (Fig.  180),  and  the  light  reflected  from 


the  first  mirror  along  a path  outside  the  object  on  to  the 
second,  and  from  it  reflected  vertically  upwards  through  the 
object  and  lens,  from  whence  it  is  reflected  on  to  the  screen 
by  the  third  mirror.  To  exhibit  such  a phenomenon  as  falling 
water  or  rising  smoke,  an  erecting  prism  must  be  placed  in 
front  of  the  lens,  otherwise  the  water  would  appear  to  ascend, 
and  the  smoke  to  descend,  on  the  screen. 

For  methods  of  projecting  views  in  stereoscopic  relief  on 
to- a screen,  see  my  book  on  the  Stereoscope  and  Rangefinder. 

§ 107.  Epidiascope. — The  epidiascope  made  by  the  firm 
of  Zeiss  is  the  most  complete  apparatus  that  exists  for  pro- 
jecting images  of  every  kind.  It  is,  however,  very  large  and 
cumbersome,  about  4§  ft.  in  height  by  2j  ft.  in  length,  and  as 


fa 
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Fig.  181.— Hughes’  Scientific  Demonstrating  Lantern  for  Institutes  and 
Colleges,  arranged  with  erecting  prism. 


H,  Hand  wheel  to 
regulate  the  length 
of  arc. 

P,  Reflector  adjust- 
ment. 

T,  Door  of  cooling 
chamber. 

St,  Wheel  for  coarse 
focussing. 


S,  Sliding  door  to 
stage. 

B,  Lever  which  regu- 
lates the  inclination 
of  mirror. 

K,  Fine  adjustment. 

N,  Adjustment  regu- 
lating inclination 
of  erecting  mirror.. 


Fig.  182. — General  View  of  the  Zeiss  Epidiascope. 


Fig.  186a.— Professor  Dimmer’s  Camera  for  photographing  the 
Fundus  Oculi.  [By  permission  of  the  inventor.) 


To  face  p.  274.] 


THE  OPTICAL  LANTERN 


275 


heavy  as  an  upright  piano.  In  its  cheapest  form  it  costs 
about  £60,  and  complete  with  lens,  fine  focussing  movement, 
adjustable  erecting  mirrors,  and  Berger’s  changing  appliance, 
etc.,  about  £80.  The  objective  alone  costs  £16. 

For  those  who  can  afford  it,  and  are  fortunate  enough  to 
possess  a special  room  for  exhibitions,  it  is  undoubtedly  superior 
to  anything  in  the  market.  A searchlight  lamp  with  a current 
of  30  to  50  amperes  is  used,  which  will  fully  illuminate  a 3-in. 
slide  up  to  37  diameters  on  a 10-ft.  screen.  The  accompanying 


three  illustrations  will  give  a better  idea  of  the  instrument  than 
any  description. 

Hughes  has  quite  recently  brought  out  a small  and  very 
portable  lantern  by  which  opaque  objects  such  as  picture 
postcards  and  photo  prints  can  be  projected.  The  object  is 
brightly  illuminated  by  a pair  of  Luna  electric  burners  or, 
if  preferred,  by  two  mantles  fed  by  compressed  alcohol  vapour. 

Tjl 

No  condenser  is  needed.  The  objective  is  placed  at  F -f 

from  the  object  for  a 4-ft.  picture,  which  is  the  largest  size 
he  recommends  for  good  illumination. 
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Fig.  184. — The  same,  with  adjustable  erecting  mirror  for  the 
projection  of  transparent  objects  by  transmitted  light. 


\ l 
\ I 


Fig.  185. — Hughes’  Lantern  for  Opaque  Objects.  L = lens, 
0 = the  opaque  object,  PP  = partition  screens  to  cut  ofi 
direct  light  from  the  radiant  RR,  BB  = the  two  Luna 
burners. 
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§ 108.  Method  of  Photographing  the  Back  of  the  Eye. 

— If  a narrow  beam  of  rays  passes  through  any  number  of 
media  and  finally  strikes  a plain  reflecting  surface  at  right 
angles  to  its  direction,  the  beam  will  be  reflected  back  along 
its  original  path.  If,  therefore,  a darkened  chamber  has  only 
a single  small  window,  and  its  interior  be  lit  up  by  a light  on 
the  outside,  it  will  be  impossible  to  see  anything  inside  the 
chamber  unless  the  observer  can  place  his  eye  somewhere 
inside  the  emergent  cone  of  rays.  This  is  the  explanation  of 
the  black  pupil  of  the  eye,  which  corresponds  to  the  window. 
The  best  way  to  see  inside  the  chamber  is  either  to  use  a 
reflector  having  a central  perforation  to  project  the  light  in, 


L 


Pig.  186. 


and  perceive  the  returning  beam  through  the  aperture,  or  to 
use  a very  small  mirror,  and  keep  one’s  eye  close  to  its  edge 
so  as  to  catch  a portion  of  the  reflected  light.  It  was  this 
principle  which  Helmholtz  adopted  in  his  ophthalmoscope. 
Dr.  Thorner  elaborated  this  instrument  so  as  to  form  an 
adjustable  and  rigid  instrument  which  can  be  focussed 
mechanically.  Professor  Dimmer  of  Graz  has  still  further 
improved  the  apparatus,  whereby  an  enlarged  photograph  of 
the  fundus  oculi  can  be  secured  in  a small  fraction  of  a second 
(Pig.  186).  The  apparatus  is  as  follows  : — 

L is  a powerful  source  of  light,  preferably  an  arc  light ; C is 
the  condenser  ; D,  a diaphragm  on  the  image  plane.  From 
this  diaphragm  the  rays  pass  through  the  collecting  system, 
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B,  on  to  the  plane  mirror,  S,  from  whence  they  are  reflected 
through  the  upper  part  of  the  pupil  of  the  eye,  and  crossing 
around  the  nodal  point,  N,  illuminate  a large  area  of  the  back 
of  the  eye  (retina  and  choroid).  This  forms  the  bright  object 
to  be  photographed,  which  in  the  case  of  the  human  eye  forms 
a bright  concave  orange-red  mirror,  MM.  The  system  of 
lenses  is  so  arranged  that  the  rays  which  enter  through  the 
upper  half  of  the  pupil  emerge  through  the  lower  half  of  it, 
and  are  collected  into  a convergent  beam  by  the  condenser,  01; 
to  the  Zeiss  planar  objective,  02.  This  lens  brings  the  rays 
to  a sharp  focus  at  R,  where  the  sensitive  isochromatic  plate 
is  inserted.  The  whole  of  the  space  between  02  and  R is, 
of  course,  surrounded  by  a box  and  bellows,  which  form  the 
camera. 

The  shutter  Vx  lies  immediately  behind  the  diaphragm  D, 
while  the  second  shutter,  V2,  which  is  in  the  form  of  a roller- 
blind,  lies  just  in  front  of  the  plate,  P.  By  means  of  a small 
mirror  (not  represented  in  the  figure)  the  fundus  image  can  be 
observed  up  to  the  instant  of  exposure.  A squeeze  of  the  ball 
T causes  the  image  to  flap  up,  and  at  the  same  instant  both 
shutters,  controlled  by  a single  wire,  are  opened  and  closed  by 
an  electric  current. 

The  front  part  of  the  apparatus  between  0,  and  02  is  never 
altered.  The  focussing  necessary  owing  to  errors  of  refraction 
of  the  observed  eye  is  got  by  racking  the  focussing- screen  R in 
or  out.  The  position  of  the  eye  to  be  examined  is  assured  b;y 
getting  the  patient  to  fix  the  image  of  a flame  in  a mirror 
placed  before  him  with  his  other  eye.  The  original  negatives 
show  a magnification  of  3 diameters,  which  can  readily  be 
enlarged  without  loss  of  detail  3 or  4 times  more,  so  that  one 
can  obtain  a sharp  picture  of  10  to  12  times  the  original. 

In  Professor  Dimmer’s  hands  this  method  of  securing 
photographs  of  the  fundus  oculi  has  been  most  successful,  in 
fact,  his  photographs  have  never  been  equalled. 

The  five  magnificent  photographs  shown  on  the  accompany- 
ing plate  are  reproduced  from  Dr.  Dimmer’s  untouched 
negatives,  with  his  kind  permission.  They  show  not  only  the 
healthy  eye,  but  portray  various  lesions  and  diseases  with 
great  fidelity  and  minuteness  of  detail.  Seeing  that  a photo- 
graphic record  can  thus  be  secured  by  an  exposure  of  a mere 
fraction  of  a second,  his  method  will  undoubtedly  become  a 
necessary  part  of  the  equipment  of  every  ophthalmic  clinic. 
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Conus  ; choroiditis  at  the  macula 
M = 9D.  [108] 


Colloid  excrescences  in  the  pig- 
ment epithelium  layer 
(Senile  change,  man  80  years). 

[188] 


Normal  fundus 
(Man  40  years  old). 


[26] 


Betino-choroiditis.  [24] 


Choroiditis.  [338] 


Photographs  of  the  Human  Fundus  Oculi. 

( Printed  by  permission  from  the  original  photographs  of  Professor 
Dimmer  of  Graz.) 
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§ 109.  Tables.— 

1.  TABLE  OF  ILLUMINANTS. 


Nature  of  illuminant. 

Colour  of 
light. 

Nature  of  spectrum. 

Intrinsic 

brilliancy. 

Paraffin  or  wax  candle. 

Yellow 

Yellow  rays  pre- 
dominate 

4%  per  sq.  in. 

Acetylene  gas .... 
Coal  gas  batswing 

White  . 

Resembles  sunlight 

75  to  100  candle- 
ft.  per  sq.  in. 

burner 

Yellowish- 

Green  rays  pre- 

20  to  40  candle- 

white 

dominate 

ft.  per  sq.  in. 

Coal  gas  mantle  . . . 

White  . 

Yellow  and  green 
rays  predominate 

40  to  60  candle- 
ft.  per  sq.  in. 

Incandescent  lamp  . . 

Yellow  and  orange 
predominate 

200  to  300  eandle- 
ft.  per  sq.  in. 

Metallic  filament  . . 

White  . 

400  to  600  candle- 
ft.  per  sq.  in. 

Nernst  lamp  .... 

White  . 

1000  candle-ft. 

Mercury  vapour  . . . 

Moore  tube  light.  . . 

Oxyhydrogen  blow  - 

Greenish  - 
yellow 
Rose- 
orange 

No  red  rays,  only 
green  & blue  rays 

5 to  10  candle-ft. 

through  coal  gas  jet . 
Oxyhydrogen  mixed 

White  . 

Resembles  sunlight 

150  to  200  candle 
power. 

pure  hydrogen  jet 

White 

Resembles  sunlight 

250  to  300  candle 
power. 

Magnesium  wire . . . 

Arc  light  from  house 

100  to  150  candle 
power. 

current  

White 

Resembles  sunlight 

300  to  600  candle 
power. 

Direct  sunlight  . . . 

60,000  candle 
power. 

2.  Dr.  MIETHE’S  TABLE  OF  LIGHT  INTENSITY  FOE 
VARIOUS  ANGLES  OF  VIEW. 

(The  angle  is  measured  from  the  centre  of  the  plate.) 


Angle. 

Light. 

Angle. 

Light. 

Angle. 

Light. 

0 

1,00 

20 

0,76 

40 

0,34 

5 

0,98 

25 

0,67 

45 

0,25 

10 

0,94 

30 

0,56 

50 

0,17 

15 

0,87 

35 

0,46 

55 

0,11 
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3.  REFLECTING  POWER  OE  VARIOUS  MATERIALS. 


Material. 


Coefficient 

of 

reflection. 


Highly  polished  silver 

,,  „ brass 

,,  ,,  copper 

Ordinary  mirrors  and  various  polished  metals  . 

White  blotting  paper 

,,  cartridge  paper 

Yellow-painted  wall,  clean 

».  „ >,  dirty 

Emerald-green  paper 

Dark  brown  paper 

Vermilion,  blue,  green,  cobalt-blue  paper  . . . 

Black  paper,  dull 

,,  cloth 

,,  velvet 


0,92 

0,70-0,75 

0,60 

0,40-0,70 

0,82 

0,82 

0,40 

0,20 

0,18 

0,13 

0,12 

0,05 

0,012 

0,004 


4.  TABLE  OP  ADDITIVE  COLOUR  EFFECTS,  OR 
COLOUR  SYNTHESIS  (HELMHOLTZ). 


Colour. 

Violet. 

Indigo. 

Cyan- 

blue. 

Blue- 

green. 

Green. 

Greenish- 

yellow. 

Yellow. 

Red 

Purple 

Dark 

Rose 

Light 

Rose 

White 

Whitish- 

yellow 

Golden- 

yellow 

Orange 

Orange 

Dark 

Rose 

Light 

Rose 

White 

Light 

Yellow 

Yellow 

Yellow 

Yellow 

Light 

Rose 

White 

Light 

Green 

Light 

Green 

Greenish- 

yellow 

Greenish- 

yellow 

White 

Light 

Green 

Light 

Green 

Green 

Green 

Light 

Blue 

Sea- 

blue 

Blue- 

green 

Blue- 

green 

Deep 

Blue 

Sea- 

blue 

Cyan-blue 

Indigo 
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5.  CIRCLE  OP  ILLUMINATION. 


Size  of  plate  (in  inches). 

Diameter  of  circle  required  to  cover 
the  plate  (in  inches). 

3x3 

41  (10,8  cm.) 

x 31 

4,6  (11,7  cm.) 

4 x 31  (10  x 8 cm.) 

51  (13  cm.) 

X 31 

5,3  (13,5  cm.) 

5x4 

6,4  (16,3  cm.) 

65  X 4| 

8 (20,3  cm.) 

7x5 

8,6 

7,5  x 5 

9 

8i  x 61 

10,7 

10  x 8 

12,8 

12  x 10 

15,6 

12  x 15 

19,2 

6.  ANGLE  OP  VIEW. 

Divide  the  horizontal  diameter  of  the  plate  by  the  equivalent 
foeus  of  the  lens,  or,  for  a near  object,  the  conjugate  focal 
distance.  Or,  if  you  wish  to  know  the  angle  of  view  cor- 
responding to  the  diagonal  of  the  plate,  divide  the  diagonal  of 
the  plate  by  the  equivalent  focus  of  the  lens.  Then 


If  the 

The 

If  the 

I 

The 

If  the 

The 

quotient  is 

angle  is 

quotient  is 

angle  is 

quotient  is 

angle  is 

0,282 

16° 

0,808 

44° 

1,4 

70° 

0,317 

18° 

0,849 

46° 

1,45 

72° 

0,353 

20° 

0,89 

48° 

1,5 

740 

0,389 

22° 

0,933 

50° 

1,56 

76° 

0,425 

24° 

0,975 

52° 

1,62 

78° 

0,462 

26° 

1,0 

53° 

1,678 

80° 

0,5 

28° 

1,02 

54° 

1,729 

82° 

0,536 

30° 

1,063 

56° 

1,8 

84° 

0,573 

32° 

1,108 

58° 

1,865 

86° 

0,611 

34° 

1,155 

60° 

2,0 

90° 

0,65 

36° 

1,2 

62° 

2,182 

95° 

0,689 

38° 

1,25 

64° 

2,38 

100° 

0,728 

40° 

1,3 

66° 

2,856 

110° 

0,768 

42° 

1,36 

68° 

| 3,464 

120° 
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7.  W.  E.  DEBENHAM’S  EXPOSURE  TABLE  FOB 
ENLARGEMENTS. 


Proportion  of 
image  to  original 
(linear). 

Distance  of  image 
from  lens  in 
terms  of 
principal  focus. 

Proportionate 

exposures. 

Exposures  pro- 
portioned to  that 
required  for  copying 
same  size. 

1 

30 

3-KS 

1,07 

0,27 

1 

50 

^20 

1,10 

0,28 

h 

1* 

1,21 

0,3 

l 

1J 

1,27 

0,31 

I 

1,36  • 

0,34 

l 

1J 

1,56 

0,39 

1 

L 

2,25 

0,56 

3 

3 

U 

3,06 

0,76 

[Same  size)  1 

2 

4 

1 

2 

3 

9 

2,25 

3 

4 

16 

4 

4 

5 

25 

6,25 

5 

6 

36 

9 

6 

7 

49 

12 

7 

8 

64 

16 

8 

9 

81 

20 

9 

10 

100 

25 

10 

11 

121 

30 

11 

12 

144 

36 

12 

13 

169 

42 

13  • 

14 

196 

49 

14 

15 

225 

56 

15 

16 

256 

64 

16 

17 

289 

72 

17 

18 

324 

81 

18 

IS 

361 

90 

19 

20 

400 

100 

20 

21 

441 

110 

21 

22 

484 

121 

22 

23 

529 

132 

23 

24 

576 

144 

24 

25 

625 

156 

25 

26 

676 

169 

26 

27 

729 

182 

27 

28 

784 

196 

28 

29 

841 

210 

29 

30 

900 

225 

30 

31 

961 

240 
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8.  TABLE  FOR  ENLARGEMENTS. 


Times  op  Enlargement  and  Reduction. 


Focus  of 
Lens. 

1 

2 

3 

4 

5 

6 

7 

8 

in. 

in. 

in. 

in. 

in. 

in. 

in. 

in. 

in. 

q 

6 

9 

12 

15 

18 

21 

24 

27 

0 

6 

44 

4 

31 

31 

34 

3! 

31 

3? 

b-  b- 

cTST 

rH 

14 

4§ 

171 

4 

21 

44 

24£ 

4JL 

28 

4 

311 

314 

8 

12 

16 

20 

24 

28 

32 

36 

8 

6 

^5 

5 

41 

4! 

4? 

44 

9 

13? 

18 

221 

27 

311 

36 

40? 

9 

6? 

6 

5§ 

51 

51 

* 1 
°T6 

10 

15 

20 

25 

30 

35 

40 

45 

10 

71 

6§ 

6! 

6 

5| 

6? 

54 

11 

161 

22 

271 

33 

381 

44 

49? 

11 

81 

74 

6 1 

61 

5 

°T-2 

6? 

6-2- 

a 

12 

18 

24 

30 

36 

42 

48 

54 

12 

9 

8 

74 

74 

7 

6? 

6! 

14 

21 

28 

35 

42 

49 

56 

63 

14 

101 

94 

8| 

8! 

84 

8 

7! 

16 

24 

32 

40 

48 

56 

64 

72 

16 

12 

io§ 

10 

91 

94 

94 

9 

18 

27 

36 

45 

54 

63 

72 

81 

y 

18 

m 

12 

HI 

104 

101 

10? 

10? 

in 

20 

30 

40 

50 

60 

70 

80 

90 

20 

15 

134 

121 

12 

11! 

11? 

HI 

1 1 

22 

33 

44 

55 

66 

77 

88 

99 

22 

16i 

14| 

13| 

134 

124 

12? 

12| 

12 

24 

36 

48 

60 

72 

84 

96 

108 

24 

18 

16 

15 

141 

14 

13? 

13? 

The  first  vertical  column  gives  the  focus  of  the  lens.  The 
top  horizontal  row  shows  the  number  of  times  the  picture 
has  to  be  enlarged  or  reduced.  The  square  where  the 
horizontal  row  meets  the  enlargement  colours  contains  the  two 
figures  required. 

For  enlarging,  the  upper  figures  in  the  square  give  the 
number  of  inches  the  centre  of  the  lens  must  be  removed  from 
the  screen  or  plate ; the  lower,  the  distance  of  the  lens  from  the 
picture  to  be  copied. 
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For  reducing , reverse  the  order,  i.e.  the  upper  figures  give 
the  distance  of  the  lens  from  the  picture  to  be  copied;  the 
lower,  the  distance  of  the  lens  from  the  screen.  If  the  focus 
of  the  lens  lies  between  two  figures,  take  the  same  proportionate 
interval  between  the  figures  in  the  corresponding  squares. 
Thus,  if  the  lens  be  7-in.  focus  and  the  negative  has  to  be 
enlarged  three  times,  place  the  screen  30  in.  and  the  negative 
10  in.  from  the  lens. 


9.  TABLE  OP  EXPOSURES  (Eder). 

Bright  sunlight,  10-3,  Summer.  Type : Ilford  or  Imperial 
Special  Rapid  plate  (160  to  180  H.  & D.).  With  a focal  plane 
shutter  nearly  half  the  above  times  may  be  given. 


Proportionate  exposure. 

Ratio  aperture. 

Sea  and  sky. 

LANDSCAPES. 

INTERIORS. 

PORTRAITS. 

Open  landscape. 

Landscape  with  dense 
foliage  in  foreground. 

Under  trees. 

Bright  interiors. 

Dark  interiors. 

Portraits  in  bright 
diffused  light  outdoors. 

Portraits  in  good 
studio  light. 

Portraits  in  room . 

times. 

sec. 

sec. 

sec. 

min.  sec. 

min.  sec. 

hrs.  min. 

sec. 

sec. 

min. 

sec. 

1 

P/4 

soo 

1 

510 

10 

— 2 

— 

2 

— 

1 

5 

1 

31 

& 

— 

3 

1 

2 

P/5,6 

1 

too 

1 

130 

1 

50 

— 4 

— 

4 

— 

1 

1 

13 

l 

— 

2f 

F/6,3 

1 

360 

TOO 

T8 

- 4; 

— 

4.V 

. 

n 

1 

TO 

1 

5 

— 

u 

4 

P/8 

1 

300 

1 

61 

TO 

— 8 

— 

8 

— 

2 

6 

3 

— 

3 

8 

P/11,3 

l 

100 

1 

35 

— 16 

— 

16 

— 

4 

l 

3 

n 

— 

6 

16 

F/16 

1 

50 

1 

T6 

2 

— 32 

— 

32 

— 

8 

2 

3 

3 

— 

12 

32 

F/22,6 

l 

53 

1 

8 

| 

1 4 

1 

4 

16 

n 

6 

— 

24 

64 

P/32 

* 

1 

1 

n 

2 8 

2 

8 

32 

2§ 

12 

— 

48 

12S 

P/45 

1 

1 

2 

3 

4 16 

4 

16 

1 

5 

24 

1 

36 

256 

P/64 

1 

3 

1 

6 

8 32 

8 

32 

2 

— 

10 

48 

3 

12 
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10.  WATKINS’  TABLE  OF  MINIMUM  LIGHT  FOB 
SNAPSHOTS. 


The  numbers  give  the  maximum  time  his  actinometer  takes 
to  darken,  compatible  with  a successful  exposure. 


Plate  Speeds. 

250 

180 

130 

90 

65 

45 

P/5,6 

32 

24 

16 

12 

8 

6 

P/7 

24 

16 

12 

8 

6 

4 

P/8 

16 

12 

8 

6 

4 

3 

P/10 

12 

8 

6 

4 

3 

2 

P/ll 

8 

6 

4 

3 

2 

P/14 

6 

4 

2 

2 

— 

— 

E.g. — With  P/8  and  Plate  90  a successful  snapshot  can  just  be  made 
when  the  actinometer  takes  6 sec.  to  darken.  If  considerably  more,  it  will 
he  useless  to  expose.  (Watkins.) 

Note.— The  “Photographic  Exposure  Record,”  of  Wellcome  (Burroughs, 
Wellcome  & Watts,  London),  is  an  admirable  guide  to  exposure,  and  ought 
to  be  in  the  hands  of  every  amateur,  even  if  he  possesses  other  exposure 
books,  as  it  contains  a vast  amount  of  useful  information. 


11.  SCOTT’S  TABLE  OF  BECIPBOCAL  VALUES 

of  the  chemically  active  light  for  different  hours  of  each  half- 
month of  the  year. 


WINTER  MONTHS. 


Time, 

Morning. 

January. 

February. 

March. 

Time, 

Evening. 

1-15 

15-31 

1-15 

15-29 

1-15 

15-31 

4 

8 

5 

7 

6 

30 

6 

7 

30 

15 

14 

7 

5 

8 

30 

15 

10 

6 

4 

3 

4 

9 

10 

6 

4 

4 

2 

1,8 

3 

10 

5 

4 

3 

1,8 

1,8 

1,6 

2 

11 

4 

3,5 

2,5 

1,8 

1,7 

1,5 

1 

12 

3,5 

3 

2,5 

1,8 

1,6 

1,4 

12 

15-31 

1-15 

15-30 

1-15 

15-31 

1-15 

December. 

November. 

October. 
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SUMMER  MONTHS. 


Time, 

Morning. 

April. 

May. 

June. 

Time, 

Evening. 

1-15 

15-30 

1-15 

15-31 

1-15 

15-30 

4 

30 

8 

5 

30 

15 

14 

10 

7 

6 

15 

12 

8 

6 

5 

4 

6 

7 

6 

4 

3 

2,5 

2,3 

2 

5 

8 

2,5 

2 

1,8 

1,7 

1,5 

1,6 

4 

9 

1,7 

1,6 

1,5 

1,4 

1,3 

1,3 

3 

10 

1,5 

1,4 

1,3 

1,2 

1,1 

1,1 

2 

11 

1,3 

1,1 

1,1 

1,1 

1 

1 

1 

12 

1,2 

1 

1 

1 

1 

1 

12 

15-30 

1-15 

15-31 

1-15 

15-31 

1-15 

September. 

August. 

July. 

12.  TABLE  OF  DIAPHRAGM  VALUES. 


Ratio 

aperture. 

U.S. 

(uniform  system 
of  R.P.  Society). 

Dallmeyer's 

l/Vio- 

Zeiss’ 

F/50. 

Watkins’,  for 
calculating 
with 

actinometer. 

P/3,16 

1 

_ 

F/4 

1 

1,5 

— 

— 

P/4,5 

— 

— 

128 

— 

P/5 

u 

2,5 

— 

— 

P/5,6 

2 

3 

— 

— 

F/6,3 

— 

— 

64 

— 

P/7 

3 

5 

— 

— 

P/8 

4 

7,5 

— 

1 

F/9 

— 

— 

32 

— 

P/10 

6 

10 

— 

11 

P/ll 

8 

15 

— 

2 

P/12,5 

— 

— 

16 

— 

P/14 

12 

20 

— 

3 

P/16 

16 

25 

. 

4 

P/18 

— 

— 

8 

— 

F/20 

24 

40 

— 

6 

P/22 

32 

50 

— 

8 

P/25 

— 

— 

4 

— 

P/28 

48 

75 

— 

12 

P/32 

64 

100 

— 

16 

P/36 

— 

— 

2 

— 

F/40 

96 

150 

— 

24 

F/45 

128 

200 

— 

32 

P/50 

— 

— 

1 

— 

F/56 

192 

300 

— 

48 

F/64 

256 

400 

64 
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13.  TABLE  OF  PINHOLE  AREAS  OF  CONFUSION. 

Miethe  investigated  the  areas  of  confusion  formed  by 
different-sized  pinholes  for  different  camera  extensions,  and 
found  the  following  apertures  gave  the  best  results  (i.e.  the 
smallest  confusion  circles)  with  the  camera  extensions  given 
in  the  table. 


Size  of  pinhole 
in  mm.  . . 

0,09 

0,1 

0,2 

0,3 

0,4 

0,5 

0,6 

0,6  mm. 

Length  of 
camera  . . 

10 

20 

30 

50 

100 

200 

300 

400  mm. 

Diameter  of 
confusion 
circle  in  mm. 

0,120 

0,140 

0,201 

0,262 

0,369 

0,579 

0,636 

0,748  mm. 

14.  TABLE  OF  BEST  DIAMETER  OF  APERTURE 
FOR  PINHOLE  CAMERA. 

( The  object  is  supposed  to  be  more  than  15  ft.  away.) 


No.  of 
needle. 

Diameter  of  hole 
in  fractions  of 
an  inch. 

Distance  of 
plate 

from  pinhole. 

Ratio  between 
diameter  of  hole 
and  distance  of 
plate  = F/No. 

Exposure 

necessary. 

Minutes  for 
seconds  in  terms 
of  ratio  aperture. 

1 

in.  min. 

1/22  = 1,14 

in. 

32 

1/700 

P/120 

2 

1/23  = 1,09 

28 

1/640 

P/110 

3 

1/26  = 1 

23 

1/600 

P/95 

4 

1/28  = 0,82 

20 

1/560 

P/80 

5 

1/31  = 0,80 

15 

1/460 

P/75 

6 

1/34  = 0,24 

13 

1/440 

P/70 

7 

1/39  = 0,64 

10 

1/390 

P/60 

8 

1/44  = 0,57 

8 

1/350 

P/56 

9 

1/49  = 0,51 

6 

1/290 

F/48 

10 

1/54  = 0,46 

5 

1/270 

P/40 

The  expanse  necessary  is  given  in  terms  of  the  ratio 
aperture,  reckoning  minutes  for  seconds.  Allowance  has  been 
made  for  the  diffraction  effect  of  the  aperture. 

Thus  Needle  No.  8,  with  an  8-in.  extension  of  camera, 
requires  sixty  times  the  exposure  of  a lens  stopped  down 
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to  F/56,  i.e.  the  same  exposure  reckoned  in  minutes  which  the 
lens  requires  in  seconds. 

Example. — Supposing  the  exposure,  with  a lens  working  at 
F/8,  requires  ~ sec.,  the  needle  will  require  (-8-)2=  72=  49  sec. 
If  the  same  lens  requires  1 sec.  exposure,  the  pinhole  will 
require  49  min.  (The  above  table  is  partly  derived  from 
Watkins’  table.) 


15.  COMPARATIVE  SPEED  OF  PLATES. 
(Altered  and  extended  from  Eder's  tables.) 


Degrees  Scheiner. 

Relative 

sensitivity. 

Intensity  of  light. 

Second-meter 

candles. 

Mean  J 

transparency.  g ^ 

Greatest  o 1 

transparency.  §"  “ 

Degrees  Hutter 
and  Driffield. 

Degrees  Watkins. 

Degrees  Wynne. 

il 

1 

1 

2 

10 

3 

11 

2 

4 

14 

c 

1 

1,263 

8 

11 

3,2 

15 

b 

1,27 

0,994 

9 

12 

4 

6 

16 

a 

1,62 

0,779 

10 

13 

5 

18 

i 

2,07 

0,610 

11 

14 

6,5 

8 

20 

2 

2,64 

0,475 

12 

15 

8 

12 

22 

3 

3,36 

0,376 

13 

16 

10 

— 

26 

4 

4.28 

0,293 

14 

17 

13 

15 

28 

5 

5,45 

0,232 

15 

18 

16 

20 

32 

6 

6,95 

0,183 

16 

19 

20 

32 

39 

7 

8,86 

0,143 

17 

20 

26 

45 

45 

8 

11,3 

0,112 

18 

21 

32 

— 

— 

9 

14,4 

0,086 

19 

22 

40 

— 

— 

10 

18,3 

0,069 

20 

23 

52 

60 

56 

11 

23,4 

0,054 

21 

24 

60 

90 

64 

12 

29,8 

0,042 

22 

25 

80 

120 

71 

13 

37,9 

0,033 

23 

26 

100 

— 

78 

14 

48,3 

0,026 

24 

27 

130 

180 

90 

15 

61,0 

0,021 

25 

28 

160 

240 

110 

16 

78,5 

0,016 

26 

29 

200 

384 

111 

17 

100 

0,013 

27 

30 

260 

512 

128 

18 

— 

— 

28 

31 

320 

~ 

Plate. 


Auto- 

chrome. 

Lantern 

plate. 


Slow  plate. 


Medium. 


Rapid. 


Extra 

rapid. 

Lightning 

plate. 


1 According  to  E.  J.  Wall,  the  correct  factor  should  be  0,66. 

2 j)  j>  » ii  a a 6,4. 
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16.  SLOWEST  EXPOSURES  NECESSARY  TO  SECURE 
SHARPNESS. 

Conditions. — Focal  plane  or  other  highly  effective  shutter.  Lens, 
5 to  6^-in.  focus.  Nearest  object,  45  ft. 

sec.  sec. 


Ordinary  street  scenes  with  traffic.  No  rapid  motion  . . . T\,  to  5's 

Trees,  moving  with  light  breeze 35  rro 

„ „ » strong  wind to  ^ 

Animals  grazing : cows,  sheep,  and  horses,  l sec. ; if  restless 

or  teased  by  flies 105 5J5 

Yachts,  motor  boats,  10  knots  per  hour,  viewed  end  on  . . jj, 

„ _ „ » „ „ broadside  on  to 


Trains,  30  miles  an  hour,  nearly  end  on Ti- 

For  trains  nearly  broadside  on,  motor-cars,  horses  galloping,  divers, 
birds  on  wing,  etc.,  all  calculations  are  useless.  You  must  use  quickest 
shutter,  and  largest  diaphragm  compatible  with  density  of  negative  and 
sharpness  of  image  (for  which  see  other  tables). 


17.  FACTOR  NUMBERS  (Watkins’). 


Developer. 

Factor. 

Developer. 

Factor. 

Soft. 

Normal. 

Hard. 

Soft. 

Normal. 

Hard. 

Adurol  . . . 

4 

5 

6 

Ortol 

7 

10 

12 

Amidol  . . . 

7 

10 

12 

Paramidophenol  . . 

12 

16 

18 

Azol  (Johnson) 

20 

30 

35 

Pyro-catechin  . . . 

7 

10 

12 

Diogen  . . . 

8 

12 

15 

„ (crystoid) 

22 

30 

35 

Dionol  (Diami- 

Pyro-metol  .... 

6 

9 

11 

dophenol . . 

44 

60 

75 

Pyro-soda,  c ,1  gr. 

13 

18 

22 

Edinol  . . . 

14 

20 

25 

„ „ 2 „ 

9 

12 

14 

Eikonogen  . . 

8 

12 

15 

„ „ 3 „ 

7 

10 

12 

Glycin(soda)  . 

6 

8 

10 

1 rS  2 I 4 

6 

8 

10 

,,  (potash) 

9 

12 

16 

; & \ k 

5 

8 

Hydroquinone. 

3 

4,5 

5 

Pyro-soda  with  bro- 

Imogen  . . . 

4 

6 

8 

mide  (halve  the 

Kachin  . . . 

7 

10 

12 

above  factors)  . 

m ' 1 

— 

iM H 

Kodak  powders 

13 

18 

23 

Quinomet  .... 

22 

30 

36 

Metol.  . . . 

20 

30 

35 

Kytol  (Burroughs, 

Metol- hydro- 

Wellcome  & Co.)  . 

10 

12 

15 

quinone  . . 

10 

12 

15 

Rodinal 

30 

40 

50 

Metaquin  . . 

9 

12 

14 

Synthol  

22 

30 

35 

Note. — The  factor  (at  least  in  the  case  of  Pyro  and  Amidol)  varies 
inversely  with  the  percentage  amount  of  the  active  ingredient,  and 
inversely  with  the  amount  of  restrainer  (Bromide,  etc.). 


The  factor  governs  the  contrast  thus  : For  more  contrast, 
use  a higher  factor ; for  flat  negative,  soft  contrast,  a lower  one, 

u 
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Roughly  speaking,  for  soft  contrasts  use  three-fourths  of  the 
normal  factor ; for  strong  contrasts,  add  one-fifth  to  the  normal 
factor. 

Example. — Metol-quinol  is  used  as  the  developer.  The 
image  first  appears  after  20  sec.  Since  the  factor  is  12,  the 
plate  must  be  left  in  the  developer  for  20  x 12  sec.,  i.e.  4 min. 
If  soft  contrast  be  desired,  the  plate  must  be  left  in  for 
20  x 9 sec.,  and  for  hard  contrasts,  for  20  x 15  sec. 

Rule  for  factor  developing. — Multiply  the  number  of  seconds 
that  have  elapsed  between  pouring  on  the  developer  and  the 
first  appearance  of  the  image  by  the  factor  number.  The 
product  gives  the  time  that  the  plate  should  remain  in  the 
developer. 

Double  emulsions,  such  as  Cristoid  films  and  Thomas’s 
plates,  require  at  least  double  the  time  of  the  factor.  Other 
plates,  whether  slow,  fast,  or  isochromatic,  do  not  appear  to 
affect  the  result. 

Rule  for  combination  developers. — If  equal  quantities  of  each 
be  used,  half  the  sum  of  the  two  factors  will  be  the  factor 
of  the  mixture.  If  the  mixture  contains  unequal  parts,  proceed 
as  follows : — 


Let  / = factor  number  of  solution  A ; 
f'=  factor  number  of  solution  B ; 
x — number  of  ounces  of  A ; 
y = number  of  ounces  of  B. 

Then  the  combined  factor  number 

r _fx  +fy 
X + y 


[87] 


Example. — A mixture  is  made  of  4 oz.  of  hydroquinone  and 
1|  oz.  of  metol.  What  is  the  combined  factor  F ? The  factor 
of  hydroquinone  is  5,  that  of  metol  is  30,  therefore 


fx  +f'g 

x + y 


4x5  + (1,5  x 30) 
5,5 


= 12  (approx.). 


This  does  not  hold  strictly  true  with  pyro  developers,  which 
affect  the  speed  of  other  developers  in  a different  way. 

As  regards  the  ultimate  image,  all  developers  appear  to 
give  the  same,  or  nearly  the  same,  result,  but  the  rate  at  which 
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the  image  first  appears,  as  well  as  the  time  necessary  to  acquire 
a standard  density  and  gradation,  differ  enormously. 

Thus,  in  the  case  of  rodinal,  metol,  and  dianol  (diamido- 
phenol)  the  image  flashes  out  quickly,  but  it  requires  to  be 
developed  for  a long  time  in  order  to  acquire  sufficient  density, 
while,  in  the  case  of  strong  pyro-soda,  adurol,  and  hydroquinone, 
the  image  takes  a long  time  before  appearing,  but  requires  a 
short  development  to  secure  the  necessary  density. 


18.  INSTRUCTIONS  FOR  USING  AND  DEVELOPING 
THE  THAMES  COLOUR  PLATE. 

Filling  the  dark  slide. — Insert  a Thames  colour  screen  in 
dark  slide  or  carrier,  film  up,  i.e.  in  such  a manner  that  the 
glass  side  of  the  screen  is,  when  in  the  camera,  towards  the 
lens.  On  this  place  a Thames  sensitive  plate,  film  downwards, 
so  that  screen  and  plate  are  film  to  film.  The  plates  are  packed 
in  twos,  film  to  film,  so  that  there  is  no  cause  for  doubt  as  to 
which  is  the  film  side.  Place  a piece  of  dead  black  paper  over 
the  whole  before  closing  down  slide. 

Exposure. — With  compensation  screen  in  position,  speed  of 


plate  about  Hurter  and  Driffield  12. 

First  developer. — 

No.  1. 

Hydroquinone \ oz. 

Potass  metabisulphite  ....  ^ oz. 

Water 20  oz. 


No.  2. 


Caustic  potash 1 oz. 

Water 20  oz. 


Use  equal  quantities  of  1 and  2,  and  as  development  is 
carried  on  in  the  dark,  it  is  advisable  to  take  1^  oz.  of  the  mixed 
developer  for  a quarter-plate,  and  3 oz.  for  a half-plate.  Develop 
for  three  minutes,  and  wash  under  tap  for  a minute.  Then, 
still  in  the  dark,  place  in  a dish  containing  a 10  per  cent,  solu- 
tion of  ammonium  persulphate,  freshly  made  up,  for  one  minute. 
This  should  not  be  used  more  than  twice. 
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Reversal. — Then  remove  and  wash  for  one  minute,  and  place 
in  a bath  as  follows.  This  and  subsequent  operations  must  not 
be  done  in  the  dark  room,  but  in  ordinary  light : — 

Stock  A. 

Potass  permanganate  ....  36  grains 

Water 20  oz. 


Stock  B. 

Sulphuric  acid 160  minims 

Water  20  oz. 

For  use,  take  equal  parts.  The  plate  should  remain  in  this 
until  the  image  just  developed  entirely  disappears,  which  may  be 
judged  by  looking  at  the  glass  side  and  noting  that  all  the  black 
has  gone.  The  plate  must  now  be  re-developed  in  the  following 

Re-developer. — 

Sulphite  of  soda  . . . . ioz.l.,  , 

ttt  . -.X  \ Stock. 

Water 10  oz. ) 

Should  not  be  kept  more  than  three  days. 

To  2 oz.  of  above,  add  6 grains  of  amidol  and  2 drachms  of 
a 5 per  cent,  solution  of  bromide  of  potassium.  Carry  develop- 
ment until,  on  looking  through  the  positive,  it  appears  sufficiently 
dense  (about  four  minutes  will  be  found  correct),  allowing  for  a 
little  loss  of  density  in  the  fixing.  Wash  for  li  min. 

Fixing. — Then  fix  in  hypo,  4 oz. ; water,  20  oz.  Wash  well 
under  tap  and  put  in  rack  to  dry. 

Registration. — Place  the  positives,  when  dry,  on  the  screen 
plate,  film  to  film ; hold  them  up,  looking  through,  and  fit  the 
registration  marks  ; then  temporarily  clip  with  bull-dog  clips, 
and  bind  up  as  for  lantern  slides. 
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19.  INSTRUCTIONS'  FOR  DEVELOPING  THE 
AUTOCHROME  PLATES. 


Letter  of 
Indication. 

Developer. 

Time  of  action. 

Remarks. 

A 

Pyrogallic  acid  3 grammes 
Sulphite  of  soda  \ „ , 
Commercial  lye  / ^ 

Potassium  bromide  2 gr. 
Water  ....  100  c.c. 

2 to  5 minutes 
according  to 
appearance  of 
image.  Fac- 
tor number, 
6. 

Begin  develop- 
ment with  full 
quantity  of  A 
and  | of  B, 
dilute  with  full 
amount  of 
water,  then  add 
part  or  whole  of 
remainder  of 
B as  image 
requires. 

B 

Ammonia  -880  . 10  c.c. 

Anhydrous  sodium 

sulphite  ...  10  gr. 

Water  to  . . . 100  c.c. 

C 

Potas.  permang.  . 0,2  gr. 

Pure  sulphuric  ac.  1 c.c. 
Water  ....  100  c.c. 

3 minutes. 

See  that  crystals 
are  quite  dis- 
solved. 

D 

Sodium  sulphite 

(anhyd.)  ...  1,5  gr. 

Amidol  ....  0,5  gr. 

Water  . . . ; 100  c.c. 

2 to  1 minutes. 

Wash  well  before 
using  D.  If  im- 
age sufficiently 
strong  omit  E, 
F,  G,  and  H. 

E 

C diluted  ...  1 : 50 

10  to  15  seconds. 

F 

Pyrogallic  acid  . 0,3  gr. 
Citric  acid  . . . 0,3  gr. 

Water  (distilled)  . 100  c.c. 

J to  2 minutes. 

Only  use  if  im- 
age is  weak  or 
dull.  Stop  when 
developer  gets 
turbid. 

G 

Silver  nitrate  . . 0,5  gr. 

Water  (distilled)  . 100  c.c. 

H 

Potas.  permang.  . 0,1  gr. 

Water  ....  100  c.c. 

J to  1 minute. 

Rarely 

necessary. 

I 

Sod.  hyposulphite  150  gr. 
Sod.  bisulphite 

(commercial)  . 50  gr. 

Water  . . . 1000  c.c. 

2 minutes. 

Do  not  exceed 
2|  minutes. 
Then  wash  for 
5 minutes. 
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20.  METRIC  EQUIVALENT  TABLES. 


Solid  measures  (Metric). 


1 Milligram  = gb  grain 
1 Centigram  = g-jr  = 0,154  grain 

1 Decigram  = 1,543  grains 

1 Gramme  =15,43  ,, 

2 ,,  =31  ,, 

3 ,,  =46  ,, 

4 „ =62 

5 » = 77 

6 = 92,5 

7 „ = 103 

8 „ =123 

9 = 139 

10  „ = 154  „ 

14  ,,  = 216  = | oz.  avoir. 

20  ,,  = 308  grains 

28  „ = 437  grains  = 1 oz. 


Solid  measures  (British). 


1 grain 

2 

3 

4 

5 

6 

7 

8 
9 

10 
20 
30 
40 
50 

4 i 


= 65  milligrams 
= 13  centigrams 
= 19,5 
= 26 
= 32,4 
= 39 


= 45 
= 52 
= 58 
= 65 
= 1,3 
= 1,95 
= 2,6 
= 3,24 
avoir.  = 7 
„ = 14,17 

= 28,35 


gram 


1 lb.  = 16  oz.  = 454 


Fluid  measures  (Metric). 

Fluid  measures  (British). 

1 c.c.  = 17  minims  (m.) 

1 minim  (m.) 

= T’.  c.c.  = 0,06  c.c. 

2 „ = 34 

5 

= 0,29  „ 

3 „ =51 

10 

= 0,59  „ 

3,5  ,,  = 60  = 5i  (1  drachm) 

20  „ 

= 1,18  ., 

4 ,,  =68  minims 

30 

= 1,77  ,, 

5 „ = 85 

40  „ 

= 2.36  „ 

6 ,,  = 1 dr.  41  m. 

50 

= 2.95  „ 

7 „ =2  „ 

1 drachm  (5i) 

= 60  m.  = 3,5  c.c. 

8 „ = 2 „ 15  ,, 

2 „ 

= 120  „ = 7 „ 

9 „ =24,, 

n „ 

= 9 c.c. 

10  „ = 2 „ 49  „ 

3 „ 

= 10,65  c.c. 

15  „ = 4 „ 14  „ 

4 „ (ifl.  oz 

)=  14  c.c. 

20  „ = 5 „ 8 „ 

1 fl.  OZ.  (V) 

= 28  „ 

25  „ =7  „ 

2 „ (Vi) 

= 57  „ 

28  ,,  = V (1  fl.  oz.)  = 480  m. 

3 „ (5  iii) 

= 85  „ 

30  „ =8^dr. 

3j  „ (.Viiss) 

= 100  „ 

50  ,,  = V 3vi  (1  fl.  oz.  6 drms.) 

4 (Vv) 

= 113  „ 

75  „ = Vi  3V 

1 pint  (Oi) 

= 568  „ 

100  ,,  = Jms  (3J  fl.  oz.). 

35  fl.  oz. 

= 1000  c.c.  = 1 litre 

1000  c.c.  = 1 litre  = 32,2  fl.  oz. 

1 gallon 

= 4,546  litres 
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Measures  - of  Length  (Metric). 


1 Kilometre  = 1000  M.  = 

1 Metre  (M.)  = 10  decimetres  = 100  cm.  = 
1 Decimetre  (dm.)  = 10  cm.  = 

1 Centimetre  (cm.)  = 10  mm.  = 

1 Millimetre  (mm.)  — 1000  microns  = 

1 Micron  (/x)  = 1000  micromillimetres  = 

1 Micromillimetre  (fifi)  = 10  Angstrom  units  = 


Length  of  red  light 

A 

line  = 768  fxfx 

„ orange  „ 

C 

„ = 656  „ 

„ yellow  „ 

D 

„ = 589  „ 

,,  greenish-blue  ,, 

F 

„ = 486  „ 

,,  deep-blue  ,, 

G 

„ = 431  „ 

„ violet  „ 

H 

,,  = 397  ,, 

1094  yards  = I mile. 
39,37  in. 

3,937  in. 

0,3937  in. 

ft  in.  = 0,03937  in. 

33W5T5  ln- 

vsmm  mm-  = smam  in- 


Measures  of  Length  (British). 

1 mile  = 1609  M. 

1 furlong  = 201  M. 

1 yard  = 91,41  cm. 

1 foot  = 30,47  cm. 

1 inch  = 25,4  mm. 

1 line  = 2 mm. 


Inches  to  millimetres. 


ches 

mm. 

cm. 

cm. 

inches. 

1 

Tti 

— 

1,58 

— 

0,16 

1 

= 

3 

H 

l 

5 

= 

3,17 

= 

0,32 

2 

= 

Is 

1 

5 

= 

6,35 

= 

0,63 

3 

== 

1ft 

g 

= 

9,5 

= 

0,95 

4 

= 

1ft 

1 

* 

= 

12,7 

= 

1,27 

5 

= 

Igi 

| 

= 

15,9 

= 

1,59 

6 

= 

2ft 

3 

19 

= 

1,9 

7 

= 

2g 

= 

22,2 

= 

2,2 

8 

= 

3ft 

1 

= 

25,4 

= 

2,54 

9 

= 

3ft 

2 

= 

50,8 

= 

5,08 

10 

jj= 

3|| 

3 

= 

76,2 

= 

7,6 

11 

= 

4ft 

4 

= 

101,6 

= 

10,1 

12 

= ' 

4ft 

5 

= 

127 

= 

12,7 

13 

= 

5± 

6 

= 

152 

= 

15,2 

14 

' ' 

7 

= 

177 

= 

17,7 

15 

= 

5M 

8 

= 

203 

= 

20,3 

16 

= 

6ft 

9 

= 

229 

22,9 

17 

= 

6ft 

10 

= 

254 

25,4 

18 

= 

7ft 

11 

= 

280 

= 

28 

19 

= 

7J 

12 

= 

304 

= 

30,4 

20 

= 

71 

>ove  values  are  correct  to  J-  mm. 

The  above  values  are  correct 

Centimetres  to  inches. 
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LIST  OF  ALL  THE  FIRMS  MENTIONED  IN  THIS 
WORK,  together  with  their  Postal  Addresses  and  Tele- 
phone Numbers. 


Telegraphic  Address  and 

Name  of  Firm.  Postal  Address.  Telephone  No. 

Adams  & Go.  ...  24,  Charing  Cross  Road  Pyro , London. 

4981  Gerrard. 

Aldis  Bros.  ...  13,  Old  Grange  Road,  Spark-  Optical,  Birmingham, 
hill,  Birmingham 

Beck,  R.  & J.  . . 68,  Cornhill,  E.C.  Objective,  London. 

5772  Avenue. 

Burroughs,  Well  - Holborn  Viaduct,  E.C.  Central,  13,300. 

come  & Co. 

Busch  Optical  Co.  . 35,  Charles  Street,  Hatton  Purello,  London. 

Garden  Central,  2563. 

Butcher,  W.  & Sons,  Farringdon  Avenue,  E.C.  England,  London. 

Ltd.  5995  Holborn. 

City  Sale  and  Ex-  90-94,  Fleet  Street,  E.C.  Films,  London. 

change  3210a  Wall. 

Dallmeyer,  J.  H.,  25,  Newman  St.,  Oxford  St.,  Dallmeyer,  London. 

Ltd.  W.  57 S3  Central. 

Demaria  Freres  . . 169,  Quai  de  Valmy,  Paris. 

Fallowfield,  J.  . . 146,  Charing  Cross  Road,  W.  4443  Central. 

Gaumont  Co.  . . 5,  Sherwood  St.,  Piccadilly  Chronophone, London. 

Circus  Gerrard,  2430. 

Goerz,  C.  P.  . . . 1-6,  Holborn  Circus,  E.C.  Photopsia,  London. 

Holborn,  1696. 

Hinton  & Co. . . . Bedford  Street,  Strand,  W.  Central,  7931. 

Houghtons,  Ltd.  . 88,  High  Holborn,  E.C.  Holborn,  2500. 

Hughes,  W.  C.  & Co.  82,  Mortimer  Road,  N.  Pamphengos,  London. 

North,  1122. 

Imperial  Dry  Plate  Ashford  Road,  Cricklewood,  Impeople,  London. 

Co.  N.W.  720  P.O.,  Hampstead. 

Johnson  & Sons,  23,  Cross  St.,  Finsbury,  E.C.  Caustic,  London. 

Ltd.  Central,  14,132. 

Kodak,  Ltd.  . . . Head  Office : 57,  Clerkenwell  Kodak,  London. 

Rd.,  E.C.  Holborn,  1345. 

Lancaster,  J.  & Son,  275,  Broad  St.,  Birmingham  Lankster,  Birmghm. 

Ltd.  Birmghm.,  216  Cent. 

Lizars,  J 251,  High  Holborn,  W.C.  Camerated,  London. 

4654  Central. 

London  Stereoscopic  54,  Cheapside,  E.C.,  Stereoscopic,  London. 

Co.,  Ltd.  106,  Regent  Street,  W.  Bank,  5093. 

Lumiere,  A.  & Sons  Montplaisir,  Lyon,  France  Lumiere,  Lyon. 

T.  N.,  11. 

Lumiere  N.  A.  Co.  . 89,  Great  Russell  St.,  W.C.  Diamido,  London. 

Gerrard,  3419. 

Marion  & Co.,  Ltd. . 22,  Soho  Square,  W.  Noiram,  London. 

Gerrard,  1693. 

Negretti  & Zambra . 38,  Holborn  Viaduct  Negretti,  London. 

Holborn,  583. 
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Name  of  Firm.  Postal  Address. 

Newman  & Guardia,  90,  Shaftesbury  Avenue,  W. 
Ltd. 

Newton  & Co.  . . 3,  Fleet  Street,  E.C. 

Perken,  Son  & Co.,  99,  Hatton  Garden 
Ltd. 

Ross,  Ltd Ill,  New  Bond  Street,  W. 

Rotary  Photo  Co.,  12,  New  Union  Street,  E.C. 
Ltd. 

Royal  Photographic  66,  Russell  Square,  W.C. 
Society 

Sanders  & Crowhurst  71,  Shaftesbury  Avenue 

Sanger-Shepherd  & 5,  Gray’s  Inn  Passage 
Co. 

Sands,  Hunter  & Co.  37,  Bedford  Street,  Strand, 
W.C. 

Shew,  J.  P.  & Co.  . 88,  Newman  Street,  Oxford 
Street,  W. 

Sinclair,  J.  A.,  Ltd.  54,  Haymarket,  S.W. 

Smith,  Dr.  J.  H.  & Wollishofen,  Zurich 
Co. 

Staley,  A.  E.  & Co.  19,  Thavies  Inn,  E.C. 

Steinheil,  C.  A.  & Munich,  Bavaria  (London 
Sons  Agents,  Staley  & Co.). 

Taylor,  Taylor  & Stoughton  Street,  Leicester 
Hobson 

Telia  Camera  Co.  . 68,  High  Holborn 

The  Thames  Colour  254a,  High  Holborn,  W.C. 
Plate  Co. 

Thornton  - Pickard,  Altrincham,  Cheshire 
Ltd. 

Tylar,  William  . . 41,  High  St.,  Birmingham 

Urban  Trading  Co. . 48,  Rupert  Street,  W.C. 
Voigtlander&  Son  . 12,  Charterhouse  St.,  E.C. 

Watkins  Meter  Co.  Imperial  Mills,  Hereford 
Watson,  W.  & Sons  313,  High  Holborn,  W.C. 
Wratten  & Wain-  Croydon,  Surrey 
wright 

Zeiss,  Carl  . . . Jena,  Germany, 

29,  Margaret  Street,  W. 

Zimmermann,  A.  & 9 and  10,  St.  Mary-at-Hill, 
M.  E.C. 


Telegraphic  Address  and 
Telephone  No. 

Goniometer,  London. 
Central,  3525. 

Central,  13,785. 
Optimus,  London. 
Central,  4515. 
Rossano,  London. 
Gerrard,  3540. 
Rotatoria,  London. 
Wad,  1109. 

Central,  4124. 

Optogram,  London. 
Gerrard,  4438. 
Sentido,  London. 
Central,  8722. 

Sands,  37,  Bedford  St. 
Central,  12,824. 
Developer,  London. 

Graculum,  London. 
Central,  8788. 
Dryplate,  Zurich. 

T.  N.,  484. 

Opsiometer,  London. 
Central,  754. 


Lenses,  Leicester. 
National,  134. 
Tellurato,  London. 
Central,  2694. 

3785  Central. 

Pickard,  Altrincham. 
T.  N.,  69. 

Tylar  Sixways,B’ham. 
Northern,  546,  B’ham. 
Central,  3118. 

Benode,  London. 
Holborn,  1710. 
Watkins,  Hereford. 
Optics,  London. 
Wratten,  Croydon. 
Croydon,  572. 
Zeisswerk,  Jena. 
Diactinic,  London. 
Central,  4007. 
Poisonable,  London. 
Central,  8163. 


ADDENDUM  TO  PAGE  83 


Professor  T.  H.  Blaeesley’s  revised  definition  of  the  focal 
length  of  a lens  was  received  too  late  for  insertion,  but  is 
substantially  the  same  as  that  I have  given  in  italics  on 
page  83.  It  is  as  follows : — 

The  focal  length  of  a lens  or  lens  system  may  be  defined  as  : 
(1)  The  distance  through  which  an  object  must  be  moved  in  a 
direction  parallel  to  the  axis , in  order  to  change  by  unity  the  relation 
of  the  linear  dimensions  of  the  object  to  the  corresponding  linear 
dimensions  of  the  image;  or,  (2)  The  distance  through  which  an 
image  must  move  in  a direction  parallel  to  the  axis  in  order  to 
change  by  unity  the  relation  of  the  linear  dimensions  of  the  image 
to  the  corresponding  linear  dimensions  of  the  object. 

It  must  be  borne  in  mind  that  to  render  (1)  exactly  true, 
the  object  must  not  be  measured  from  a plane  nearer  the  lens 
than  2P  (object  plane  of  unit  magnification),  and  in  like 
manner,  to  satisfy  (2)  the  image  must  not  be  measured 
from  a plane  nearer  the  lens  than  the  image  plane  of  unit 
magnification. 


INDEX 


A 

Abbe,  149,  154,  182 
,,  definition  of  magnification,  182 
Aberration,  chromatic,  70 

„ of  form,  test  for,  134 
Abney,  Sir  W.,  89, 197,  208,  223 
Achromatism,  92 

„ card  test  for,  48 

,,  of  lenses,  76 

Achromats,  calculations  for,  77-84 
,,  new,  80 

„ old,  77 

“ Actinolux  ” lens,  128 
Adams,  10,  177 

Additive  method  of  colour,  221 

Agfer  flashlight,  197 

Air  bubbles  in  glass,  148 

Aldis,  104,  126 

Alhazen,  18 

Allen,  Dr.  F.  J.,  185 

Alphengo  enlarging  lantern,  174 

A1  Vista  Cameras,  17 

Anastigmat,  127 

Angle  of  view,  97,  98 

,,  ,,  table  of,  281 

,,  wide,  definition  of,  97 
Aperture,  effective,  155 
Aplanatism,  92 
Apochromats,  74 
Apoquartz  lens,  128 
Astigmatism,  141 

,,  test  for,  141 
Autochrome  plate,  230 

„ „ development  for- 

mulae, 293 

Axial  aberration,  135 


B 

Backs,  solid,  42 
Bausch  and  Lomb,  126,  189 
Beck,  R.  & J,  10,  18,  106,  107,  126, 
129, 130,  138,  189,  271 
Behn,  Von,  196 
Bessel,  55 


Biconcave  lens,  65 
Biconvex  lens,  64 
Biplanar,  127 
Biplanat,  126 
Bishop,  268 
Bistelar  lens,  116 

Blakesley,  Prof.  T.  H.,  83,  170,  298 
Block-Note  Camera,  16 
Bolas,  49,  185 
Bofi,  215 

Bose,  Prof.  Chunder,  254 
Brewster,  Sir  D.,  19,  21 
Brilliant  View  Finder,  177 
Brown,  G.  B.,  49,  185 
Bubbles  in  glass,  148 
Burch,  Prof.,  on  Colour  Vision,  212 
Busch,  126,  127,  188,  271 
Butcher,  W.  & Sons,  15 
Butler’s  Three-plate  Camera,  223- 
226 

C 

Camera,  Anschutz,  8 
,,  box,  9 
„ Brest,  39 

„ Butler’s  Three-plate,  122 
„ Cornex,  18 

„ film,  17 

„ Gun,  37 

,,  kinematograph,  26 
„ Obscura,  5 
„ opera-glass,  38 
,,  opera-hat,  29 
,,  Palmos,  8 

,,  panoramic,  16 
,,  pinhole,  1 

„ pocket,  40 

,,  professional,  7 
,,  reflex,  10 

„ Sanderson,  7 
„ scarf  pin,  39 

„ stand,  43 

.,  stereoscopic,  13 
„ twin-lens,  12 
,,  used  as  a telescope,  183 

,,  watch,  39 
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Cardanus,  18 

Carnegie  on  intensification,  264 
Celor  lens,  126 
Centering  of  lens,  147 
Central  shutter,  188 
Chromatic  aberration,  70 
Chromium  intensifier,  264 
,,  tabloids,  264 
Circle  of  illumination,  97 

,,  ,,  table  of,  281 

Claudet,  21 
Clement  & Gilmer,  40 
Clerc’s  twin-diaphragm,  180 
Coddington,  127 

Cohn,  Prof,  (photographing  the  eye), 
198 

Collinear  lens,  92,  127 
Collotype  colour  process,  242 
Colour  photography,  211 
,,  printing,  242 
,,  process,  collotype,  242 
,,  screens,  129 
,,  sensitometer  (Abney’s),  208 
„ synthesis,  table  of,  280 
,,  vision,  211 
Coma,  tests  for,  139 
Comparative  speed  of  plates,  table 
of,  288 

Concealment,  cameras  made  for,  38i 
Condenser,  lantern,  267 
Condition,  Petzvai,  137 
„ sine,  135 
,,  tangent,  160 
Conjugate  distortion,  185 
Convergence,  distortion  of,  146 
Cooke  lens,  122,  126,  271 
Copying  prints,  174 
Covering  power,  97 
Crack  waves,  192 
Curvature  of  field,  142 


D 

Daga  flashlight,  197 
Dagor  lens,  121 

Dallmeyer,  10,  102,  104,  106,  108, 
109,  127,  128,  188,  189,  271 
Dark  room,  lighting  of,  257 
Dawson’s  Densitometer  Box,  173 
Definition  of  image,  90 
Demaria  focus,  14 
Development,  hints  on,  256-265 

,,  rule  for  finding  fac- 

tor, 289 

Diaphragm  or  stop,  150-153 

,,  position  of,  157-159 

„ values,  table  of,  286 

Didier,  Le'on,  245 


Dimmer,  Prof.,  277,  278 
Discolouration  of  glass,  149 
Dispersion,  mean,  75 
,,  partial,  75 

,,  relative,  75 

Distance,  hyperfocal,  94 
Distortion,  barrel-shaped,  159 
,,  caused  by  shutter,  19 

,,  due  to  stop,  158 

„ of  convergence,  146 

,,  pin-cushion,  159 

Doppel  Protar  Lens,  125 
Drysdale,  Dr.,  calibrator,  24 

,,  ,,  speed  indicator,  21 

Dubosq,  108 


E 

Edridge-Green,  Prof.,  213,  214,  215 
Enlargement,  conjugate,  table  of, 
283 

„ and  reduction,  170 

,,  exposure  table  for, 282 

Enlarging  easel,  171,  172 
Entrance  and  exit  pupils,  153 
Epidiascope,  274 
Ernex  Reflex  Camera,  12 
Euryplan  Lens,  126 
Exaggerated  perspective,  147 
Exposure,  hints  on,  256-261 
,,  meters,  206 
„ tables  of,  284,  289 
Eye  compared  to  camera,  181 
„ method  of  photographing,  277 


P 

Factor  numbers,  table  of,  289 
Falling  water,  projection  of,  274 
Fallowfield,  1,  181 
Farmer’s  Reducer,  258,  263 
Field,  depth  of,  94 

„ illumination  of,  89 
Filter  screen,  effect  of  position,  200 
Finlay’s  Thames  Plate,  240 
Firms,  addresses  of,  296 
Flare,  144 

,,  spot,  143 
Flashlight  mixtures,  198 
,,  photography,  197 
Florence  screen-plate,  238 
Focal  length,  angular  method,  85 
„ ,,  by  nodal  point,  83 

,,  ,,  conjugate  method,  84 

,,  „ definition  of,  82, 83, 298 

„ ,,  Grubb’s  method,  84 

,,  ,,  of  negative  lens,  87, 88 


INDEX 
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Focal  planes  and  points,  57 
Focus,  principal,  19 
Focussing-glass,  179 

,,  methods  of,  180 
Frauenhofer,  72 

G 

Gamnont,  15 
Gauss,  55 

,,  method,  64 
,,  points  and  planes,  55 
Glasses,  defects  in,  148 
,,  list  of  old,  78 
,,  new,  80 

Goerz,  8,  104,  120,  161,  189,  190 
Grossar  Lens,  175 
Gun,  photographic,  37 

H 

Halation,  146 
Hauron,  Ducos  du,  219 
Heliar  lens,  126,  127 
Heligonal  lens,  128 
Helmholtz  on  colour  vision,  212 
Herbst,  161 

Hinton  Dual  Camera,  12 
,,  chemicals,  232,  236 
Hints  on  exposure  and  develop- 
ment, 255-261 
Holostigmat  lens,  126 
Homocentric  lens,  92,  96 
Hopwood,  25,  31 

Horizontally  placed  objects,  projec- 
tion of,  274 

Houghton  & Co.,  1,  8,  40,  129,  171, 
173,  181 

Hughes’  Condenser,  268 

,,  Lantern  for  opaque  ob- 
jects, 275 

Human’s  Reflex  Camera,  12 
Huyghens’  principle,  51 
Hyperfocal  distance,  94 
Hypergon  lens,  120, 161 

I 

Illuminants,  table  of,  279 
Illumination,  circle  of,  97 
„ of  field,  89 
Image,  intensification  of,  263 
,,  reduction  of,  262 

,,  to  obtain  upright,  8 

Imbibition  process,  243 
Intensification  of  image,  263 
Intensifiers,  uranium,  264 
,,  chromium,  264 

„ Monkhoven’s,  265 


Intensity  of  light,  table  of,  279 
Ionization  theory,  255 
Irradiation,  146 
Isostigmar  lens,  93,  126,  129 
Ives’  Kromskop,  226 

J 

Jannsen,  57 

Johnson  & Co.’s  Scaloids,  236 
Joly’s  Colour  Photography,  218 

K 

Kershaw,  12,  190 
Kinematograph,  25 

,,  projecting  appara- 

tus, 32 

, rules  for  exhibi- 

tion, 36 

Kodak  Co.,  17 
Koixit,  40 
Knallwelle,  192 
Kromskop,  226 

L 

Lantern  formulae  and  calculations, 
272-273 

,,  screen,  271 

Latent  image,  formation  of,  249-256 
Lateral  distortion,  184 
Laurance,  L.,  method  of  finding 
focus,  86 

Lens,  anastigmat,  105 
,,  apochromatic,  74 
„ astigmat,  105 
„ Bistelar,  116 

,,  calculations  and  formulae  of, 
52 

,,  calculations  for  biconcave,  65 
,,  ,,  ,,  biconvex,  64 

,,  ,,  ,,  concentric,  68 

,,  ,,  ,,  meniscus,  67 

,,  ,,  ,,  no-curvature, 

67 

„ ,,  ,,  plano-convex, 

66 

,,  ,,  ,,  two  lenses,  se- 

parated, 62 

,,  ,,  ,,  two  lenses, 

combined,  69 
,,  concentric,  119 
,,  conjugate  foci,  52 
,,  construction  of  image,  54 

,,  „ for  thick  lens,  55 

,,  deep  meniscus  (Johnson’s),  100 
,,  equivalent  focus  of,  125 
,,  general  tests  for,  130 
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Lens,  homocentric,  124 
,,  hypergon,  119 
„ isostigmar,  124 
,,  landscape,  101 
,,  no-curvature,  118 
,,  portrait,  102 
,,  rapid  rectilinear,  104 
,,  selection  of,  125-129 
,,  stigmatic,  123 
,,  types  of,  99 
Lenses,  supplementary,  124 
,,  thin,  50 
Leonardo  da  Vinci,  18 
Lepersonne’s  Anachromatic  Lens, 
116 

Light  values,  Scott’s  table  of,  285 
Lippmann’s  Interference  Photo- 
graphy, 216 
Listing,  56 
Lizars,  1,  15 

Longitudinal  distortion,  190 
Lumiere  Autochrome,  230 
,,  Screens,  129 
,,  Three-colour,  219 

M 

Mach,  method  of  photographing 
bullets,  192 

Magnification  and  reduction,  164 
Maltese  cross  motion,  33 
Marey’s  galloping  horses,  38 
Marion  Reflex  Camera,  10 
Maxwell,  Clerk,  theory  of  colour, 
219 

Medallion  lens,  127 
Mees,  Dr.,  129,  223 
Meithe’s  Compensator,  91 
„ Telephoto  Lens,  108 

,,  table  of  light  intensity, 

279 

Metric  equivalent  tables,  294 
Miniature  lens,  127 
Minimum  light  table  for  snapshots, 
285 

Moebius,  55 

Mcessard’s  Tourinquet,  130 
Molecular  strain  theory,  254 
Monkhoven’s  Intensifier,  265 
Moser,  14 
Muybridge,  21 

N 

National  Physical  Laboratory 
tests,  132 

Natural  colours  (moving  figures 
in),  35 

Nernst  light,  266 


Neuhaus,  Dr.,  217 
New  achromats,  77 
Newman  & Guardia,  8,  10,  11,  40, 
128,  190 

Newton,  Sir  Isaac,  71,  72 

O 

Old  achromats,  77 
Omnar  lens,  126 

Opaque  objects,  projection  of,  274 
Optical  lantern,  265 
Orthoscopic  lens,  92 
Orthostigmat  lens,  126,  127 

P 

Parallel  plate  before  and  behind 
lens,  200 

Packard’s  Ideal  Shutter,  188 
Panoramic  camera,  16 
Pathd’s  Kinematograph,  127 
Perken  & Son,  8,  17,  171,  175,  269 
Perspective,  exaggerated,  147 
Petzval,  103,  126,  137 
,,  condition,  137 
Photographic  image  compared  with 
eye,  181 

Pinatype  colour  process,  245-248 
Pinhole  areas  of  confusion,  table 
of,  287 
,,  camera,  1 
Piper,  Welborne,  263,  264 
Planar  lens,  127 
Planastigmat  lens,  126 
Plateau,  19 

Plate,  development  of,  261 
,,  holders,  40 

Practical  hints  on  exposure  and 
development,  255-261 
Printing  in  colour,  242 
Prints,  enlargement  of,  174 
Prism,  for  reversing,  163 
Projectiles,  photographing,  190-193 
Projecting  horizontal  objects,  273 
,,  opaque  objects,  273 

,,  rising  smoke  or  falling 

water,  273 
,,  system,  270 

Ptolemy,  18 

Pupils,  entrance  and  exit,  183 
Puyo’s  Teleanachromat,  101 
Pinholes,  best  aperture,  table  of,  287 

R 

Radiant,  optical  lantern,  266 
Rayleigh,  Lord,  2,  113 
Rectilinear  lens,  92 
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Reduction  of  image,  262 
Reflex  cameras,  10 
Reflective  power  of  materials,  table 
of,  280 

Reversal  of  image  by  prism,  163 
Reversing  back,  6 
Reynaud,  20 

Rising  smoke,  projection  of,  274 
Rodenstock,  128 
Ross,  10,  104,  119,  124,  126 
Rotary  Co.,  219,  248 


S 

Sanders  and  Crowhurst,  10,  31,  128, 
173 

Sanderson  Camera,  7 
Sanger-Shepherd,  128, 129,  219,  223, 
243 

Scbott  & Co.,  80,  105 
Schroeder,  Dr.,  168 
Screen,  lantern,  271 
Seidel,  Prof,  von,  130 
Semi-apochromats,  128 
Sensitometers,  204 

,,  Abney’s,  208 

,,  effect  of  colour  on 

rapidity,  204 

,,  special  forms  of,  205 

Sharpness,  table  of  slowest  speed, 
289 

Shew,  10,  40 
Shutters,  Automat,  189 
,,  behind  lens,  198 

,,  between  lens,  189 

,,  calculation  of  lowest  speed 

without  blurring,  194 
,,  Celverex,  188 

,,  central,  188 

,,  close  to  plate,  189 

,,  compound,  188 

,,  efficiency  of,  193 

,,  focal  plane,  190 

,,  guillotine,  188 

,,  in  front  of  lens,  187 

,,  Iris,  189 

,,  Koilos,  188 

,,  measurement  of  speed  of, 
195 

,,  Packard  Ideal,  188 

,,  roller-blind,  187 

„ slowest  speed  of,  194 

,,  skyshade,  151 

,,  Unicum,  189 

,,  Volute,  189 

Sibyl  Camera,  41 
Sinclair’s  Reflex,  10 
,,  Una,  9 
Sine  condition,  135 


Single  colour  processes,  228 
Skyshade,  151 
Slides,  40 

Smith,  G.  A.,  two-colour  projection, 
35 

,,  Dr.,  Uto  paper,  240 
Snapshots,  minimum  light  table 
for,  285 

Spectrum,  irrationality  of,  23 
Speed,  comparative,  of  plates,  table 
of,  288 

,,  indicator,  22 
Spherical  aberration,  134 
Staley,  126,  189 
Stampfer,  19 
Stands  for  cameras,  43 
Steinheil,  108,  196,  199 
Stereoscopic  Co.,  14 
Stigmat  lens,  126 
Stigmatic,  93,  125,  126 
Stops,  effect  of  position,  156, 157 
,,  influence  on  coma,  139 
,,  numeration  of,  161 
Subtractive  colour  method,  222 
Swing-back,  5 


T 

Table  of  angles  of  view,  281 

,,  ,,  circle  of  illumination,  281 

,,  ,,  colour  synthesis,  280 

,,  ,,  comparative  speed  of 

plates,  288 

„ ,,  diaphragm  values,  286 

,,  ,,  enlargement  conjugate,  283 

„ ,,  ,,  exposure,  282 

„ „ exposure,  284 

„ ,,  factor  numbers,  289 

,,  „ illuminants,  279 

„ „ light  intensity,  279 

„ „ ,,  values,  Scott,  285 

,,  „ metric  equivalents,  294 

„ ,,  minimum  light  for  snap- 

shots, 285 

„ „ pinhole  areas  of  confusion, 

287 

„ „ pinhole  best  apertures,  287 

,,  ,,  reflecting  power  of  ma- 

terials, 280 

,,  ,,  slowest  exposure  for  sharp- 

ness, 289 

Tangent  condition,  159 
Taylor,  Dennis,  122 
Taylor,  Taylor  & Hobson,  104,  122, 
126 

Telephoto  lens,  107-116 

,,  ,,  aperture,  113 

„ „ covering  power,  115 

„ „ exposure,  113 
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Telephoto  lens,  extension,  112 

„ „ focal  length,  conju- 

gate, 112 

„ „ focal  length  for  in- 

finity of  system, 
114 

„ ,,  intensity,  115 

,,  ,,  magnification,  111 

,,  ,,  size  of  image,  114 

Telescope  made  from  camera,  183 
Telia  Co.,  reflex  camera,  12 
Tenax  camera,  40 
Tessar  lens,  127 
Testing  a lens,  129-132 
Thames  Plate,  241 

,,  ,,  instruction  for  de- 

velopment, 291 

Theory  of  latent  image,  248-255 
Thornton  - Pickard’s  roller  - blind 
shutter,  187,  190 
Three-colour  processes,  219 
Traill  Taylor,  267 
Two-colour  processes,  227 

U 

Unar  lens,  127 

U.S.  System  of  stops,  162 

Unofocal  lens,  63,  120,  126, 127,  128 

Upright  image,  to  obtain,  8 

Uranium  intensifier,  262 

Urban  Bioscope,  28,  127 

Uto  paper,  240 

y 

View,  angle  of,  97 
,,  ,,  method  of  deter- 

mining, 98 


View  finders,  176-179 
,,  meters,  176 

Virida  paper  for  dark  room,  233 
Vision,  persistence  of,  18 
Visual  purple,  215 
Voigtlander,  122,  126,  127,  128 

W 

Warnercke’s  Sensitometer,  205 
Warner-Powrie  Plate,  238 
Waterhouse  diaphragm,  180 
Watkin,  Col.,  photographing  pro- 
jectiles, 190 

Watkins’  Exposure  Meter,  173,  206, 
232 

Watson  & Sons,  10, 15, 106, 125, 128, 
129 

Wellcome’s  Chromium  Tabloids,  264 
Wheatstone,  Sir  Charles,  19 
Wollaston,  Dr.,  212 
Wratten  and  Wainwright,  129 
Wynne’s  Exposure  Meter,  173,  206 

X 

Xit  camera,  40 

Y 

Young-Helmholtz  theory,  214 
Z 

Zeiss,  104,  106,  125,  127,  128,  162 
189,  269,  271,  274,  277 
Zimmermann,  15, 189 
Zoetrope,  19 
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colored  plates  and  numerous  original  illustrations.  Large, 
12mo $7.50 

W.  W.  Practical  Treatise  on  the  Steam-engine  In- 
dicator, and  Indicator  Diagrams.  With  notes  on  Engine  Per- 
formances, Expansion  of  Steam,  Behavior  of  Steam  in  Steam- 
engine  Cylinders,  and  on  Gas-  and  Oil-engine  Diagrams.  Second 
Edition,  revised  and  enlarged.  8vo,  cloth,  illustrated. . . net,  $2.50 


BEECH,  F.  Dyeing  of  Cotton  Fabrics.  A Practical 

Handbook  for  the  Dyer  and  Student.  Containing  numerous 
recipes  for  the  production  of  Cotton  Fabrics  of  all  kinds,  of  a great 
range  of  colors,  thus  making  it  of  great  service  in  the  dye-house, 
while  to  the  student  it  is  of  value  in  that  the  scientific  principles 
which  underlie  the  operations  of  dyeing  are  clearly  laid  down. 
With  44  illustrations  of  Bleaching  and  Dyeing  Machinery.  8vo, 
cloth,  illustrated net,  $3 . 00 

Dyeing  of  Woolen  Fabrics.  With  diagrams  and 

figures.  8vo,  cloth,  illustrated net,  $3 . 50 

BECKWITH,  A.  Pottery.  Observations  on  the  Materials 

and  Manufacture  of  Terra-cotta,  Stoneware,  Firebrick,  Porce- 
lain, Earthenware,  Brick,  Majolica,  and  Encaustic  Tiles.  Second 
Edition.  8vo,  paper 60 

BEGTRUP,  J.,  M.E.  The  Slide  Valve  and  its  Functions. 

With  Special  Reference  to  Modern  Practice  in  the  United  States. 
With  numerous  diagrams  and  figures.  8 vo,  cloth $2.00 

BERNTHASEN,  A.  A Text-book  of  Organic  Chemistry. 

Translated  by  George  M’Gowan,  Ph.D.  Fifth  English  Edition, 
revised  and  extended  by  author  and  translator.  Illustrated. 
12mo,  cloth In  Press. 

BERRY,  W.  J.  Differential  Equations  of  the  First  Species. 

12mo,  cloth,  illustrated In  Press. 
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BERSCH,  J.,  Dr.  Manufacture  of  Mineral  and  Lake 

Pigments.  Containing  directions  for  the  manufacture  of  all 
artificial  artists’  and  painters’  colors,  enamel  colors,  soot  and 
metallic  pigments.  A text-book  for  Manufacturers,  Merchants, 
Artists  and  Painters.  Translated  from  the  second  revised  edition 
by  Arthur  C.  Wright,  M.A.  8vo,  cloth,  illustrated net,  $5.00 

BERLIN,  L.  E.  Marine  Boilers:  Their  Construction  and 

Working,  dealing  more  especially  with  Tubulous  Boilers.  Trans- 
lated by  Leslie  S.  Robertson,  Assoc.  M.  Inst.  C.  E.,  M.  I.  Mech.  E., 
M.I.N.A.,  containing  upward  of  250  illustrations.  Preface  by 
Sir  William  White,  K.C.B.,  F.R.S.,  Director  of  Naval  Construc- 
tion to  the  Admiralty,  and  Assistant  Controller  of  the  Navy. 
Second  Edition,  revised  and  enlarged.  8vo,  cloth,  illustrated. 

> net,  $5 . 00 

BIGGS,  C.  H.  W.  First  Principles  of  Electricity  and 

Magnetism.  A book  for  beginners  in  practical  work,  containing 
a good  deal  of  useful  information  not  usually  to  be  found  in 
similar  books.  With  numerous  tables  and  343  diagrams  and 
figures.  12mo,  cloth,  illustrated $2.00 

BINNS,  C.  F.  Ceramic  Technology.  Being  Some  Aspects 

of  Technical  Science  as  applied  to  Pottery  Manufacture.  8vo, 
cloth net,  $5 . 00 

Manual  of  Practical  Potting.  Compiled  by  Experts. 

Third  Edition,  revised  and  enlarged.  8vo,  cloth net,  $7.50 

BIRCHMORE,  W.  H.,  Dr.  How  to  Use  a Gas  Analysis. 

12mo,  cloth,  illustrated net,  $1.25 

BLAKE,  W.  H.  Brewer’s  Vade  Mecum.  With  Tables  and 

marginal  reference  notes.  8vo,  cloth net , $4 . 00 

W.  P.  Report  upon  the  Precious  Metals.  Being 

Statistical  Notices  of  the  Principal  Gold  and  Silver  producing 
regions  of  the  world,  represented  at  the  Paris  Universal  Exposi- 
tion. 8vo,  cloth $2.00 

BLAKESLEY,  T.  H.  Alternating  Currents  of  Electricity. 

For  the  use  of  Students  and  Engineers.  Third  Edition,  enlarged. 
12mo,  cloth $1.50 

BLYTH,  A.  W.,  M.R.C.S.,  F.C.S.  Foods:  Their  Com- 

gosition  and  Analysis.  A Manual  for  the  use  of  Analytical 
hemists,  with  an  Introductory  Essay  on  the  History  of  Adultera- 
tions. With  numerous  tables  and  illustrations.  Fifth  Edition, 
thoroughly  revised,  enlarged  and  rewritten.  8vo,  cloth $7.50 
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BLYTH,  A.  W.,  M.R.C.S.,  F.C.S.,  Poisons:  Their  Effects  and 

Detection.  A Manual  for  the  use  of  Analytical  Chemists  and 
Experts,  with  an  Introductory  Essay  on  the  Growth  of  Modern 
Toxicology.  New  Edition In  Press. 

BODMER,  G.  R.  Hydraulic  Motors  and  Turbines.  For 

the  use  of  Engineers,  Manufacturers  and  Students.  Third  Edi- 
tion, revised  and  enlarged.  With  192  illustrations.  12mo, 

cloth $5.00 

BOILEAU,  J.  T.  A New  and  Complete  Set  of  Traverse 

Tables,  showing  the  Difference  of  Latitude  and  Departure  of 
every  minute  of  the  Quadrant  and  to  five  places  of  decimals. 
8vo,  cloth $5.00 

BONNEY,  G.  E.  The  Electro-platers’  Handbook.  A 

Manual  for  Amateurs  and  Young  Students  of  Electro-metallurgy. 
60  illustrations.  12mo,  cloth $1.20 

BOOTH,  W.  H.  Water  Softening  and  Treatment,  Con- 
densing Plant,  Feed  Pumps,  and  Heaters  for  Steam  Users  and 
Manufacturers.  8vo,  cloth,  illustrated net,  $2.50 

BOURRY,  E.  Treatise  on  Ceramic  Industries.  A Complete 

Manual  for  Pottery,  Tile  and  Brick  Works.  Translated  from 
the  French  by  Wilton  P.  Rix.  With  323  figures  and  illustrations. 


8vo,  cloth,  illustrated net , $8 . 50 

BOW,  R.  H.  A Treatise  on  Bracing.  With  its  applica- 
tion to  Bridges  and  other  Structures  of  Wood  or  Iron.  156  illus- 
trations. 8vo,  cloth $1.50 


BOWIE,  AUG.  J.,  Jr.,  M.E.  A Practical  Treatise  on 

Hydraulic  Mining  in  California.  With  Description  of  the  Use 
and  Construction  of  Ditches,  Flumes,  Wrought-iron  Pipes  and 
Dams;  Flow  of  Water  on  Heavy  Grades,  and  its  Applicability, 
under  High  Pressure,  to  Mining.  Ninth  Edition.  Small  quarto, 
cloth.  Illustrated $5.00 

BOWKER,  Wm.  R.  Dynamo,  Motor  and  Switchboard 

Circuits.  For  Electrical  Engineers.  A practical  book,  dealing 
with  the  subject  of  Direct,  Alternating,  and  Polyphase  Currents. 
With  over  100  diagrams  and  engravings.  8vo,  cloth.  . net,  $2.25 

BOWSER,  E.  A.,  Prof.  An  Elementary  Treatise  on 

Analytic  Geometry.  Embracing  Plane  Geometry,  and  an  Intro- 
duction to  Geometry  of  three  Dimensions.  Twenty-first  Edition. 
12mo,  cloth net,  $1.75 
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BOWSER,  E.  A.,  Prof.  An  Elementary  Treatise  on  the 

Differential  and  Integral  Calculus.  With  numerous  examples. 
Twenty-first  Edition.  Enlarged  by  640  additional  examples. 
12mo,  cloth net,  $2.25 

An  Elementary  Treatise  on  Analytic  Mechanics.  With 

numerous  examples.  Sixteenth  Edition.  12mo,  cloth,  .net,  83.00 

An  Elementary  Treatise  on  Hydro-mechanics.  With 

numerous  examples.  Fifth  Edition.  12mo,  cloth net,  $2 . 50 

A Treatise  on  Roofs  and  Bridges.  With  Numerous 

Exercises,  especially  adapted  for  school  use.  12mo,  cloth. 
Illustrated net,  $2 . 25 


BRASSEY’S  Naval  Annual  for  1905.  Edited  by  T.  A. 

Brassey.  With  numerous  full-page  diagrams,  half-tone  illustra- 
tions and  tables.  Nineteenth  year  of  publication.  8vo,  cloth, 
illustrated net,  $6.00 

BRAUN,  E.  The  Baker’s  Book:  A Practical  Handbook 

of  the  Baking  Industry  in  all  Countries.  Profusely  illustrated 
with  diagrams,  engravings,  and  full-page  colored  plates.  Trans- 
lated into  English  and  edited  by  Emil  Braun.  Vol.  I.,  8vo, 

cloth,  illustrated,  308  pages $2.50 

Vol.  II.  363  pages,  illustrated $2.50 

British  Standard  Sections.  Issued  by  the  Engineering 

Standards  Committee,  Supported  by  The  Institution  of  Civil 
Engineers,  The  Institution  of  Mechanical  Engineers,  The  Institu- 
tion of  Naval  Architects,  The  Iron  and  Steel  Institute,  and  The 
Institution  of  Electrical  Engineers.  Comprising  9 plates  of 
diagrams,  with  letter-press  and  tables.  Oblong  pamphlet, 
8$  X 15 $1.00 

BROWN,  WM.  N.  The  Art  of  Enamelling  on  Metal.  With 

figures  and  illustrations.  12mo,  cloth,  illustrated net,  $1 . 00 

Handbook  on  Japanning  and  Enamelling,  for  Cycles, 

Bedsteads,  Tinware,  etc.  12mo,  cloth,  illustrated net,  $1 . 50 

House  Decorating  and  Painting.  With  Numerous 

illustrations.  12mo,  cloth net,  $1.50 


History  of  Decorative  Art.  With  Designs  and  Illus- 

trations. 12mo,  cloth net,  $1.25 
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BROWN,  WM.  N.  Principle  and  Practice  of  Dipping, 

Burnishing.  Lacquering  and  Bronzing  Brass  Ware.  12mo.  cloth. 

net.  $1.00 

Workshop  Wrinkles  for  Decorators,  Painters,  Paper- 

Hangers  and  Others.  Svo,  doth net,  $1.00 

BUCHANAN,  E.  E.  Tables  of  Squares.  Containing  the 

square  of  every  foot,  inch,  and  sixteenth  of  an  inch,  between  one 
sixteenth  of  an  inch  and  fifty  feet.  For  Engineers  and  Calcu- 
lators. 16mo,  oblong,  doth. $1.00 

BULMAN,  H.  F.,  and  REDMAYNE,  R.  S.  A.  Colliery 

Working  and  Management;  comprising  the  duties  of  a colliery 
manager,  the  superintendence  and  arrangement  of  labor  and 
wages,  and  the  difreren:  systems  of  working  coal-seams.  With 
engravings,  diagrams,  and  tables.  Second  Edition . revised  a*i<i 
en'.jryed.  Svo,  cloth,  illustrated net.  $6.00 

BURGH,  N.  P.  Modem  Marine  Engineering,  Applied  to 

Paddle  and  Screw  Propulsion.  Consisting  of  36  colored  plates. 
259  practical  woodcut  illustrations  and  103  pages  of  descriptive 
matter.  The  whole  being  an  exposition  of  the  present  practice 
of  James  Wan  i Co.,  J.  & G.  Rennie.  R.  Napier  Sons,  and 
other  celebrated  firms.  Thick  quarto . half  morocco $10.00 

BURT,  W.  A.  Kev  to  the  Solar  Compass,  and  Surveyor's 

Companion.  Comprising  ail  the  rales  necessary  for  use  in  the 
field:  also  description  of  the  Linear  Surveys  and  Public  Land 
System  of  the  United  States.  Notes  on  the  Barometer.  Sugges- 
tions for  an  Outfit  for  a Survey  of  Four  Months,  etc.  Sere-ih 


Edition.  Pocket  size,  full  leather $2.50 

BUSKETT,  E.  W.  Fire  Assaying.  i2mo,  cloth,  illus- 
trated  In  Press. 

CAIN,  W.,  Prof.  Brief  Course  in  the  Calculus.  With 

fig-ares  and  diagrams.  Svo.  cloth,  illustrated. net.  $1 . “5 

Theory  of  Steel-concrete  Arches  and  of  Vaulted 

Structures.  Xeic  Edition,  rerisoi  ata  erdcrged.  16mo.  cloth,  il- 
lustrated. (Van  Xoshrand  Science  Series §0.50 


C AMPIN.  F.  On  the  Construction  of  Iron  Roofs.  A 

Uneoretical  and  Practical  Treatise,  with  woodcuts  and  plates  of 
roofs  recently  executed.  Svo,  cloth. $2.00 
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CARPENTER,  Prof.  R.  C.,  and  DIEDERICHS,  Prof.  H. 

Internal  Combustion  Motors.  With  figures  and  diagrams.  8vo. 

cloth,  illustrated In  Press t 

CARTER,  E.  T.  Motive  Power  and  Gearing  for  Elec- 
trical Machinery.  A treatise  on  the  Theory  and  Practice  of  the 
Mechanical  Equipment  of  Power  Stations  for  Electrical  Supply 
and  for  Electric  Traction.  Second  Edition,  revised  in  part  by  G. 
Thomas-Davies.  8vo,  cloth,  illustrated §5.00 

CATHCART,  WM.  L.,  Prof.  Machine  Design.  Part  I. 

Fastenings.  8vo,  cloth,  illustrated net,  §3.00 

■ Machine  Elements;  Shrinkage  and  Pressure  Joints. 

With  tables  and  diagrams In  Press. 

Marine-Engine  Design In  Press. 

and  CHAFFEE,  J.  I.  Course  of  Graphic  Statics  Applied 

to  Mechanical  Engineering In  Press 

CHAMBER’S  MATHEMATICAL  TABLES,  consisting  of 

Logarithms  of  Numbers  1 to  108,000,  Trigonometrical,  Nautical 
and  other  Tables.  New  Edition.  8vo,  cloth §1.75 

CHARPENTIER,  P.  Timber.  A Comprehensive  Study 

of  Wood  in  all  its  Aspects,  Commercial  and  Botanical.  Show- 
ing the  Different  Applications  and  Uses  of  Timber  in  Various 
Trades,  etc.  Translated  into  English.  8vo,  cloth,  illus. . .net,  $6. 00 

CHAUVENET,  W.,  Prof.  New  Method  of  Correcting 

Lunar  Distances,  and  Improved  Method  of  Finding  the  Error 
and  Rate  of  a Chronometer,  by  Equal  Altitudes.  Svo,  cloth.  §2.00 

CHILD,  C.  T.  The  How  and  Why  of  Electricity.  A 

Book  of  Information  for  non-technical  readers,  treating  of  the 
Properties  of  Electricity,  and  how  it  is  generated,  handled,  con- 
trolled, measured  and  set  to  work.  Also  explaining  the  opera- 
tion of  Electrical  Apparatus.  8vo,  cloth,  illustrated §1.00 

CHRISTIE,  W.  W.  Boiler- waters,  Scale,  Corrosion,  Foam- 
ing. 8vo,  cloth,  illustrated net,  §3.00 

Chimney  Design  and  Theory.  A Book  for  Engineers 

and  Architects,  with  numerous  half-tone  illustrations  and  plates 
of  famous  chimneys.  Second  Edition,  revised.  8 vo,  cloth.  §3.00 


SCIENTIFIC  PUBLICATIONS. 


11 


CHRISTIE,  W.  W.  Furnace  Draft : its  Production  by  Me- 
chanical Methods.  A Handy  Reference  Book,  with  figures  and 
tables.  16mo,  cloth,  illustrated.  {V an  N ostrand’ s Science  Series) . 

$0.50 

CLAPPERTON,  G.  Practical  Paper-making.  A Manual 

for  Paper-makers  and  Owners  and  Managers  of  Paper  Mills,  to 
which  is  appended  useful  tables,  calculations,  data,  etc.,  with 
illustrations  reproduced  from  micro-photographs.  12mo,  cloth, 
illustrated $2.50 

CLARK,  D.  K.,  C.E.  A Manual  of  Rules,  Tables  and 

Data  for  Mechanical  Engineers.  Based  on  the  most  recent  inves- 
tigations. Illustrated  with  numerous  diagrams.  1012  pages.  8vo, 
cloth.  Sixth  Edition $5.00 

• 

Fuel:  its  Combustion  and  Economy;  consisting  of 

abridgments  of  Treatise  on  the  Combustion  of  Coal.  By  C.  W. 
Williams,  and  the  Economy  of  Fuel,  by  T.  S.  Prideaux.  With 
extensive  additions  in  recent  practice  in  the  Combustion  and 
Economy  of  Fuel,  Coal,  Coke,  Wood,  Peat,  Petroleum,  etc. 
Fourth  Edition.  12mo,  cloth $1.50 

The  Mechanical  Engineer’s  Pocket-book  of  Tables, 

Formulae,  Rules  and  Data.  A Handy  Book  of  Reference  for 
Daily  Use  in  Engineering  Practice.  16mo,  morocco.  Fifth 
Edition,  carefully  revised  throughout $3.00 

Tramways:  Their  Construction  and  Working.  Em- 
bracing a comprehensive  history  of  the  system,  with  accounts  of 
the  various  modes  of  traction,  a description  of  the  varieties  of 
rolling  stock,  and  ample  details  of  Cost  and  Working  Expenses. 
Second  Edition,  rewritten  and  greatly  enlarged,  with  upwards  of  400 


illustrations.  Thick  8vo,  cloth $89.00 

CLARK,  J.  M.  New  System  of  Laying  Out  Railway  Turn- 
outs instantly,  by  inspection  from  tables.  12mo,  cloth.  . . $1.00 


CLAUSEN-THUE,  W.  The  ABC  Universal  Commercial 

Electric  Telegraphic  Code;  specially  adapted  for  the  use  of 
Financiers,  Merchants,  Ship-owners,  Brokers,  Agents,  etc.  Fourth 


Edition.  8vo,  cloth $5.00 

Fifth  Edition  of  same $7.00 


- The  A 1 Universal  Commercial  Electric  Telegraphic 

Code.  Over  1240  pages  and  nearly  90,000  variations.  8vo, 
cloth $7.50 
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CLEEMANN,  T.  M.  The  Railroad  Engineer’s  Practice. 

Being  a Short  but  Complete  Description  of  the  Duties  of  the 
Young  Engineer  in  Preliminary  and  Location  Surveys  and  in 
Construction.  Fourth  Edition,  revised  and  enlarged.  Illustrated. 
12mo,  cloth $1.50 

CLEVENGER,  S.  R.  A Treatise  on  the  Method  of  Gov- 
ernment Surveying  as  prescribed  by  the  U.  S.  Congress  and  Com- 
missioner of  the  General  Land  Office,  with  complete  Mathemati- 
cal, Astronomical,  and  Practical  Instructions  for  the  use  of  the 
United  States  Surveyors  in  the  field.  1 6mo,  morocco $2.50 

CLOUTH,  F.  Rubber,  Gutta-Percha,  and  Balata.  First 

English  Translation  with  Additions  and  Emendations  by  the 
Author.  With  numerous  figures,  tables,  diagrams,  and  folding 
plates.  8vo,  cloth,  illustrated net,  $5 . 00 

COFFIN,  J.  H.  C.,  Prof.  Navigation  and  Nautical  Astron- 
omy. Prepared  for  the  use  of  the  U.  S.  Naval  Academy.  New 
.Edition.  Revised  by  Commander  Charles  Belknap.  52  woodcut 
illustrations.  12mo,  cloth net,  S3 . 50 

COLE,  R.  S.,  M.A.  A Treatise  on  Photographic  Optics. 

Being  an  account  of  the  Principles  of  Optics,  so  far  as  they  apply 
to  photography.  12mo,  cloth,  103  illus.  and  folding  plates.  .$2.50 

COLLINS,  J.  E.  The  Private  Book  of  Useful  Alloys  and 

Memoranda  for  Goldsmiths,  Jewelers,  etc.  18mo,  cloth $0.50 

COLLINS,  T.  B.  The  Steam  Turbine,  or  the  New  Engine. 

8vo,  cloth,  illustrated In  Frees. 

COOPER,  W.  R.,  M.A.  Primary  Batteries:  Their  Con- 
struction and  Use.  With  numerous  figures  and  diagrams.  8vo, 
cloth,  illustrated net,  $4 . 00 

COPPERTHWAITE,  WM.  C.  Tunnel  Shields,  and  the 

Use  of  Compressed  Air  in  Subaqueous  Works.  With  numerous 
diagrams  and  figures.  4to,  cloth,  illustrated net,  $9.00 

COREY,  H.  T.  Water-supply  Engineering.  Fully  illustrated. 

In  Press. 

CORNWALL,  H.  B.,  Prof.  Manual  of  Blow-pipe  Analysis, 

Qualitative  and  Quantitative.  With  a Complete  System  of 
Determinative  Mineralogy.  8vo,  cloth,  with  many  illustra- 
tions  $2.50 
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COWELL,  W.  B.  Pure  Air,  Ozone  and  Water.  A Prac- 
tical Treatise  of  their  Utilization  and  Value  in  Oil,  Grease,  Soap. 
Paint,  Glue  and  other  Industries.  With  tables  and  figures. 
12xno,  cloth,  illustrated net,  $2 . 00 

CRAIG,  B.  F.  Weights  and  Measures.  An  Account  of 

the  Decimal  System,  with  Tables  of  Conversion  for  Commercial 
and  Scientific  Uses.  Square  32mo,  limp  cloth 50 

CROCKER,  F.  B.,  Prof.  Electric  Lighting.  A Practical 

Exposition  of  the  Art.  For  use  of  Engineers,  Students,  and 
others  interested  in  the  Installation  or  Operation  of  Electrical 
Plants.  Yol.  I.  The  Generating  Plant.  New  Edition,  thoroughly 

revised  ami  rewritten.  Svo,  cloth,  illustrated $3.00 

Yol.  II.  Distributing  Systems  and  Lamps.  Fifth  Edition.  Svo, 
cloth,  illustrated $3.00 

and  WHEELER,  S.  S.  The  Management  of  Electrical 

Machinery.  Being  a thoroughly  revised  and  rewritten  edition  of 
the  authors’  "Practical  Management  of  Dynamos  and  Motors.” 
With  a special  chapter  by  H.  A.  Foster.  12mo,  cloth,  illustrated. 

- net,  $1.00 

CROSSKEY,  L.  R.  Elementary  Perspective:  Arranged  to 

meet  the  requirements  of  Architects  and  Draughtsmen,  and  of 
Art  Students  preparing  for  the  elementary  examination  of  the 
Science  and  Art  Department,  South  Kensington.  With  numer- 
ous full-page  plates  and  diagrams.  Svo,  cloth,  illustrated  . . $1.00 

and  THAW,  J.  Advanced  Perspective,  involving  the 

Drawing  of  Objects  when  placed  in  Oblique  Positions,  Shadows 
and  Reflections.  Arranged  to  meet  the  requirements  of  Archi- 
tects. Draughtsmen,  and  Students  preparing  for  the  Perspective 
Examination  of  the  Education  Department.  With  numerous  full- 
page  plates  and  diagrams.  8vo.  cloth,  illustrated $1.50 

DAVIES,  E.  H.  Machinery  for  Metalliferous  Mines. 

A Practical  Treatise  for  Mining  Engineers,  Metallurgists  and 
Managers  of  Mines.  With  upwards  of  400  illustrations.  Second 


Edition,  rewritten  and  enlarged.  Svo,  cloth net,  $S . 00 

DAVIES,  D.  C.  A Treatise  on  Metalliferous  Minerals  and 

Mining.  Sixth  Edition,  thoroughly  revised  and  much  enlarged  by  his 
son.  8vo , cloth net,  $5.00 

Mining  Machinery In  Press. 

DAVISON,  G.  C.,  Lieut.  Water-tube  Boilers In  Press. 
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DAY,  C.  The  Indicator  and  its  Diagrams.  With  Chap 

ters  on  Engine  and  Boiler  Testing;  including  a Table  of  Piston 
Constants  compiled  by  W.  H.  Fowler.  12mo,  cloth.  125  illus- 
trations  $2.00 

DEITE,  Dr.  C.  Manual  of  Soapmaking,  including  medi- 
cated soaps,  stain-removing  soaps,  metal  polishing  soaps,  soap 
powders  and  detergents.  With  a treatise  on  perfumes  for  scented 
soaps,  and  their  production  and  tests  for  purity  and  strength. 
Edited  from  the  text  of  numerous  experts.  Translated  from  the 
original  by  S.  I.  King,  F.C.S.  With  figures.  4to,  cloth,  illustrated. 

net,  $5.00 

DE  LA  COUX,  H.  The  Industrial  Uses  of  Water.  With 

numerous  tables,  figures,  and  diagrams.  Translated  from  the 
French  and  revised  by  Arthur  Morris.  8vo,  cloth net,  $4 . 50 

DENNY,  G.  A.  Deep-level  Mines  of  the  Rand,  and  their 

future  development,  considered  from  the  commercial  point  of 
view.  With  folding  plates,  diagrams,  and  tables.  4to,  cloth, 
illustrated net,  $10.00 

DERR,  W.  L.  Block  Signal  Operation.  A Practical 

Manual.  Pocket  Size.  Oblong,  cloth.  Second  Edition.  ..  .$1 . 50 

DIBDIN,  W.  J.  Public  Lighting  by  Gas  and  Electricity. 

With  tables,  diagrams,  engravings  and  full-page  plates.  8vo, 
cloth,  illustrated net,  $8 . 00 

— —Purification  of  Sewage  and  Water.  With  tables, 

engravings,  and  folding  plates.  Third  Edition,  revised  and 
enlarged.  8vo,  cloth,  Ulus,  and  numerous  folding  plates.  ...  $6.50 

DIETERICH,  K.  Analysis  of  Resins,  Balsams,  and  Gum 

Resins:  their  Chemistry  and  Pharmacognosis.  For  the  use  of 
the  Scientific  and  Technical  Research  Chemist.  With  a Bibliog- 
raphy. Translated  from  the  German,  by  Chas.  Salter.  8vo. 
cloth net,  $3  .00 

DIXON,  D.  B.  The  Machinist’s  and  Steam  Engineer’s 

Practical  Calculator.  A Compilation  of  Useful  Rules  and  Prob- 
lems arithmetically  solved,  together  with  General  Information 
applicable  to  Shop-tools,  Mill-gearing,  Pulleys  and  Shafts,  Steam- 
boUers  and  Engines.  Embracing  valuable  Tables  and  Instruc- 
tion in  Screw-cutting,  Valve  and  Link  Motion,  etc.  Third  Edition. 
16mo,  full  morocco,  pocket  form $1.25 

DOBLE,  W.  A.  Power  Plant  Construction  on  the  Pacific 

Coast In  Press. 
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DODD,  GEO.  Dictionary  of  Manufactures,  Mining,  Ma- 

chinery, and  the  Industrial  Arts.  12mo,  cloth $1.50 


DORR,  B.  F.  The  Surveyor’s  Guide  and  Pocket  Table- 

book.  Fifth  Edition,  thoroughly  revised  and  greatly  extended. 
With  a second  appendix  up  to  date.  16mo,  morocco  flaps.  . $2.00 

DRAPER,  C.  H.  An  Elementary  Text-book  of  Light, 

Heat  and  Sound,  with  Numerous  Examples.  Fourth  Edition. 
12mo,  cloth,  illustrated $1.00 


Heat  and  the  Principles  of  Thermo-dynamics.  With 

many  illustrations  and  numerical  examples.  12mo,  cloth.  . . $1.50 

DYSON,  S.  S.  Practical  Testing  of  Raw  Materials.  A 

Concise  Handbook  for  Manufacturers,  Merchants,  and  Users  of 
Chemicals,  Oils,  Fuels,  Gas  Residuals  and  By-products,  and 
Paper-making  Materials,  with  Chapters  on  Water  Analysis  and 
the  Testing  of  Trade  Effluents.  8vo,  cloth,  illustrations,  177 
pages net,  $5 . 00 


ECCLES,  R.  G.  (Dr.),  and  DUCKWALL,  E.  W.  Food  Pre- 
servatives: their  Advantages  and  Proper  Use;  The  Practical 
versus  the  Theoretical  Side  of  the  Pure  Food  Problem.  8vo, 

paper $0.50 

Cloth 1.00 

EDDY,  H.  T.,  Prof.  Researches  in  Graphical  Statics. 

Embracing  New  Constructions  in  Graphical  Statics,  a New  General 
Method  in  Graphical  Statics,  and  the  Theory  of  Internal  Stress 
in  Graphical  Statics.  8vo,  cloth $1.50 

Maximum  Stresses  under  Concentrated  Loads.  Treated 

graphically.  Illustrated.  8vo,  cloth $1.50 

EISSLER,  M.  The  Metallurgy  of  Gold.  A Practical  Treatise 

on  the  Metallurgical  Treatment  of  Gold-bearing  Ores,  including 
the  Processes  of  Concentration  and  Chlorination,  and  the  Assay- 
ing, Melting  and  Refining  of  Gold.  Fifth  Edition,  revised  and 
greatly  enlarged.  Over  300  illustrations  and  numerous  folding 

plates.  8vo,  cloth $7.50 

The  Hydro-Metallurgy  of  Copper.  Being  an  Account 

of  processes  adopted  in  the  Hydro-metallurgical  Treatment  of 
Cupriferous  Ores,  including  the  Manufacture  of  Copper  Vitriol. 
With  chapters  on  the  sources  of  supply  of  Copper  and  the  Roasting 
of  Copper  Ores.  With  numerous  diagrams  and  figures.  8vo, 

cloth,  illustrated net,  $4.50 
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EISSLER,  M.  The  Metallurgy  of  Silver.  A Practical 

Treatise  on  the  Amalgamation,  Roasting  and  Lixiviation  of  Silver 
Ores,  including  the  Assaying,  Melting  and  Refining  of  Silver 
Bullion.  124  illustrations.  Second  Edition,  enlarged.  8vo,  cloth. 

$4.00 

The  Metallurgy  of  Argentiferous  Lead.  A Practical 

Treatise  on  the  Smelting  of  Silver-Lead  Ores  and  the  Refining  of 
Lead  Bullion.  Including  Reports  on  Various  Smelting  Establish- 
ments and  Descriptions  of  Modern  Smelting  Furnaces  and  Plants 
in  Europe  and  America.  With  183  illustrations.  8vo,  cloth, 

$5.00 

Cyanide  Process  for  the  Extraction  of  Gold  and  its 

Practical  Application  on  the  Witwatersrand  Gold  Fields  in  South 
Africa.  Third  Edition,  revised  and  enlarged.  Illustrations  and 
folding  plates.  8vo,  cloth $3.00 

A Handbook  on  Modem  Explosives.  Being  a Prac- 
tical Treatise  on  the  Manufacture  and  Use  of  Dynamite,  Gun- 
cotton, Nitroglycerine,  and  other  Explosive  Compounds,  in- 
cluding the  manufacture  of  Collodion-cotton,  with  chapters  on 
Explosives  in  Practical  Application.  Second  Edition,  enlarged 
with  150  illustrations.  12mo,  cloth $5.00 

ELIOT,  C.  W.,  and  STORER,  F.  H.  A Compendious. 

Manual  of  Qualitative  Chemical  Analysis.  Revised  with  the  co- 
operation of  the  authors,  by  Prof.  William  R.  Nichols.  Illus- 
trated. Twentieth  Edition,  newly  revised  by  Prof.  W.  B.  Lindsay. 
12mo,  cloth net,  $1 . 25 

ELLIOT,  G.  H.,  Maj.  European  Light-house  Systems. 

Being  a Report  of  a Tour  of  Inspection  made  in  1873.  51  en- 
gravings and  21  woodcuts.  8vo,  cloth $5.00 

ERFURT,  J.  Dyeing  of  Paper  Pulp.  A Practical  Treatise 

for  the  use  of  paper-makers,  paper-stainers,  students  and  others, 
With  illustrations  and  157  patterns  of  paper  dyed  in  the  pulp, 
with  formulas  for  each.  Translated  into  English  and  edited, 
with  additions,  by  Julius  Hiibner,  F.C.S.  8vo,  cloth,  illus- 


trated  net,  $7 . 50 

EVERETT,  J.  D.  Elementary  Text-book  of  Physics. 

Illustrated.  Seventh  Edition.  12mo,  cloth $1.50 


EWING,  A.  J.,  Prof.  The  Magnetic  Induction  in  Iron 

and  other  metals.  Third  Edition,  revised.  159  illustrations 
8vo,  cloth $4.00 
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FAIRIE,  J.,  F.G.S.  Notes  on  Lead  Ores:  Their  Distribu- 

tion and  Properties.  12mo,  cloth $1.00 

Notes  on  Pottery  Clays : The  Distribution,  Properties, 

Uses  and  Analysis  of  Ball  Clays,  China  Clays  and  China  Stone. 
With  tables  and  formulae.  12mo,  cloth $1.50 

FANNING,  J.  T.  A Practical  Treatise  on  Hydraulic  and 

Water-supply  Engineering.  Relating  to  the  Hydrology,  Hydro- 
dynamics and  Practical  Construction  of  Water-works  in  North 
America.  180  illus.  8vo,  cloth.  Sixteenth  Edition,  revised,  en- 


larged, and  new  tables  and  illustrations  added.  650  pp $5.00 

FAY,  I.  W.  The  Coal-tar  Colors : Their  Origin  and  Chem- 
istry. 8vo,  cloth,  illustrated In  Press. 


FERNBACH,  R.  L.  Glue  and  Gelatine ; a Practical  Trea- 

tise on  the  Methods  of  Testing  and  Use.  12mo,  cloth.  .In  Press. 

FISH,  J.  C.  L.  Lettering  of  Wo  king  Drawings.  Thir- 

teen plates,  with  descriptive  text.  Oblong,  9 X 12£,  boards . $1.00 

FISHER,  H.  K.  C.,  and  DARBY,  W.  C.  Students’  Guide 

to  Submarine  Cable  Testing.  Third  ( new  and  enlarged)  Edi- 
tion. 8vo,  cloth,  illustrated $3.50 

FISHER,  W.  C.  The  Potentiometer  and  its  Adjuncts. 

8vo,  cloth $2.25 

FISKE,  B.  A.,  Lieut.,  U.S.N.  Electricity  in  Theory  and 

Practice  ; or,  The  Elements  of  Electrical  Engineering.  Eighth 
Edition.  8vo,  cloth $2.50 

FLEISCHMANN,  W.  The  Book  of  the  Dairy.  A Manual 

of  the  Science  and  Practice  of  Dairy  Work.  Translated  from 
the  German,  by  C.  M.  Aikman  and  R.  Patrick  Wright.  8vo, 
cloth $4.00 

FLEMING,  J.  A.,  Prof.  Th3  Alternate-current  Trans- 
former in  Theory  and  Practice.  Vol.  I.,  The  Induction  of  Electric 
Currents;  611  pages.  New  Edition,  illustrated.  8vo,  cloth,  $5.00 
Vol.  II.,  The  Utilization  of  Induced  Currents.  Illustrated.  8vo, 
cloth $5.00 


- Centenary  of  the  El  ctrical  Current,  1799-1899. 

8vo,  paper,  illustrated $0.50 
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FLEMING,  J.  A.,  Prof.  Electric  Lamps  and  Electric  Light- 
ing. Being  a course  of  four  lectures  delivered  at  the  Royal  Insti- 
tution, April-May,  1S94.  8vo,  cloth,  fully  illustrated $3.00 

Electrical  Laboratory  Notes  and  Forms,  Elementary 

and  Advanced.  4to,  cloth,  illustrated $5.00 

A Handbook  for  the  Electrical  Laboratory  and  Test- 

ing Room.  2 volumes.  8vo,  cloth.  each  $5.00 

FLEURY,  H.  The  Calculus  Without  Limits  or  Infinitesi- 
mals. Translated  by  C.  O.  Mailloux In  Press 

FOLEY,  N.,  and  PRAY,  THOS.,  Jr.  The  Mechanical 

Engineers’  Reference  Book  for  Machine  and  Boiler  Construction, 
in  two  parts.  Part  1 — General  Engineering  Data.  Part  2— 
Boiler  Construction.  With  51  plates  and  numerous  illustrations, 
specially  drawn  for  this  work.  Folio,  half  morocco.  New  Edi- 
tion  In  Press. 

FORNEY,  M.  N.  Catechism  of  the  Locomotive.  Second 

Edition,  revised  and  enlarged.  46th  thousand.  8vo,  cloth.  .$3.50 

FOSTER,  H.  A.  Electrical  Engineers’  Pocket-book.  With 

the  Collaboration  of  Eminent  Specialists.  A handbook  of  useful 
data  for  Electricians  and  Electrical  Engineers.  With  innumer- 
able tables,  diagrams,  and  figures.  Third  Edition,  revised 
Pocket  size,  full  leather,  1000  pp.  $5.00 

FOSTER,  J.  G.,  Gen.,  U.S.A.  Submarine  Blasting  in 

Boston  Harbor,  Massachusetts.  Removal  of  Tower  and  Corwin 
Rocks.  Illustrated  with  7 plates.  4to,  cloth $3.50 

FOSTER,  J.  Treatise  on  the  Evaporation  of  Saccharine, 

Chemical  and  other  Liquids  by  the  Multiple  System  in  Vacuum 
and  Open  Air.  Third  Edition.  Diagrams  and  large  plates. 
8 vo,  cloth $7.50 

FOX,  WM.,  and  THOMAS,  C.  W.,  M.E.  A Practical 

Course  in  Mechanical  Drawing.  Second  Edition,  revised.  12mo, 

cloth,  with  plates $1.25 

FRANCIS,  J.  B.,  C.E.  Lowell  Hydraulic  Experiments. 

Being  a selection  from  experiments  on  Hydraulic  Motors  on 
the  Flow  of  Water  over  Weirs,  in  Open  Canals  of  uniform  rect- 
angular section,  and  through  submerged  Orifices  and  diverging 
Tubes.  Made  at  Lowell,  Mass.  Fourth  Edition,  revised  and 
enlarged,  with  many  new  experiments,  and  illustrated  with  23 
copper-plate  engravings  4to,  cloth $15.00 
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FRASER,  R.  H.,  and  CLARK,  C.  H.  Marine  Engineering. 

In  Press. 

FULLER,  G.  W.  Report  on  the  Investigations  into  the 

Purification  of  the  Ohio  River  Water  at  Louisville,  Kentucky, 
made  to  the  President  and  Directors  of  the  Louisville  Water 
Company.  Published  under  agreement  with  the  Directors. 
3 full-page  plates.  4to,  cloth net,  $10.00 

FURKELL,  J.  Students’  Manual  of  Paints,  Colors,  Oils 

and  Varnishes.  8vo,  cloth,  illustrated net,  $1 . 00 

GARCKE,  E.,  and  FELLS,  J.  M.  Factory  Accounts: 

their  principles  and  practice.  A handbook  for  accountants  and 
manufacturers,  with  appendices  on  the  nomenclature  of  machine 
details,  the  rating  of  factories,  fire  and  boiler  insurance,  the 
factory  and  workshop  acts,  etc.,  including  also  a large  number 
of  specimen  rulings.  Fifth  Edition,  revised  and  extended.  8vo, 


cloth,  illustrated $3.00 

GEIKIE,  J.  Structural  and  Field  Geology,  for  Students  of 

Pure  and  Applied  Science.  With  figures,  diagrams,  and  half- 
tone plates.  8vo,  cloth,  illustrated net,  $4.00 

GERBER,  N.  Chemical  and  Physical  Analysis  of  Milk, 

Condensed  Milk,  and  Infants’  Milk-food.  8vo,  cloth $1.25 

GERHARD,  WM.  P.  Sanitary  Engineering.  i2mo, 

cloth $1.25 


GESCHWIND,  L.  Manufacture  of  Alum  and  Sulphates, 

and  other  Salts  of  Alumina  and  Iron;  their  uses  and  applications 
as  mordants  in  dyeing  and  calico  printing,  and  their  other  appli- 
cations in  the  Arts,  Manufactures,  Sanitary  Engineering,  Agri- 
culture and  Horticulture.  Translated  from  the  French  by 
Charles  Salter.  With  tables,  figures  and  diagrams.  8vo,  cloth, 
illustrated net,  $5 . 00 

GIBBS,  W.  E.  Lighting  by  Acetylene,  Generators,  Burners 

and  Electric  Furnaces.  With  66  illustrations.  Second  Edition, 
revised.  12mo,  cloth $1.50 

GILLMORE,  Q.  A.,  Gen.  Treatise  on  Limes,  Hydraulic 

Cements  and  Mortars.  Papers  on  Practical  Engineering,  United 
States  Engineer  Department,  No.  9,  containing  Reports  of  nu- 
merous Experiments  conducted  in  New  York  City  during  the 
years  1858  to  1861,  inclusive.  With  numerous  illustrations. 
8vo,  cloth $4.00 
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GILLMORE,  Q.  A.,  Gen.  Practical  Treatise  on  the  Con- 
struction of  Roads,  Streets  and  Pavements.  Tenth  Edition.  With 
70  illustrations.  12mo,  cloth $2.00 

Report  on  Strength  of  the  Building  Stones  in  the 

United  States,  etc.  8vo,  illustrated,  cloth $1.00 

GOLDING,  H.  A.  The  Theta-Phi  Diagram.  Practically 

Applied  to  Steam,  Gas,  Oil  and  Air  Engines.  12mo,  cloth, 
illustrated net,  $1 . 25 

GOODEVE,  T.  M.  A Text-book  on  the  Steam-engine. 

With  a Supplement  on  Gas-engines.  Twelfth  Edition,  enlarged. 
143  illustrations.  12mo,  cloth $2.00 

GORE,  G.,  F.R.S.  The  Art  of  Electrolytic  Separation  of 

Metals,  etc.  (Theoretical  and  Practical.)  Illustrated.  8vo, 
cloth $3.50 

GOULD,  E.  S.  The  Arithmetic  of  the  Steam-engine. 

8vo,  cloth $1.00 

Practical  Hydrostatics  and  Hydrostatic  Formulas. 

With  numerous  figures  and  diagrams.  ( Van  Nostrand’s  Science 
Series.)  16mo,  cloth,  illustrated,  114  pp $0.50 

GRAY,  J.,  B.Sc.  Electrical  Influence  Machines:  Their 

Historical  Development,  and  Modem  Forms,  with  instructions 
for  making  them.  With  numerous  figures  and  diagrams.  Second 
Edition,  revised  and  enlarged.  12mo,  cloth,  illus.,  296  pp. . . .$2.00 

GREENWOOD,  E.  Classified  Guide  to  Technical  and  Com- 
mercial Books.  Subject  List  of  Principal  British  and  American 
Works  in  print.  8vo,  cloth net,  $3.00 

GRIFFITHS,  A.  B.,  Ph.D.  A Treatise  on  Manures,  or 

the  Philosophy  of  Manuring.  A Practical  Handbook  for  the 
Agriculturist,  Manufacturer,  and  Student.  12mo,  cloth.  . . $3.00 

Dental  Metallurgy.  A Manual  for  Students  and 

Dentists.  8vo,  cloth,  illustrated,  20S  pp net,  $3.50 

GROSS,  E.  Hops,  in  their  Botanical,  Agricultural  and 

Technical  Aspect,  and  as  an  article  of  Commerce.  Translated 
from  the  German  by  Charles  Salter.  With  tables,  diagrams, 
and  illustrations.  8vo,  cloth,  illustrated net,  $4.50 
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GROVER,  F.  Practical  Treatise  on  Modem  Gas  and 

Oil  Engines.  8vo,  cloth,  illustrated net,  $2.00 


GRUNER,  A.  Power-loom  Weaving  and  Yam  Number- 
ing, according  to  various  systems,  with  conversion  tables.  An 
auxiliary  and  text-book  for  pupils  of  weaving  schools,  as  well 
as  for  self-instruction,  and  for  general  use  by  those  engaged  in 
the  weaving  industry.  Illustrated  with  colored  diagrams.  8vo, 
cloth net,  $3 . 00 


GURDEN,  R.  L.  Traverse  Tables:  Computed  to  Four- 

place  Decimals  for  every  single  minute  of  angle  up  to  100  of 
Distance.  For  the  use  of  Surveyors  and  Engineers.  New  Edition. 
Folio,  half  morocco $7.50 

GUY,  A.  E.  Experiments  on  the  Flexure  of  Beams, 

resulting  in  the  Discovery  of  New  Laws  of  Failure  by  Buckling. 
Reprinted  from  the  “American  Machinist.”  With  diagrams  and 
folding  plates.  8vo,  cloth,  illustrated,  122  pages net,$  1.25 

A.  F.  Electric  Light  and  Power:  Giving  the  Result 

of  Practical  Experience  in  Central-station  Work.  8vo,  cloth, 
illustrated $2.50 

HAEDER,  H.,  C.E.  A Handbook  on  the  Steam-engine. 

With  especial  reference  to  small  and  medium-sized  engines.  For 
the  use  of  Engine-makers,  Mechanical  Draughtsmen,  Engineer- 
ing Students  and  Users  of  Steam  Power.  Translated  from  the 
German,  with  considerable  additions  and  alterations,  by  H.  H. 
P.  Powles.  Third  English  Edition,  revised.  8vo,  cloth,  illus- 
trated, 458  pages $3.00 

HALL,  C.  H.  Chemistry  of  Paints  and  Paint  Vehicles. 

8vo,  cloth net,  $2.00- 


- W.  S.,  Prof.  Elements  of  the  Differential  and  In- 

tegral Calculus.  Sixth  Edition,  revised.  8vo,  cloth,  illustrated. 

net,  $2.25 


Descriptive  Geometry,  with  Numerous  Problems  and 

Practical  Applications.  Comprising  an  8vo  volume  of  76  pages 
of  text  and  a 4to  atlas  of  31  plates.  2 vols.,  cloth.  . . . net,  $3 . 50 
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HALSEY,  F.  A.  Slide-valve  Gears.  An  Explanation  of 

the  Action  and  Construction  of  Plain  and  Cut-off  Slide  Valves. 
Illustrated.  Seventh  Edition.  12mo,  cloth $1.50 

The  Use  of  the  Slide  Rule.  With  illustrations  and 

folding  plates.  Second  Edition.  16mo,  boards.  ( Van  Nos- 
trand’s Science  Series,  No.  114.) 50 

The  Locomotive  Link  Motion,  with  Diagrams  and 

Tables.  8vo,  cloth,  illustrated $1.00 

Worm  and  Spiral  Gearing.  Revised  and  Enlarged 

Edition.  16mo,  cloth  ( Van  Nostrand’s  Science  Series,  No.  116.) 
Illustrated 50 

The  Metric  Fallacy,  and  “ The  Metric  Failure  in 

the  Textile  Industry,”  by  Samuel  S.  Dale.  8vo,  cloth,  illus- 
trated  $1.00 

HAMILTON,  W.  G.  Useful  Information  for  Railway 

Men.  Tenth  Edition,  revised  and  enlarged.  562  pages,  pocket 
form.  Morocco,  gilt $2.00 

HAMMER,  W.  J.  Radium,  and  Other  Radio-active  Sub- 
stances; Polonium,  Actinium  and  Thorium.  With  a considera- 
tion of  Phosphorescent  and  Fluorescent  Substances,  the  Proper- 
ties and  Applications  of  Selenium,  and  the  treatment  of  disease 
by  the  Ultra-Violet  Light.  Second  Edition.  With  engravings 
and  photographic  plates.  8vo,  cloth,  illustrated,  72  pp...  $1.00 

HANCOCK,  H.  Text-book  of  Mechanics  and  Hydro- 
statics, with  over  500  diagrams.  8vo,  cloth net,  $1 . 50 

HARDY,  E.  Elementary  Principles  of  Graphic  Statics. 

Containing  192  diagrams.  8vo,  cloth,  illustrated $1.50 

HARKISON,  W.  B.  The  Mechanics’  Tool-book.  With 

Practical  Rules  and  Suggestions  for  use  of  Machinists,  Iron- 
workers and  others.  With  44  engravings.  12mo,  cloth.  ...$1.50 

HART,  J.  W.  External  Plumbing  Work.  A Treatise  on 

Lead  Work  for  Roofs.  With  numerous  figures  and  diagrams. 
8vo,  cloth,  illustrated net,  $3.00 

Hints  to  Plumbers  on  Joint  Wiping,  Pipe  Bending, 

and  Lead  Burning.  Containing  184  figures  and  diagrams.  8vo, 
cloth,  illustrated net,  $3.00 
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HART,  J.  W.  Principles  of  Hot-water  Supply.  With 

numerous  illustrations.  8vo,  cloth net,  S3. 00 

Sanitary  Plumbing  and  Drainage.  With  numerous 

diagrams  and  figures.  8vo,  cloth,  illustrated net,  S3. 00 

HASKINS,  C.  H.  The  Galvanometer  and  its  Uses.  A 

Manual  for  Electricians  and  Students.  Fourth  Edition.  12mo. 
cloth SI. 50 

HAUFF,  W.  A.  American  Multiplier:  Multiplications  and 

Divisions  of  the  largest  numbers  rapidly  performed.  With  index 
giving  the  results  instantly  of  all  numbers  to  1000x1000  = 1,000,- 
000;  also  tables  of  circumferences  and  areas  of  circles.  Cloth, 
6^X15} So.  00 

HAUSBRAND,  E.  Drying  by  Means  of  Air  and  Steam. 

With  explanations,  formulas,  and  tables,  for  use  in  practice. 
Translated  from  the  German  by  A.  C.  Wright,  M.A.  12mo, 
cloth,  illustrated net,  S2.00 

Evaporating,  Condensing  and  Cooling  Apparatus : 

Explanations,  Formulae,  and  Tables  for  Use  in  Practice.  Trans- 
lated from  the  Second  Revised  German  Edition  by  A.  C.  Wright, 
M.A.  With  numerous  figures,  tables  and  diagrams.  8vo,  cloth, 
illustrated,  400  pages net,  So . 00 

HAUSNER,  A.  Manufacture  of  Preserved  Foods  and 

Sweetmeats.  A Handbook  of  all  the  Processes  for  the  Preserva- 
tion of  Flesh,  Fruit,  and  Vegetables,  and  for  the  Preparation  of 
Dried  Fruit,  Dried  Vegetables,  Marmalades,  Fruit-syrups,  and 
Fermented  Beverages,  and  of  all  kinds  of  Candies,  Candied  Fruit 
Sweetmeats,  Rocks,  Drops,  Dragees,  Pralines,  etc.  Translated 
from  the  Third  Enlarged  German  Edition,  by  Arthur  Morris  and 
Herbert  Robson,  B.Sc.  8vo,  cloth,  illustrated net,  S3 . 00 

HAWKE,  W.  H.  The  Premier  Cipher  Telegraphic  Code, 

containing  100,000  Words  and  Phrases.  The  most  complete  and 
most  useful  general  code  yet  published.  4to,  cloth 85.00 

100,000  Words  Supplement  to  the  Premier  Code. 

All  the  words  are  selected  from  the  official  vocabulary.  Oblong 
quarto,  cloth 85.00 

HAWKESWORTH,  J.  Graphical  Handbook  for  Rein- 
forced Concrete  Design.  A series  of  plates,  showing  graphically, 
by  means  of  plotted  curves,  the  required  design  for  slabs,  beams, 
and  columns  under  various  conditions  of  external  loading,  together 
with  practical  examples  showing  the  method  of  using  each  plate. 
8vo,  cloth - In  Press. 
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HAWKINS,  C.  C.,  and  WALLIS,  F.  The  Dynamo:  its 

Theory,  Design,  and  Manufacture.  190  illustrations.  12mo, 
cloth net,  $3.00 

HAY,  A.  Alternating  Currents;  Their  Theory,  Genera- 

tion, and  Transformation.  8vo,  cloth,  illustrated net,  $2.50 

Principles  of  Alternate-current  Working,  nmo, 

cloth,  illustrated $2.00 

HEAP,  D.  P.,  Major,  U.S.A.  Electrical  Appliances  of 

the  Present  Day.  Report  of  the  Paris  Electrical  Exposition  of 
1881.  250  illustrations.  8vo,  cloth $2.00 

HEAVISIDE,  0.  Electromagnetic  Theory.  8vo,  cloth. 

two  volumes each,  $5.00 

HECK,  R.  C.  H.  Steam-Engine  and  Other  Steam  Motors. 

A text-book  for  engineering  colleges  and  a treatise  for  engineers. 
Vol.  I.  The  Thermodynamics  and  the  Mechanics  of  the  Engine. 
With  numerous  figures,  diagrams,  and  tables.  8vo,  cloth,  illus- 
trated  net,  $3.50 

Vol.  II.  Form,  Construction,  and  Working  of  the  Engine:  The 
Steam  Turbine.  8vo,  cloth,  illustrated net,  $3.50 

HEDGES,  K.  Modem  Lightning  Conductors.  An  Illus- 
trated Supplement  to  the  Report  of  the  Lightning  Research  Com- 
mittee of  1905,  with  Notes  as  to  Methods  of  Protection  and  Speci- 
fications. With  figures,  half-tones,  and  folding  tables.  8vo,  cloth, 

illustrated net,  $3.00 

HEERMANN,  P.  Dyers’  Materials.  An  Introduction  to 

the  Examination,  Valuation,  and  Application  of  the  most  impor- 
tant substances  used  in  Dyeing,  Printing,  Bleaching  and  Finish- 
ing. Translated  by  Arthur  C.  Wright,  M.A.  12mo,  cloth,  illus- 


trated  net,  $2.50 

HENRICI,  O.  Skeleton  Structures,  Applied  to  the  Build- 
ing of  Steel  and  Iron  Bridges.  8vo,  cloth,  illustrated $1.50 


HERMANN,  F.  Painting  on  Glass  and  Porcelain  and 

Enamel  Painting.  On  the  basis  of  Personal  Practical  Experience 
of  the  Condition  of  the  Art  up  to  date.  Translated  by  Charles 
Salter.  Second  greatly  enlarged  edition.  8vo,  cloth,  illustrated, 

net,  $3 . 50 

HERRMANN,  G.  The  Graphical  Statics  of  Mechanism. 

A Guide  for  the  Use  of  Machinists,  Architects  and  Engineers;  and 
also  a Text-book  for  Technical  Schools.  Translated  and  anno- 
tated by  A.  P.  Smith,  M.E.  Fourth  Edition.  12mo,  cloth,  7 
folding  plates $2.00 
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HERZFELD,  J.,  Dr.  The  Technical  Testing  of  Yams  and 

Textile  Fabrics,  with  reference  to  official  specifications.  Trans- 
lated by  Chas.  Salter.  With  69  illustrations.  8vo,  cloth  net,  $3 . 50 

HEWSON,  W.  Principles  and  Practice  of  Embanking 

Lands  from  River  Floods,  as  applied  to  the  Levees  of  the  Missis- 
sippi. 8 vo,  cloth $2.00 

HILL,  J.  W.  The  Purification  of  Public  Water  Supplies. 

Illustrated  with  valuable  tables,  diagrams,  and  cuts.  8vo, 
cloth $3.00 

HIROI,  I.  Statically-Indeterminate  Stresses  in  Frames 

Commonly  Used  for  Bridges.  With  figures,  diagrams,  and  ex- 
amples. 12mo,  cloth,  illustrated .net,  $2.00 

HOBBS,  W.  R.  P.  The  Arithmetic  of  Electrical  Measure- 
ments, with  numerous  examples,  fully  worked.  Revised  by 
Richard  Wormell,  M.A.  Ninth  Edition.  12mo,  cloth 50 

HOFF,  J.  N.  Paint  and  Varnish  Facts  and  Formulas.  A 

hand-book  for  the  maker,  dealer,  and  user  of  paints  and  var- 
nishes. Containing  over  600  recipes.  8vo,  cloth net,  $3.00 

HOFF,  WM.  B.,  Com.,  U.S.N.  The  Avoidance  of  Collisions 

at  Sea.  18mo,  morocco 75 

HOLLEY,  A.  L.  Railway  Practice.  American  and  Euro- 
pean Railway  Practice  in  the  Economical  Generation  of  Steam, 
including  the  Materials  and  Construction  of  Coal-burning  Boilers, 
Combustion,  the  Variable  Blast,  Vaporization,  Circulation,  Super- 
heating, Supplying  and  Heating  Feed  Water,  etc.,  and  the 
Adaptation  of  Wood  and  Coke-burning  Engines  to  Coal-burning; 
and  in  Permanent  Way,  including  Road-bed,  Sleepers,  Rails, 
Joint  Fastenings,  Street  Railways,  etc.  With  77  lithographed 
plates.  Folio,  cloth $12.00 

HOLMES,  A.  B.  The  Electric  Light  Popularly  Explained. 

Fifth  Edition.  Illustrated.  12mo,  paper .40 

HOPKINS,  N.  M.  Experimental  Electrochemistry:  Theo- 

retically and  Practically  Treated.  With  132  figures  and  dia- 
grams. 8vo,  cloth,  illustrated net,  $3.00 


- Model  Engines  and  Small  Boats.  New  Methods  of 

Engine  and  Boiler  Making,  with  a chapter  on  Elementary  Ship 
Design  and  Construction.  12mo,  cloth $1.25 


26 


D.  VAN  NOSTRAND  COMPANY’S 


HORNER,  J.  Engineers’  Turning,  in  Principle  and  Prac- 
tice. A Handbook  for  Working  Engineers,  Technical  Students, 
and  Amateurs.  With  488  figures  and  diagrams.  8vo,  cloth, 
illustrated net,  $3 . 50 

HOUSTON,  E.  J.,  and  KENNELLY,  A.  E.  Algebra  Made 

Easy.  Being  a clear  explanation  of  the  Mathematical  Formulae 
found  in  Prof.  Thompson’s  “Dynamo-electric  Machinery  and 
Polyphase  Electric  Currents.”  With  figures  and  examples.  Svo, 


cloth,  illustrated 75 

The  Interpretation  of  Mathematical  Formulae.  With 

figures  and  examples.  8vo,  cloth,  illustrated $1.25 


HOWARD,  C.  R.  Earthwork  Mensuration  on  the  Basis 

of  the  Prismoidal  Formulae.  Containing  Simple  and  Labor-saving 
Methods  of  obtaining  Prismoidal  Contents  directly  from  End 
Areas.  Illustrated  by  Examples  and  accompanied  by  Plain 
Rules  for  Practical  Use.  Illustrated.  8vo,  cloth $1.50 

HOWORTH,  J.  Art  of  Repairing  and  Riveting  Glass, 

China  and  Earthenware.  Second  Edition.  Svo,  pamphlet,  illus- 
trated  net,  $0 . 50 

HUBBARD,  E.  The  Utilization  of  Wood-waste.  A Com- 
plete Account  of  the  Most  Advantageous  Methods  of  Working  Up 
Wood  Refuse,  especially  Sawdust,  Exhausted  Dye  Woods  and 
Tan  as  Fuel,  as  a Source  of  Chemical  Products  for  Artificial  Wood 
Compositions,  Explosives,  Manures,  and  many  other  Technical 
Purposes.  Translated  from  the  German  of  the  second  revised 
and  enlarged  edition.  8vo,  cloth,  illustrated,  192  pages.  . net,  $2.50 

HUMBER,  W.,  C.E.  A Handy  Book  for  the  Calculation 

of  Strains  in  Girders,  and  Similar  Structures,  and  their  Strength; 
consisting  of  Formula  and  Corresponding  Diagrams,  with  numer- 
ous details  for  practical  application,  etc.  Fourth  Edition.  12mo, 
cloth $2.50 

HUMPHREYS,  A.  C.  (Stevens  Institute).  Lecture  Notes 

on  some  of  the  Business  Features  of  Engineering  Practice.  8vo, 
cloth,  with  supplement net,  $1 .25 

HURST,  G.  H.,  F.C.S.  Color.  A Handbook  of  the  Theory 

of  Color.  A practical  work  for  the  Artist,  Art  Student,  Painter, 
Dyer  and  Calico  Printer,  and  Others.  Illustrated  with  10  colored 
plates  and  72  illustrations.  Svo,  cloth net,  $2.50 

Dictionary  of  Chemicals  and  Raw  Products  Used 

in  the  Manufacture  of  Paints,  Colors,  Varnishes  and  Allied  Prep- 
arations. Svo,  cloth net,  $3.00 
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HURST,  G.H.,  F.C.S.  Lubricating  Oils,  Fats  and  Greases : 

Their  Origin,  Preparation,  Properties,  Uses  and  Analysis.  313 
pages,  with  65  illustrations.  8vo,  cloth net,  $3.00 

Soaps.  A Practical  Manual  of  the  Manufacture  of 

Domestic,  Toilet  and  other  Soaps.  Illustrated  with  66  engrav- 
ings. 8vo,  cloth net,  $5.00 

Textile  Soaps  and  Oils : A Handbook  on  the  Prepara- 
tion, Properties,  and  Analysis  of  the  Soaps  and  Oils  Used  in 
Textile  Manufacturing,  Dyeing  and  Printing.  With  tables  and 
illustrations.  8vo,  cloth net,  $2.50 

HUTCHINSON,  R.  W.,  Jr.  Long  Distance  Electric  Power 

Transmission:  being  a Treatise  on  the  Hydro-electric  Genera- 
tion of  Energy;  its  Transformation,  Transmission,  and  Distri- 
bution. 12mo,  cloth,  illustrated In  Press. 

and  IHLSENG,  M.  C.  Electricity  in  Mining;  being  a 

Theoretical  and  Practical  Treatise  on  the  Construction,  Opera- 
tion, and  Maintenance  of  Electrical  Mining  Machinery.  12mo, 
cloth,  illustrated In  Press. 

W.  B.  Patents  and  How  to  Make  Money  out  of 

Them.  12mo,  cloth $1.25 

HUTTON,  W.  S.  Steam-boiler  Construction.  A Practical 

Handbook  for  Engineers,  Boiler-makers  and  Steam-users.  Con- 
taining a large  collection  of  rules  and  data  relating  to  recent 
practice  in  the  design,  construction  and  working  of  all  kinds 
of  stationary,  locomotive  and  marine  steam-boilers.  With  up- 
wards of  540  illustrations.  Fourth  Edition,  carefully  revised  and 
much  enlarged.  8vo,  cloth $6.00 

Practical  Engineer’s  Handbook,  comprising  a Treatise 

on  Modern  Engines  and  Boilers,  Marine,  Locomotive  and  Station- 
ary. Fourth  Edition,  carefully  revised,  with  additions.  With 
upwards  of  570  illustrations.  8vo,  cloth $7.00 

— — — The  Works’  Manager’s  Handbook  of  Modern  Rules, 

Tables  and  Data  for  Civil  and  Mechanical  Engineers,  Mill- 
wrights and  Boiler-makers,  etc.,  etc.  With  upwards  of  150  illus- 
trations. Fifth  Edition,  carefully  revised,  with  additions.  8vo, 
cloth $6.00 


INGLE,  H.  Manual  of  Agricultural  Chemistry.  8vo, 

cloth,  illustrated,  388  pages net,  $3.00 
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INNES,  C.  H.  Problems  in  Machine  Design.  For  the 

use  of  Students,  Draughtsmen  and  others.  Second  Edition,  12mo, 
cloth net,  $2.00 

Centrifugal  Pumps,  Turbines  and  Water  Motors.  In- 
cluding the  Theory  and  Practice  of  Hydraulics.  Fourth  and  en- 
larged edition.  12mo,  cloth net,  $ 2.00 

ISHERWOOD,  B.  F.  Engineering  Precedents  for  Steam 

Machinery.  Arranged  in  the  most  practical  and  useful  manner 
for  Engineers.  With  illustrations.  Two  volumes  in  one.  8vo, 
cloth $2.50 

JAMIESON,  A.,  C.E.  A Text-book  on  Steam  and  Steam- 

engines.  Specially  arranged  for  the  use  of  Science  and  Art,  City 
and  Guilds  of  London  Institute,  and  other  Engineering  Students. 
Thirteenth  Edition.  Illustrated.  12mo,  cloth $3.00 

Elementary  Manual  cn  Steam  and  the  Steam-engine. 

Specially  arranged  for  the  use  of  First-year  Science  and  Art,  City 
and  Guilds  of  London  Institute,  and  other  Elementary  Engineer- 
ing Students.  Third  Edition.  12mo,  cloth $1.50 

JANNETTAZ,  E.  A Guide  to  the  Determination  of  Rocks : 

being  an  Introduction  to  Lithology.  Translated  from  the  French 
by  G.  W.  Plympton,  Professor  of  Physical  Science  at  Brooklyn 
Polytechnic  Institute.  12mo,  cloth $1.50 

JEHL,  F.,  Mem.  A.I.E.E.  The  Manufacture  of  Carbons 

for  Electric  Lighting  and  Other  Purposes.  A Practical  Handbook, 
giving  a complete  description  of  the  art  of  making  carbons,  electros, 
etc.  The  various  gas  generators  and  furnaces  used  in  carbonizing, 
with  a plan  for  a model  factory.  Illustrated  with  numerous  dia- 
grams, tables,  and  folding  plates.  8vo,  cloth,  illustrated,  net,  $4.00 

JENNISON,  F.  H.  The  Manufacture  of  Lake  Pigments 

from  Artificial  Colors.  A useful  handbook  for  color  manufac- 
turers, dyers,  color  chemists,  paint  manufacturers,  drysalters, 
wallpaper-makers,  enamel  and  surface-paper  makers.  With  15 
plates  illustrating  the  various  methods  and  errors  that  arise  in 
the  different  processes  of  production.  8vo,  cloth net,  $3 . 00 

JEPSON,  G.  Cams,  and  the  Principles  of  their  Construc- 
tion. With  figures,  half-tones,  full-page  and  folding  plates.  8vo, 
cloth,  illustrated net,  $1.50 

JOCKIN,  WM.  Arithmetic  of  the  Gold  and  Silversmith. 

Prepared  for  the  use  of  Jewelers,  Founders,  Merchants,  etc., 
especially  for  those  engaged  in  the  conversion  and  alloying  of 
gold  or  other  metals,  the  mixing  of  various  substances,  etc. 
With  numerous  examples.  12mo,  cloth $1.25 
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JOHNSON,  W.  McA.  “The  Metallurgy  of  Nickel.”  In  Press. 

JOHNSTON,  J.  F.  W.,  Prof.,  and  CAMERON,  Sir  Chas. 

Elements  of  Agricultural  Chemistry  and  Geology.  Seventeenth 


Edition.  12mo,  cloth $2.60 

JONES,  H.  C.  Outlines  of  Electrochemistry.  With 

tables  and  diagrams.  4to,  cloth,  illustrated $1.50 

Electrical  Nature  of  Matter  and  Radioactivity.  i2mo, 

cloth net,  $2.00 


JONES,  M.  W.  The  Testing  and  Valuation  of  Raw  Mate- 

rials used  in  Paint  and  Color  Manufacture.  12mo,  cloth, . net,  $2 . 00 

JOYN50N,  F.  H.  The  Metals  Used  in  Construction. 

Iron,  Steel,  Bessemer  Metal,  etc.  Illustrated.  12mo,  cloth. . . .75 

Designing  and  Construction  of  Machine  Gearing. 

Illustrated.  8vo,  cloth $2.00 

JUPTNER,  H.  F.  V.  Siderology:  The  Science  of  Iron. 

(The  Constitution  of  Iron  Alloys  and  Iron.)  Translated  from 
the  German.  8vo,  cloth,  345  pages,  illustrated net,  $5 . 00 

KANSAS  CITY  BRIDGE,  THE.  With  an  Account  of 

the  Regimen  of  the  Missouri  River  and  a Description  of  the 
Methods  used  for  Founding  in  that  River,  by  O.  Chanute,  Chief 
Engineer,  and  George  Morison,  Assistant  Engineer.  Illustrated 
with  5 lithographic  views  and  12  plates  of  plans.  4to,  cloth.  $6 . 00 

KAPP,  G.,  C.E.  Electric  Transmission  of  Energy  and 

its  Transformation,  Subdivision  and  Distribution.  A practical 
handbook.  Fourth  Edition,  revised.  12mo,  cloth $3.50 

Dynamos,  Motors,  Alternators  and  Rotary  Con- 
verters. Translated  from  the  third  German  edition,  by  Harold 
H.  Simmons,  A.M.I.E.E.  With  numerous  diagrams  and  figures. 
8vo,  cloth,  507  pages $4.00 

KEIM,  A.  W.  Prevention  of  Dampness  in  Buildings. 

With  Remarks  on  the  Causes,  Nature  and  Effects  of  Saline  Efflo- 
rescences and  Dry  Rot.  For  Architects,  Builders,  Overseers, 
Plasterers,  Painters  and  House  Owners.  Translated  from  the 
second  revised,  German  edition.  With  colored  plates  and  dia- 
grams. 8vo,  cloth,  illustrated,  115  pages net,  $2 . 00 

KELSEY,  W.  R.  Continuous-current  Dynamos  and 

Motors,  and  their  Control:  being  a series  of  articles  reprinted 
from  The  Practical  Engineer,  and  completed  by  W.  R.  Kelsey. 
With  many  figures  and  diagrams.  8vo,  cloth,  illustrated.  . .$2.50 
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KEMP,  J.  F.,  A.B.,  E.M.  (Columbia  Univ.).  A Handbook 

of  Rocks.  For  use  without  the  microscope.  With  a glossary  of 


the  names  of  rocks  and  of  other  lithological  terms.  Third  Edition, 
revised.  8vo,  cloth,  illustrated $1.50 

KEMPE,  H.  R.  The  Electrical  Engineer’s  Pocket-book 

of  Modem  Rules,  Formulae,  Tables  and  Data.  Illustrated. 
32mo,  morocco,  gilt $1.75 

KENNEDY,  R.  Modern  Engines  and  Power  Generators. 


A Practical  Work  on  Prime  Movers  and  the  Transmission  of 
Power:  Steam,  Electric,  Water,  and  Hot-air.  With  tables,  fig- 
ures, and  full-page  engravings.  6 vols.  8vo,  cloth,  illustrated. 

$15.00 

Single  volumes,  each $3.00 

— — Electrical  Installations  of  Electric  Light,  Power, 

Traction,  and  Industrial  Electrical  Machinery.  With  numerous 
diagrams  and  engravings. 

Vol.  I.  The  Electrical  Circuit,  Measurement,  Ele- 

ments of  Motors,  Dynamos,  Electrolysis.  8vo,  cloth,  illus.  . $3.50 

Vol.  II.  Instruments,  Transformers,  Installation  Wir- 

ing, Switches  and  Switchboards.  8vo,  cloth,  illustrated.  .. . $3.50 

Vol.  III.  Production  of  Electrical  Energy,  Prime 

Movers,  Generators  and  Motors.  8vo,  cloth,  illustrated. . . $3.50 

— - — Vol.  IV.  Mechanical  Gearing;  Complete  Electric  In- 
stallations; Electrolytic,  Mining  and  Heating  Apparatus;  Electric 
Traction;  Special  Applications  of  Electric  Motors.  8vo,  cloth, 
illustrated $3.50 

KENNEDY,  R.  Vol.  V.  Apparatus  and  Machinery  used  in 

Telegraphs,  Telephones,  Signals,  Wireless  Telegraph,  X-Rays,  and 

Medical  Science.  8vo,  cloth,  illustrated $3.50 

Complete  sets  of  the  five  volumes $15.00 

KENNELLY,  A.  E.  Theoretical  Elements  of  Electro- 

dynamic Machinery.  8vo,  cloth $1.50 

KINGDON,  J.  A.  Applied  Magnetism.  An  Introduction 

to  the  Design  of  Electromagnetic  Apparatus.  8vo,  cloth.  . $3.00 
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KIN ZBRUNNER,  C.  Alternate  Current  Windings;  Their 

Theory  and  Construction.  A Handbook  for  Students,  Designers, 
and  all  Practical  Men.  8vo,  cloth,  illustrated net,  $1.50 

Continuous  Current  Armatures ; Their  Winding  and 

Construction.  A Handbook  for  Students,  Designers,  and  all 
Practical  Men.  8vo,  cloth,  illustrated net,  $1.50 

KIRKALDY,  W.  G.  Illustrations  of  David  Kirkaldy’s 

System  of  Mechanical  Testing,  as  Originated  and  Carried  on  by 
him  during  a Quarter  of  a Century.  Comprising  a Large  Selec- 
tion of  Tabulated  Results,  showing  the  Strength  and  other  Proper- 
ties of  Materials  used  in  Construction,  with  Explanatory  Text 
and  Historical  Sketch.  Numerous  engravings  and  25  lithographed 
plates.  4to,  cloth $10.00 

KIRKBRIDE,  J.  Engraving  for  Illustration:  Historical 

and  Practical  Notes,  with  illustrations  and  2 plates  by  ink 
photo  process.  8vo,  cloth,  illustrated net,  $1.50 


KIRKWOOD,  J.  P.  Report  on  the  Filtration  of  River 

Waters  for  the  Supply  of  Cities,  as  practised  in  Europe,  made 
to  the  Board  of  Water  Commissioners  of  the  City  of  St.  Louis. 
Illustrated  by  30  double-page  engravings.  4to,  cloth  ....  $7.50 

KLEIN,  J.  F.  Design  of  a High-speed  Steam-engine. 

With  notes,  diagrams,  formulas  and  tables.  Second  Edition, 
revised  and  enlarged.  8vo,  cloth,  illustrated net,  $5.00 

KLEINHANS,  F.  B.  Boiler  Construction.  A Practical  ex- 
planation of  the  best  modern  methods  of  Boiler  Construction, 
from  the  laying  out  of  sheets  to  the  completed  Boiler.  With 
diagrams  and  full-page  engravings.  8vo,  cloth,  illustrated. . $3 .00 


KNIGHT,  A.  M.,  Lieut.-Com.  U.S.N.  Modem  Seaman- 

ship. Illustrated  with  136  full-page  plates  and  diagrams.  8vo, 

cloth,  illustrated.  Second  Edition,  revised net,  $6 . 00 

Half  morocco $7.50 


KNOTT,  C.  G.,  and  MACKAY,  J.  S.  Practical  Mathematics. 

With  numerous  examples,  figures  and  diagrams.  New  Edition. 
8vo,  cloth,  illustrated $2.00 


KOLLER,  T.  The  Utilization  of  Waste  Products.  A 

Treatise  on  the  Rational  Utilization,  Recovery  and  Treatment 
of  Waste  Products  of  all  kinds.  Translated  from  the  German 
second  revised  edition.  With  numerous  diagrams.  8vo,  cloth, 
illustrated net,  $3.50 
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ROLLER,  T.  Cosmetics.  A Handbook  of  the  Manufacture, 

Employment  and  Testing  of  all  Cosmetic  Materials  and  Cosmetic 
Specialties.  Translated  from  the  German  by  Chas.  Salter.  8vo. 
cloth net,  $2 . 50 

KRAUCH,  C.,  Dr.  Testing  of  Chemical  Reagents  for 

Purity.  Authorized  translation  of  the  Third  Edition,  by  J.  A. 
Williamson  and  L.  W.  Dupre.  With  additions  and  emendations 
by  the  author.  8vo,  cloth net,  $4.50 

LAMBERT,  T.  Lead,  and  its  Compounds.  With  tables, 

diagrams  and  folding  plates.  8vo,  cloth net,  $3.50 

Bone  Products  and  Manures.  An  Account  of 

the  most  recent  improvements  in  the  manufacture  of  Fat,  Glue, 
Animal  Charcoal,  Size,  Gelatine  and  Manures.  With  plans  and 
diagrams.  8vo,  cloth,  illustrated net,  $3 . 00 

LAMBORN,  L.  L.  Cottonseed  Products:  A Manual  of  the 

Treatment  of  Cottonseed  for  its  Products  and  Their  Utilization 
in  the  Arts.  With  Tables,  figures,  full-page  plates,  and  a large 
folding  map.  8vo,  cloth,  illustrated net,  $3 . 00 

Modem  Soaps,  Candles,  and  Glycerin.  A practical 

manual  of  modern  methods  of  utilization  of  Fats  and  Oils  in  the 
manufacture  of  Soaps  and  Candles,  and  the  recovery  of  Glycerin. 
8vo,  cloth,  illustrated net,  $7 . 50 

LAMPRECHT,  R.  Recovery  Work  after  Pit  Fires.  A 

description  of  the  principal  methods  pursued,  especially  in  fiery 
mines,  and  of  the  various  appliances  employed,  such  as  respira- 
tory and  rescue  apparatus,  dams,  etc.  With  folding  plates  and 
diagrams.  Translated  from  the  German  by  Charles  Salter.  Svo, 
cloth,  illustrated net,  $4.00 

LARRABEE,  C.  S.  Cipher  and  Secret  Letter  and  Tele- 
graphic Code,  with  Hog’s  Improvements.  The  most  perfect 
Secret  Code  ever  invented  or  discovered.  Impossible  to  read 
without  the  key.  18mo,  cloth GO 

LASSAR-COHN,  Dr.  An  Introduction  to  Modem  Scien- 
tific Chemistry,  in  the  form  of  popular  lectures  suited  to  University 
Extension  Students  and  general  readers.  Translated  from  the 
author’s  corrected  proofs  for  the  second  German  edition,  by 
M.  M.  Pattison  Muir,  M.A.  12mo,  cloth,  illustrated $2.00 
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LATTA,  M.  N.  Gas  Engineering  Practice.  With  figures, 

diagrams  and  tables,  8vo,  cloth,  illustrated.  m Press. 

LEASK,  A.  R.  Breakdowns  at  Sea  and  How  to  Repair 

Them.  With  89  illustrations.  Second  Edition.  8vo,  cloth.  $2 . 00 

— — Triple  and  Quadruple  Expansion  Engines  and  Boilers 

and  their  Management.  With  59  illustrations.  Third  Edition, 
revised.  12mo,  cloth $2.00 

Refrigerating  Machinery:  Its  Principles  and  Man- 

agement. With  64  illustrations.  12mo,  cloth $2.00 

LECKY,  S.  T.  S.  “Wrinkles”  in  Practical  Navigation. 

With  130  illustrations.  8vo,  cloth.  Fourteenth  Edition,  revised 
and  enlarged $8.00 

LEFEVRE,  L.  Architectural  Pottery:  Bricks,  Tiles,  Pipes, 

Enameled  Terra-Cottas,  Ordinary  and  Incrusted  Quarries,  Stone- 
ware Mosaics,  Faiences  and  Architectural  Stoneware.  With 
tables,  plates  and  950  cuts  and  illustrations.  With  a preface  by 
M.  J.-C.  Formige.  Translated  from  the  French,  by  K.  H.  Bird, 
M.A.,  and  W.  Moore  Binns.  4to,  cloth,  illustrated net,  $7.50 

LEHNER,  S.  Ink  Manufacture : including  Writing,  Copy- 
ing, Lithographic,  Marking,  Stamping  and  Laundry  Inks.  Trans- 
lated from  the  fifth  German  edition,  by  Arthur  Morris  and 


Herbert  Robson,  B.Sc.  8vo,  cloth,  illustrated net,  $2.50 

LEMSTROM,  Dr.  Electricity  in  Agriculture  and  Horticul- 
ture. Illustrated net,  $1 . 50 


LEVY,  C.  L.  Electric-light  Primer.  A simple  and  com- 
prehensive digest  of  all  the  most  important  facts  connected  with 
the  running  of  the  dynamo,  and  electric  lights,  with  precautions 
for  safety.  For  the  use  of  persons  whose  duty  it  is  to  look  after 
the  plant.  8vo,  paper 50 

LIVERMORE,  V.  P.,  and  WILLIAMS,  J.  How  to  Become 

a Competent  Motorman.  Being  a Practical  Treatise  on  the 
Proper  Method  of  Operating  a Street  Railway  Motor  Car;  also 
giving  details  how  to  overcome  certain  defects.  16mo,  cloth, 
illustrated,  132  pages $1.00 
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LOBBEN,  P.,  M.E.  Machinists’  and  Draftsmen’s  Hand- 
book, containing  Tables,  Rules,  and  Formulas,  with  numerous 
examples,  explaining  the  principles  of  mathematics  and  mechanics, 
as  applied  to  the  mechanical  trades.  Intended  as  a reference  book 
for  all  interested  in  Mechanical  work.  Illustrated  with  many 
cuts  and  diagrams.  8vo,  cloth $2.50 

LOCKE,  A.  G.  and  C.  G.  A Practical  Treatise  on  the 

Manufacture  of  Sulphuric  Acid.  With  77  constructive  plates, 
drawn  to  scale  measurements,  and  other  illustrations.  Royal 
8vo,  cloth.  $10.00 

LOCKERT,  L.  Petroleum  Motor-cars,  nmo,  cloth,  Si. 50 

LCCKWOOD,  T.  D.  Electricity,  Magnetism,  and  Electro- 
telegraphy. A Practical  Guide  for  Students,  Operators,  and 
Inspectors.  8vo,  cloth . Third  Edition $2.50 

Electrical  Measurement  and  the  Galvanometer:  its 

Construction  and  Uses.  Second  Edition.  32  illustrations.  12mo, 
cloth $1.50 

LODGE,  O.  J.  Elementary  Mechanics,  including  Hydro- 

statics and  Pneumatics.  Revised  Edition.  12mo,  cloth  ...  $1.50 

Signalling  Across  Space,  Without  Wires : being  a 

description  of  the  work  of  Hertz  and  his  successors.  With  numer- 
ous diagrams  and  half-tone  cuts,  and  additional  remarks  con- 
cerning the  application  to  Telegraphy  and  later  developments. 
Third  Edition.  8vo,  cloth,  illustrated net.  $2.00 

LORD,  R.  T.  Decorative  and  Fancy  Fabrics.  A Valuable 

Book  with  designs  and  illustrations  for  manufacturers  and  de- 
signers of  Carpets,  Damask,  Dress  and  all  Textile  Fabrics.  8vo, 
cloth,  illustrated ; net,  $3 . 50 

LORING,  A.  E.  A Handbook  of  the  Electro-magnetic 

Telegraph.  16mo,  cloth,  boards.  N ew  and  enlarged  edition . . .50 

LUCE,  S.  B.  (Com.,  U.  S.  N.).  Text-book  of  Seamanship. 

The  Equipping  and  Handling  of  Vessels  under  Sail  or  Steam. 
For  the  use  of  the  U.  S.  Naval  Academy.  Revised  and  enlarged 
edition,  by  Lieut.  Wm.  S.  Benson.  8vo,  cloth,  illustrated. $10 .00 

LUCKE,  C.  E.  Gas  Engine  Design.  With  figures  and 

diagrams.  Second  Edition,  revised.  8vo,  cloth,  illustrated. 

net,  $3 . 00 


Power,  Cost  and  Plant  Designs  and  Construction. 

In  Press. 
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LUCKE,  C.  E.  Power  Plant  Papers.  Form  I.  The  Steam 

Power  Plant.  Pamphlet  (8X13) net,  $1.50 

LUNGE,  G.,  Ph.D.  Coal-tar  and  Ammonia:  being  the 

third  and  enlarged  edition  of  “A  Treatise  on  the  Distillation  of 
Coal-tar  and  Ammoniacal  Liquor,”  with  numerous  tables,  figures 
and  diagrams.  Thick  8vo,  cloth,  illustrated net,  $15.00 


A Theoretical  and  Practical  Treatise  on  the  Man- 

ufacture of  Sulphuric  Acid  and  Alkali  with  the  Collateral  Branches. 

Vol.  I.  Sulphuric  Acid.  In  two  parts,  not  sold  separately. 

Second  Edition,  revised  and  enlarged.  342  illus.  8vo,  cloth.  . $15 . 00 

Vol.  II.  Salt  Cake,  Hydrochloric  Acid  and  Leblanc 

Soda.  Second  Edition,  revised  and  enlarged.  8vo,  cloth...  $15.00 

Vol.  III.  Ammonia  Soda,  and  various  other  processes 

of  Alkali-making,  and  the  preparation  of  Alkalis,  Chlorine  and 
Chlorates,  by  Electrolysis.  8vo,  cloth.  New  Edition,  1896 . . $15 . 00 

and  HURTER,  F.  The  Alkali  Maker’s  Handbook. 

Tables  and  Analytical  Methods  for  Manufacturers  of  Sulphuric 
Acid,  Nitric  Acid,  Soda,  Potash  and  Ammonia.  Second  Edition. 
12mo,  cloth $3.00 

LUPTON,  A.,  PARR,  G.  D.  A.,  and  PERKIN,  H.  Elec- 
tricity as  Applied  to  Mining.  With  tables,  diagrams  and  folding 
plates.  Second  Edition,  revised  and  enlarged.  8vo,  cloth,  illus- 
trated   net,  $4 . 50 

LUQUER,  L.  M.,  Ph.D.  (Columbia  Univ.).  Minerals  in 

Rock  Sections.  The  Practical  Method  of  Identifying  Minerals  in 
Rock  Sections  with  the  Microscope.  Especially  arranged  for 
Students  in  Technical  and  Scientific  Schools.  Revised  Edition. 
8vo,  cloth,  illustrated net,  $1 .50 

MACKIE,  JOHN.  How  to  Make  a Woolen  Mill  Pay. 

8vo,  cloth net,  $2 . 00 

MACKROW,  C.  The  Naval  Architect’s  and  Ship-builder’s 

Pocket-book  of  Formulae,  Rules,  and  Tables;  and  Engineers’  and 
Surveyors’  Handy  Book  of  Reference.  Eighth  Edition,  revised 
and  enlarged.  16mo,  limp  leather,  illustrated $5.00 


MAGUIRE,  E.,  Capt.,  U.S.A.  The  Attack  and  Defence 

of  Coast  Fortifications,  With  maps  and  numerous  illustrations, 
8vo,  cloth $2.50 
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MAGUIRE,  WM.  R.  Domestic  Sanitary  Drainage  and 

Plumbing  Lectures  on  Practical  Sanitation.  332  illustrations. 
8vo $4.00 

MAILLOUX,  C.  0.  Electro-traction  Machinery.  8vo, 

cloth,  illustrated In  Press. 

MARKS,  E.  C.  R.  Notes  on  the  Construction  of  Cranes 

and  Lifting  Machinery.  With  numerous  diagrams  and  figures. 
New  and  enlarged  edition.  12mo,  cloth net,  $1 . 50 

Notes  on  the  Construction  and  Working  of  Pumps. 

With  figures,  diagrams  and  engravings.  12mo,  cloth,  illus- 
trated  net,  $1.50 

G.  C.  Hydraulic  Power  Engineering.  A Practical 

Manual  on  the  Concentration  and  Transmission  of  Power  by  Hy- 
draulic Machinery.  With  over  200  diagrams  and  tables  8vo, 
cloth,  illustrated $3.50 

MARSH,  C.  F.  Reinforced  Concrete.  With  full-page  and 

folding  plates,  and  512  figures  and  diagrams.  4to,  cloth,  illus- 
trated  net,  $7.00 

MAVER,  W.  American  Telegraphy:  Systems,  Apparatus, 

Operation.  450  illustrations.  8vo,  cloth $5.00 

MAYER,  A.  M.,  Prof.  Lecture  Notes  on  Physics.  8vo, 

cloth $2.00 

McCULLOCH,  R.  S.,  Prof.  Elementary  Treatise  on  the 

Mechanical  Theory  of  Heat,  and  its  application  to  Air  and  Steam- 
engines.  8vo,  cloth $3.50 

McINTOSH,  J.  G.  Technology  of  Sugar.  A Practical  Treatise 

on  the  Manufacture  of  Sugar  from  the  Sugar-cane  and  Sugar- 
beet.  With  diagrams  and  tables.  8vo,  cloth,  illustrated . net,  $4 . 50 

Manufacture  of  Varnishes  and  Kindred  Industries. 

Based  on  and  including  the  “Drying  Oils  and  Varnishes,”  of 
Ach.  Livache.  Volume  I.  Oil  Crushing,  Refining  and  Boiling, 
Manufacture  of  Linoleum,  Printing  and  Lithographic  Inks,  and 
India-rubber  Substitutes.  Second  greatly  enlarged  English  Edi- 
tion. 8vo,  cloth,  illustrated net,  $3.50 

(To  be  complete  in  three  volumes.)  r 
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McNEILL,  B.  McNeill’s  Code.  Arranged  to  meet  the 

requirements  of  Mining,  Metallurgical  and  Civil  Engineers,  Direc- 
tors of  Mining,  Smelting  and  other  Companies,  Bankers,  Stock 
and  Share  Brokers,  Solicitors,  Accountants,  Financiers  and 
General  Merchants.  Safety  and  Secrecy.  8vo,  cloth.  ...  $6.00 

McPHERSON,  J.  A.,  A.  M.  Inst.  C.  E.  Waterworks 

Distribution.  A practical  guide  to  the  laying  out  of  systems  of 
distributing  mains  for  the  supply  of  water  to  cities  and  towns 
With  tables,  folding  plates  and  numerous  full-page  diagrams 
8vo,  cloth,  illustrated $2.50 

MERCK,  E.  Chemical  Reagents:  Their  Purity  and  Tests. 

In  Press. 

MERRITT,  WM.  H.  Field  Testing  for  Gold  and  Silver. 

A Practical  Manual  for  Prospectors  and  Miners.  With  numerous 
half-tone  cuts,  figures  and  tables.  16mo,  limp  leather,  illus- 
trated  $1.50 

METAL  TURNING.  By  a Foreman  Pattern-maker.  Illus- 

trated with  81  engravings.  12mo,  cloth $1.50 

MICHELL,  S.  Mine  Drainage:  being  a Complete  Prac- 
tical Treatise  on  Direct-acting  Underground  Steam  Pumping 
Machinery.  Containing  many  folding  plates,  diagrams  and 
tables.  Second  Edition,  rewritten  and  enlarged.  Thick  8vo, 
cloth,  illustrated $10.00 

MIERZINSKI,  S.,  Dr.  Waterproofing  of  Fabrics.  Trans- 

lated from  the  German  by  Arthur  Morris  and  Herbert  Robson. 
With  diagrams  and  figures.  8vo,  cloth,  illustrated.  . . net,  $2.50 

MILLER,  E.  H.  (Columbia  Univ.).  Quantitative  Analysis 

for  Mining  Engineers.  8vo,  cloth net,  $1.50 

MINIFIE,  W.  Mechanical  Drawing.  A Text-book  of 

Geometrical  Drawing  for  the  use  of  Mechanics  and  Schools,  in 
which  the  Definitions  and  Rules  of  Geometry  are  familiarly  ex- 
plained; the  Practical  Problems  are  arranged  from  the  most 
simple  to  the  more  complex,  and  in  their  description  technicalities 
are  avoided  as  much  as  possible.  With  illustrations  for  drawing 
Plans,  Sections,  and  Elevations  of  Railways  and  Machinery;  an 
Introduction  to  Isometrical  Drawing,  and  an  Essay  on  Linear 
Perspective  and  Shadows.  Illustrated  with  over  200  diagrams 
engraved  on  steel.  Tenth  Thousand,  revised.  With  an  Appen- 
dix on  the  Theory  and  Application  of  Colors.  8vo,  cloth.  . $4.00 
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MINIFIE,  W.  Geometrical  Drawing.  Abridged  from  the 

octavo  edition,  for  the  use  of  schools.  Illustrated  with  48  steel 
plates.  Ninth  Edition.  12mo,  cloth $2.00 

MODERN  METEOROLOGY.  A Series  of  Six  Lectures, 

delivered  under  the  auspices  of  the  Meteorological  Society  in 
1870.  Illustrated.  12mo,  cloth $1.50 

MOORE,  E.  C.  S.  New  Tables  for  the  Complete  Solu- 
tion of  Ganguillet  and  Kutter’s  Formula  for  the  flow  of  liquids  in 
open  channels,  pipes,  sewers  and  conduits.  In  two  parts.  Part  I, 
arranged  for  1080  inclinations  from  1 over  1 to  1 over  21,120  for 
fifteen  different  values  of  (n).  Part  II,  for  use  with  all  other 
values  of  ( n ).  With  large  folding  diagram.  8vo,  cloth,  illus- 
trated  net,  $5 . 00 

MOREING,  C.  A.,  and  NEAL,  T.  New  General  and  Mining 

Telegraph  Code.  676  pages,  alphabetically  arranged.  For  the 
use  of  mining  companies,  mining  engineers,  stock  brokers,  financial 
agents,  and  trust  and  finance  companies.  Eighth  Edition.  8vo, 
cloth $5.00 

MOSES,  A.  J.  The  Characters  of  Crystals.  An  Intro- 
duction to  Physical  Crystallography,  containing  321  illustrations 
and  diagrams.  8vo net,  $2.00 

and  PARSONS,  C.  L.  Elements  of  Mineralogy, 

Crystallography  and  Blowpipe  Analysis  from  a Practical  Stand- 
point. Third  Enlarged  Edition.  8vo,  cloth,  336  illustrations, 

net,  $2.50 

MOSS,  S.  A.  Elements  of  Gas  Engine  Design.  Reprint 

of  a Set  of  Notes  accompanying  a Course  of  Lectures  delivered 
at  Cornell  University  in  1902.  16mo,  cloth,  illustrated.  (Van 


Nostrand’s  Science  Series) $0.50 

MOSS,  S.  A.  The  Lay-out  of  Corliss  Valve  Gears.  (Van 

Nostrand’s  Science  Series.)  16mo,  cloth,  illustrated $0.50 


MULLIN,  J.  P.,  M.E.  Modern  Moulding  and  Pattern- 
making. A Practical  Treatise  upon  Pattern-shop  and  Foundry 
Work:  embracing  the  Moulding  of  Pulleys,  Spur  Gears,  Worm 
Gears,  Balance-wheels,  Stationary  Engine  and  Locomotive 
Cylinders,  Globe  Valves,  Tool  Work,  Mining  Machinery,  Screw 
Propellers,  Pattern-shop  Machinery,  and  the  latest  improve- 
ments in  English  and  American  Cupolas;  together  -with  a large 
collection  of  original  and  carefully  selected  Rules  and  Tables 
for  every-day  use  in  the  Drawing  Office,  Pattern-shop  and  Foundry. 
12mo,  cloth,  illustrated $2.50 
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MUNRO,  J.,  C.E.,  and  JAMIESON,  A.,  C.E.  A Pocket- 

book  of  Electrical  Rules  and  Tables  for  the  use  of  Electricians 
and  Engineers.  Fifteenth  Edition,  revised  and  enlarged.  With 
numerous  diagrams.  Pocket  size.  Leather $2.50 

MURPHY,  J.  G.,  M.E.  Practical  Mining.  A Field  Manual 

for  Mining  Engineers.  With  Hints  for  Investors  in  Mining 
Properties.  16mo,  cloth $1.00 

NAQUET,  A.  Legal  Chemistry.  A Guide  to  the  Detection 

of  Poisons,  Falsification  of  Writings,  Adulteration  of  Alimentary 
and  Pharmaceutical  Substances,  Analysis  of  Ashes,  and  Exami- 
nation of  Hair,  Coins,  Arms  and  Stains,  as  applied  to  Chemical 
Jurisprudence,  for  the  use  of  Chemists,  Physicians,  Lawyers, 
Pharmacists  and  Experts.  Translated,  with  additions,  including 
a list  of  books  and  memoirs  on  Toxicology,  etc.,  from  the  French, 
by  J.  P.  Battershall,  Ph.D.,  with  a Preface  by  C.  F.  Chandler, 
Ph.D.,  M.D.,  LL.D.  12mo,  cloth $2.00 

NASMITH,  J.  The  Student’s  Cotton  Spinning.  Third 

Edition,  revised  and  enlarged.  8vo,  cloth,  622  pages,  250  illus- 
trations  $3.00 

NEUBURGER,  H.,  and  NOALHAT,  H.  Technology  of 

Petroleum.  The  Oil  Fields  of  the  World:  their  History,  Geog- 
raphy and  Geology.  Annual  Production,  Prospection  and  Develop- 
ment; Oil-well  Drilling;  Transportation  of  Petroleum  by  Land 
and  Sea.  Storage  of  Petroleum.  With  153  illustrations  and  25 
plates.  Translated  from  the  French,  by  John  Geddes  McIntosh. 
8vo,  cloth,  illustrated net,  $10.00 

NEWALL,  J.  W.  Plain  Practical  Directions  for  Drawing, 

Sizing  and  Cutting  Bevel-gears,  showing  how  the  Teeth  may 
be  cut  in  a Plain  Milling  Machine  or  Gear  Cutter  so  as  to  give 
them  a correct  shape  from  end  to  end;  and  showing  how  to  get 
out  all  particulars  for  the  Workshop  without  making  any  Draw- 
ings. Including  a Full  Set  of  Tables  of  Reference.  Folding 
plates.  8vo,  cloth $1.50 

NEWLANDS,  J.  The  Carpenters’  and  Joiners’  Assistant: 

being  a Comprehensive  Treatise  on  the  Selection,  Preparation 
and  Strength  of  Materials,  and  the  Mechanical  Principles  of 
Framing,  with  their  application  in  Carpentry,  Joinery  and 
Hand-railing;  also,  a Complete  Treatise  on  Sines;  and  an  Illus- 
trated Glossary  of  Terms  used  in  Architecture  and  Building. 
Illustrated.  Folio,  half  morocco $15.00 
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NIPHER,  F.  E.,  A.M.  Theory  of  Magnetic  Measurements, 

with  an  Appendix  on  the  Method  of  Least  Squares.  12mo, 
cloth $1.00 

NOLL,  AUGUSTUS.  How  to  Wire  Buildings:  A Manual 

of  the  Art  of  Interior  Wiring.  With  many  illustrations.  Fourth 
Edition.  8vo,  cloth,  illustrated $1.50 

NUGENT,  E.  Treatise  on  Optics;  or,  Light  and  Sight 

Theoretically  and  Practically  Treated,  with  the  Application  to 
Fine  Art  and  Industrial  Pursuits.  With  103  illustrations.  12mo, 
cloth $1.50 

O’CONNOR,  H.  The  Gas  Engineer’s  Pocket-book.  Com- 
prising Tables,  Notes  and  Memoranda  relating  to  the  Manu- 
facture. Distribution  and  Use  of  Coal-gas  and  the  Construction 
of  Gas-works.  Second  Edition,  revised.  12mo,  full  leather,  gilt 
edges $3.50 

OLSEN,  J.  C.,  Prof.  Text-book  of  Quantitative  Chemical 

Analysis  by  Gravimetric,  Electrolytic,  Volumetric  and  Gasometric 
Methods.  With  Seventy-two  Laboratory  Exercises  giving  the 
Analysis  of  Pure  Salts,  Alloys,  Minerals  and  Technical  Products. 
With  numerous  figures  and  diagrams.  Second  Edition,  revised. 
8vo,  cloth net,  $4 . 00 

OSBORN,  F.  C.  Tables  of  Moments  of  Inertia,  and  Squares 

of  Radii  of  Gyration;  supplemented  by  others  on  the  Ultimate 
and  Safe  Strength  of  Wrought-iron  Columns,  Safe  Strength  of 
Timber  Beams,  and  Constants  for  readily  obtaining  the  Shearing 
Stresses,  Reactions  and  Bending  Moments  in  Swing  Bridges. 
Fifth  Edition.  12mo,  leather net,  $3.00 

OUDIN,  M.  A.  Standard  Polyphase  Apparatus  and  Systems. 

With  many  diagrams  and  figures.  Third  Edition,  thoroughly 
revised.  Fully  illustrated $3  00 

PALAZ,  A.,  Sc.D.  A Treatise  on  Industrial  Photometry, 

with  special  application  to  Electric  Lighting.  Authorized  trans- 
lation from  the  French  by  George  W.  Patterson,  Jr.  Second 
Edition,  revised.  8vo,  cloth,  illustrated $4.00 

PAMELY,  C.  Colliery  Manager’s  Handbook.  A Compre- 
hensive treatise  on  the  Laying-out  and  Working  of  Collieries. 
Designed  as  a book  of  reference  for  colliery  managers  and  for  the 
use  of  coal-mining  students  preparing  for  first-class  certificates. 
Fifth  Edition,  revised  and  enlarged.  Containing  over  1,000  dia- 
grams, plans,  and  engravings.  8vo,  cloth,  illustrated,  .net,  $10.00 
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PARR,  G.  D.  A.  Electrical  Engineering  Measuring  Instru- 
ments, for  Commercial  and  Laboratory  Purposes.  With  370 
diagrams  and  engravings.  8vo,  cloth,  illustrated net,  $3.50 

PARRY,  E.  J.,  B.Sc,  The  Chemistry  of  Essential  Oils 

and  Artificial  Perfumes.  Being  an  attempt  to  group  together 
the  more  important  of  the  published  facts  connected  with  the 
subject;  also  giving  an  outline  of  the  principles  involved  in  the 
preparation  and  analysis  of  Essential  Oils.  With  numerous  dia- 
grams and  tables.  8vo,  cloth,  illustrated net,  $5.00 

and  COSTE,  J.  H.  Chemistry  of  Pigments.  With 

tables  and  figures.  8vo,  cloth net,  $4.50 

PARRY,  L.  A.,  M.D.  The  Risks  and  Dangers  of  Various 

Occupations  and  their  Prevention.  A book  that  should  be  in 
the  hands  of  manufacturers,  the  medical  profession,  sanitary 
inspectors,  medical  officers  of  health,  managers  of  works,  foremen 
and  workmen.  8vo,  cloth net,  $3 . 00 

PARSHALL,  H.  F.,  and  HOBART,  H.  M.  Armature 

Windings  of  Electric  Machines.  With  140  full-page  plates,  65 
tables  and  165  pages  of  descriptive  letter-press.  4to,  cloth . $7.50 

and  PARRY,  E.  Electrical  Equipment  of  Tramways. 

In  Press. 

PASSMORE,  A.  C.  Handbook  of  Technical  Terms  used 

in  Architecture  and  Building,  and  their  Allied  Trades  and  Sub- 
jects. 8vo,  cloth net,  $3 . 50 

PATERSON,  D.,  F.C.S.  The  Color  Printing  of  Carpet 

Yarns.  A useful  manual  for  color  chemists  and  textile  printers. 
With  numerous  illustrations.  8vo,  cloth,  illustrated.  . . net,  $3.50 

Color  Matching  on  Textiles.  A Manual  intended  for 

the  use  of  Dyers,  Calico  Printers,  and  Textile  Color  Chemists. 
Containing  colored  frontispiece  and  9 illustrations,  and  14  dyed 
patterns  in  appendix.  8vo,  cloth,  illustrated net,  $3.00 

The  Science  of  Color  Mixing.  A Manual  intended 

for  the  use  of  Dyers,  Calico  Printers,  and  Color  Chemists.  With 
figures,  tables,  and  colored  plate.  8vo,  cloth,  illustrated . net,  $3 . 00 

PATTEN,  J.  A Plan  for  Increasing  the  Humidity  of 

the  Arid  Region  and  the  Utilization  of  Some  of  the  Great  Rivers 
of  the  United  States  for  Power  and  other  Purposes.  A paper 
communicated  to  the  National  Irrigation  Congress,  Ogden,  Utah. 
Sept.  12,  1903.  4to,  pamphlet,  20  pages,  with  7 maps.  . . $1.00 
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PATTON,  H.  B.  Lecture  Notes  on  Crystallography 

Revised  Edition,  largely  rewritten.  Prepared  for  use  of  the  stu- 
dents at  the  Colorado  School  of  Mines.  With  blank  pages  for 
note-taking.  8 vo,  cloth net  $ 1.25 

PAULDING,  C.  P.  Practical  Laws  and  Data  on  the  Con- 
densation of  Steam  in  Covered  and  Bare  Pipes;  to  which  is  added 
a translation  of  Peclet’s  “Theory  and  Experiments  on  the  Trans- 
mission of  Heat  Through  Insulating  Materials.”  8vo,  cloth, 
illustrated,  102  pages net,  $2.00 

Transmission  of  Heat  through  Cold-storage  Insula- 
tion: Formulas,  Principles,  and  Data  Relating  to  Insulation  of 
Every  Kind.  A Manual  for  refrigerating  engineers.  With  tables 
and  diagrams.  12mo,  cloth,  illustrated net,  SI  .00 

PEIRCE,  B.  System  of  Analytic  Mechanics.  4to, 

cloth S10.00 

PERRINE,  F.  A.  C.,  A.M.,  D.Sc.  Conductors  for  Elec- 
trical Distribution:  their  Manufacture  and  Materials,  the  Calcu- 
lation of  Circuits,  Pole  Line  Construction,  Underground  Working 
and  other  Uses.  With  numerous  diagrams  and  engravings.  8vo, 
cloth,  illustrated,  287  pages net,  $3 . 50 

PERRY,  J.  Applied  Mechanics.  A Treatise  for  the  Use 

of  students  who  have  time  to  work  experimental,  numerical,  and 
graphical  exercises  illustrating  the  subject.  8vo,  cloth,  650 
pages net,  $2. 50 

PHILLIPS,  J.  Engineering  Chemistry.  A Practical 

Treatise  for  the  use  of  Analytical  Chemists,  Engineers,  Iron 
Masters,  Iron  Founders,  students  and  others.  Comprising  methods 
of  Analysis  and  Valuation  of  the  principal  materials  used  in 
Engineering  works,  with  numerous  Analyses,  Examples,  and 
Suggestions.  Illustrated.  Third  Edition,  revised  and  enlarged. 
8vo,  cloth net,  $4 . 50 

Gold  Assaying.  A Practical  Handbook  giving  the 

Modus  Operandi  for  the  Accurate  Assay  of  Auriferous  Ores  and 
Bullion,  and  the  Chemical  Tests  required  in  the  Processes  of 
Extraction  by  Amalgamation,  Cyanidation,  and  Chlorination. 
With  an  appendix  of  tables  and  statistics  and  numerous  diagrams 
and  engravings.  8vo,  cloth,  illustrated net,  82.50 

PHIN,  J.  Seven  Follies  of  Science.  A Popular  Account 

of  the  most  famous  scientific  impossibilities  and  the  attempts 
which  have  been  made  to  solve  them;  to  which  is  added  a small 
Budget  of  Interesting  Paradoxes,  Illusions,  and  Marvels.  With 
numerous  illustrations.  8vo,  cloth,  illustrated net,  81 .25 
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PICKWORTH,  C.  N.  The  Indicator  Handbook.  A Prac- 
tical Manual  for  Engineers.  Part  I.  The  Indicator:  its  Con- 
struction and  Application.  81  illustrations.  12mo,  cloth.  $1.50 

The  Indicator  Handbook.  Part  II.  The  Indicator 

Diagram,:  its  Analysis  and  Calculation.  With  tables  and  figures. 


12mo,  cloth,  illustrated $1.50 

Logarithms  for  Beginners.  8vo,  boards So. 50 


The  Slide  Rule.  A Practical  Manual  of  Instruction  for 

all  Users  of  the  Modern  Type  of  Slide  Rule,  containing  Succinct 
Explanation  of  the  Principle  of  Slide-rule  Computation,  together 
with  Numerous  Rules  and  Practical  Illustrations,  exhibiting  the 
Application  of  the  Instrument  to  the  Every-day  Work  of  the 
Engineer — Civil,  Mechanical  and  Electrical.  Seventh  Edition. 
12mo,  flexible  cloth $1.00 

Plane  Table,  The.  Its  Uses  in  Topographical  Survey- 

ing. From  the  Papers  of  the  United  States  Coast  Survey. 

Illustrated.  8 vo,  cloth $2.00 

“This  work  gives  a description  of  the  Plane  Table  employed  at 
the  United  States  Coast  Survey  office,  and  the  manner  of  using  it.” 

PLATTNER’S  Manual  of  Qualitative  and  Quantitative 

Analysis  with  the  Blow-pipe.  Eighth  Edition,  revised.  Translated 
by  Henry  B.  Cornwall,  E.M.,  Ph.D.,  assisted  by  John  H.  Caswell, 
A.M.  From  the  sixth  German  edition,  by  Prof.  Friederich  Kol- 
beck.  With  87  woodcuts.  463  pages.  8 vo,  cloth net,  $4.00 

PLYMPTON,  GEO.  W.,  Prof.  The  Aneroid  Barometer: 

its  Construction  and  Use.  Compiled  from  several  sources. 
Eighth  Edition,  revised  and  enlarged.  16mo,  boards,  illus- 
trated  $0.50 

POCKET  LOGARITHMS,  to  Four  Places  of  Decimals, 

including  Logarithms  o£  Numbers,  and  Logarithmic  Sines  and 
Tangents  to  Single  Minutes.  To  which  is  added  a Table  of 
Natural  Sines,  Tangents,  and  Co-tangents.  16mo,  boards.  $0.50 

POPE,  F.  L.  Modern  Practice  of  the  Electric  Telegraph. 

A Technical  Handbook  for  Electricians,  Managers  and  Operators. 
Fifteenth  Edition,  rewritten  and  enlarged,  and  fully  illustrated.  8vo, 
cloth $1.50 

POPPLEWELL,  W.  C.  Elementary  Treatise  on  Heat  and 

Heat  Engines.  Specially  adapted  for  engineers  and  students  of 
engineering.  12mo,  cloth,  illustrated $3.00 
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POPPLEWELL,  W.  C.  Prevention  of  Smoke,  combined 

with  the  Economical  Combustion  of  Fuel.  With  diagrams, 
figures  and  tables.  8vo,  cloth  illustrated net,  $3.50 

Practical  Compounding  of  Oils,  Tallow  and  Grease,  for 

Lubrication,  etc.  By  an  Expert  Oil  Refiner.  8vo,  cloth . net,  $3 . 50 

Practical  Iron  Founding.  By  the  Author  of  “ Pattern 

Making,”  etc.  Illustrated  with  over  100  engravings.  Third 
Edition.  12mo,  cloth $1.50 

PRAY,  T.,  Jr.  Twenty  Years  with  the  Indicator:  being 

a Practical  Text-book  for  the  Engineer  or  the  Student,  with  no 
complex  Formulae.  Illustrated.  8 vo,  cloth $2 . 5 j 

Steam  Tables  and  Engine  Constant.  Compiled  from 

Regnault,  Rankine  and  Dixon  directly,  making  use  of  the 
exact  records.  8vo,  cloth $2.00 

PREECE,  W.  H.  Electric  Lamps In  Press. 

and  STUBBS,  A.  T.  Manual  of  Telephony.  Illus- 

trations and  plates.  12mo,  cloth $4.50 

PRELINI,  C.,  C.E.  Earth  and  Rock  Excavation.  A Manual 

for  Engineers,  Contractors,  and  Engineering  Students.  With 
tables  and  many  diagrams  and  engravings.  8vo,  cloth,  illustrated. 

net,  $3 . 00 

Retaining  Walls  and  Dams.  8vo,  cloth,  illustrated. 

In  Press. 

Tunneling.  A Practical  Treatise  containing  149 

Working  Drawings  and  Figures.  With  additions  by  Charles  S. 
Hill,  C.E.,  Associate  Editor  “Engineering  News.”  311  pages. 
Second  Edition,  revised.  8vo,  cloth,  illustrated $3.00 

PREMIER  CODE.  (See  Hawke,  Wm.  H.) 

PRESCOTT,  A.  B.,  Prof.  Organic  Analysis.  A Manual 

of  the  Descriptive  and  Analytical  Chemistry  of  certain  Carbon 
Compounds  in  Common  Use;  a Guide  in  the  Qualitative  and 
Quantitative  Analysis  of  Organic  Materials  in  Commercial  and 
Pharmaceutical  Assays,  in  the  Estimation  of  Impurities  under 
Authorized  Standards,  and  in  Forensic  Examinations  for  Poisons, 
with  Directions  for  Elementary  Organic  Analysis.  Fifth  Edi- 
tion. 8vo,  cloth $5.00 
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PRESCOTT,  A.  B.,  Prof.  Outlines  of  Proximate  Organic 

Analysis,  for  the  Identification,  Separation  and  Quantitative 
Determination  of  the  more  commonly  occurring  Organic  Com- 
pounds. Fourth  Edition.  12mo,  cloth $1.75 

and  JOHNSON,  0.  C.  Qualitative  Chemical  Analysis. 

A Guide  in  Qualitative  Work,  with  Data  for  Analytical  Opera- 
tions, and  Laboratory  Methods  in  Inorganic  Chemistry.  Sixth 
revised  and  enlarged  Edition,  entirely  rewritten,  with  an  appendix 
by  H.  H.  Willard,  containing  a few  improved  methods  of  analysis. 
8vo,  cloth net,  $3 . 50 

and  SULLIVAN,  E.  C.  (University  of  Michigan).  First 

Book  in  Qualitative  Chemistry.  For  Studies  of  Water  Solution 
and  Mass  Action.  Twelfth  Edition,  entirely  rewritten.  12mo, 
cloth net,  $1 .50 

PRITCHARD,  0.  G.  The  Manufacture  of  Electric-light 

Carbons.  Illustrated.  8vo,  paper $0.60 

PROST,  E.  Manual  of  Chemical  Analysis  as  Applied  to 

the  Assay  of  Fuels,  Ores,  Metals,  Alloys,  Salts,  and  other  Mineral 
Products.  Translated  from  the  original  by  J.  C.  Smith.  Part 
I,  Fuels,  Waters,  Ores,  Salts,  and  other  mineral  industrial  prod- 
ucts; Part  II,  Metals;  Part  III,  Alloys.  8vo,  cloth. . .net,  $4.50 

PULLEN,  W.  W.  F.  Application  of  Graphic  Methods 

to  the  Design  of  Structures.  Specially  prepared  for  the  use  of 
Engineers.  A Treatment  by  Graphic  Methods  of  the  Forces 
and  Principles  necessary  for  consideration  in  the  Design  of  En- 
gineering Structures,  Roofs,  Bridges,  Trusses,  Framed  Structures, 
Wells.  Dams,  Chimneys,  and  Masonry  Structures.  12mo,  cloth, 
profusely  illustrated net,  $2.50 

PULSIFER,  W.  H.  Notes  for  a History  of  Lead.  8vo, 

cloth,  gilt , top $4.00 

PUTSCH,  A.  Gas  and  Coal-dust  Firing.  A Critical  Review 

of  the  Various  Appliances  Patented  in  Germany  for  this  Purpose 
since  1885.  With  diagrams  and  figures.  Translated  from  the 
German  by  Charles  Salter.  8vo,  cloth,  illustrated net,  $3.00 

PYNCHON,  T.  R.,  Prof.  Introduction  to  Chemical  Physics, 

designed  for  the  use  of  Academies,  Colleges  and  High  Schools. 
Illustrated  with  numerous  engravings,  and  containing  copious 
experiments,  with  directions  for  preparing  them.  New  Edition, 
revised  and  enlarged,  and  illustrated  by  269  wood  engravings.  8vo, 
cloth $3.00 
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RADFORD,  C.  S.,  Lieut.  Handbook  on  Naval  Gunnery. 

Prepared  by  Authority  of  the  Navy  Department.  For  the  use 
of  U.  S.  Navy,  U.  S.  Marine  Corps,  and  U.  S.  Naval  Reserves. 
Revised  and  enlarged,  with  the  assistance  of  Stokely  Morgan, 
Lieut.  U.  S.  N.  Third  Edition,  revised  and  enlarged.  12mo, 


flexible  leather net , $2 . 00 

RAFTER,  G.  W.  Treatment  of  Septic  Sewage  ( Van 

Nostrand’s  Science  Series,  No.  118).  16mo,  cloth $0.50 


Tables  for  Sewerage  and  Hydraulic  Engineers,  In  Press . 

and  BAKER,  M.  N.  Sewage  Disposal  in  the  United 

States.  Illustrations  and  folding  plates.  Third  Edition.  8vo, 
cloth $6.00 

RAM,  G.  S.  The  Incandescent  Lamp  and  its  Manufac- 
ture. 8vo,  cloth net)  $3.00 

RAMP,  H.  M.  Foundry  Practice In  Press . 

RANDALL,  J.  E.  A Practical  Treatise  on  the  Incan- 

descent Lamp.  16mo,  cloth,  illustrated $0.50 

RANDALL,  P.  M.  Quartz  Operator’s  Handbook.  New 

Edition,  revised  and  enlarged,  fully  illustrated.  12mo,  cloth,  $2.00 

RANDAU,  P.  Enamels  and  Enamelling.  An  introduction 

to  the  preparation  and  application  of  all  kinds  of  enamels  for 
technical  and  artistic  purposes.  For  enamel-makers,  workers 
in  gold  and  silver,  and  manufacturers  of  objects  of  art.  Third 
German  Edition.  Translated  by  Charles  Salter.  With  figures, 
diagrams  and  tables.  8vo,  cloth,  illustrated net,  S4 . 00 

RANKINE,  W.  J.  M.  Applied  Mechanics.  Comprising 

the  Principles  of  Statics  and  Cinematics,  and  Theory  of  Struc- 
tures, Mechanism,  and  Machines.  With  numerous  diagrams. 
Seventeenth  Edition,  thoroughly  revised  by  W.  J.  Millar.  8vo, 
cloth $5.00 

Civil  Engineering.  Comprising  Engineering  Sur- 
veys, Earthwork,  Foundations,  Masonry,  Carpentry,  Metal- 
work, Roads,  Railways,  Canals,  Rivers,  Water-works,  Harbors, 
etc.  With  numerous  tables  and  illustrations.  Twenty-first 
Edition,  thoroughly  revised  by  W.  J.  Millar.  8vo,  cloth.  ...  $6.50 
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RANKINE,  W.  J.  M.  Machinery  and  Millwork.  Compris- 
ing the  Geometry,  Motions,  Work,  Strength,  Construction,  and 
Objects  of  Machines,  etc.  Illustrated  with  nearly  300  woodcuts. 
Seventh  Edition,  thoroughly  revised  by  W.  J.  Millar.  8vo,  cloth. 

$5.00 

The  Steam-engine  and  Other  Prime  Movers.  With 

diagram  of  the  Mechanical  Properties  of  Steam.  Folding  plates, 
numerous  tables  and  illustrations.  Fifteenth  Edition,  thor- 
oughly revised  by  W.  J.  Millar.  8vo,  cloth $5.00 

Useful  Rules  and  Tables  for  Engineers  and  Others. 

With  Appendix,  Tables,  Tests  and  Formula  for  the  use  of  Elec- 
trical Engineers.  Comprising  Submarine  Electrical  Engineering, 
Electric  Lighting  and  Transmission  of  Power.  By  Andrew 
Jamieson,  C.E.,  F.R.S.E.  Seventh  Edition,  thoroughly  revised 
by  W.  J.  Millar.  8vo,  cloth $4.00 

and  BAMBER,  E.  F.,  C.E.  A Mechanical  Text-book. 

With  numerous  illustrations.  Fifth  Edition.  8vo,  cloth.  . $3.50 

RAPHAEL,  F.  C.  Localization  of  Faults  in  Electric 

Light  and  Power  Mains,  with  chapters  on  Insulation  Testing. 
With  figures  and  diagrams.  Second  Edition,  revised.  8vo, 
cloth,  illustrated net,  $3 . 00 

RATEAU,  A.  Experimental  Researches  on  the  Flow  of 

Steam  through  Nozzles  and  Orifices,  to  which  is  added  a note  on 
the  Flow  of  Hot  Water.  (Extrait  des  Annales  des  Mines,  Janu- 
ary, 1902.)  Authorized  translation  by  H.  Boyd  Brydon.  With 
figures,  tables,  and  folding  plates.  8vo,  cloth,  illustrated. 

net,  $1.50 

RAUTENSTRAUCH,  Prof.  W.  Syllabus  of  Lectures  and 

Notes  on  the  Elements  of  Machine  Design.  With  blank  pages 
for  note-taking.  8vo,  cloth,  illustrated net,  $1.50 

RAYMOND,  E.  B.  Alternating-current  Engineering  Prac- 
tically Treated.  With  numerous  diagrams  and  figures.  Second 
Edition.  12mo,  cloth net,  $2.50 

RAYNER,  H.  Silk  Throwing  and  Waste  Silk  Spinning. 

With  numerous  diagrams  and  figures.  8vo,  cloth,  illustrated, 

net,  $2.50 

RECIPES  for  the  Color,  Paint,  Varnish,  Oil,  Soap  and 

Drysaltery  Trades.  Compiled  by  an  Analytical  Chemist.  8vo, 
cloth $3.50 
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RECIPES  FOR  FLINT  GLASS  MAKING.  Being  Leaves 

from  the  mixing-book  of  several  experts  in  the  Flint  Glass  Trade. 
Containing  up-to-date  recipes  and  valuable  information  as  to 
Crystal,  Demi-crystal,  and  Colored  Glass  in  its  many  varieties. 
It  contains  the  recipes  for  cheap  metal  suited  to  pressing,  blowing, 
etc.,  as  well  as  the  most  costly  Crystal  and  Ruby.  British  manu- 
facturers have  kept  up  the  quality  of  this  glass  from  the  arrival  of 
the  Venetians  to  Hungry  Hill,  Stourbridge,  up  to  the  present 
time.  The  book  also  contains  remarks  as  to  the  result  of  the 
metal  as  it  left  the  pots  by  the  respective  metal  mixers,  taken 
from  their  own  memoranda  upon  tne  originals.  Compiled  by 
a British  Glass  Master  and  Mixer.  12mo,  cloth net,  $4.50 

REED’S  ENGINEERS’  HANDBOOK  to  the  Local  Marine 

Board  Examinations  for  Certificates  of  Competency  as  First  and 
Second  Class  Engineers.  By  W.  H.  Thom.  With  the  answers 
to  the  Elementary  Questions.  Illustrated  by  358  diagrams 
and  37  large  plates.  Seventeenth  Edition,  revised  and  enlarged. 
8vo,  cloth $5.00 

Key  to  the  Seventeenth  Edition  of  Reed’s  Engineers’ 

Handbook  to  the  Board  of  Trade  Examination  for  First  and 
Second  Class  Engineers,  and  containing  the  workings  of  all  the 
questions  given  in  the  examination  papers.  By  W.  H.  Thom. 
8vo,  cloth.  $3.00 

REED.  Useful  Hints  to  Sea-going  Engineers,  and  How  to 

Repair  and  Avoid  “Breakdowns”;  also  appendices  containing 
Boiler  Explosions,  Useful  Formulae,  etc.  ' With  42  diagrams 
and  8 plates.  Third  Edition , revised  and  enlarged.  12mo, 
cloth $1.50 

Marine  Boilers.  A Treatise  on  the  Causes  and  Pre- 
vention of  their  Priming,  w'th  Remarks  on  their  General  Manage- 
ment. 12mo,  cloth,  illustrated $2.00 

REINHARDT,  C.  W.  Lettering  for  Draftsmen,  Engineers, 

and  Students.  A Practical  System  of  Free-hand  Lettering  for 
Working  Drawings.  Revised  and  enlarged  edition.  Eighteenth 
Thousand.  Oblong  boards $1.00 

The  Technic  of  Mechanical  Drafting.  A Practical 

guide  to  neat,  correct  and  legible  drawing,  containing  many  illus- 
trations, diagrams  and  full-page  plates.  4to,  cloth,  illus. . . $1.00 

REISER,  F.  Hardening  and  Tempering  of  Steel,  in  Theory 

and  Practice.  Translated  from  the  German  of  the  third  and 
enlarged  edition,  by  Arthur  Morris  and  Herbert  Robson.  8vo, 
cloth,  120  pages $2.50 
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REISER,  N.  Faults  in  the  Manufacture  of  Woolen  Goods, 

and  their  Prevention.  Translated  from  the  second  German 
edition,  by  Arthur  Morris  and  Herbert  Robson.  8vo,  cloth, 
illustrated net,  $2 . 50 

Spinning  and  Weaving  Calculations  with  Special 

reference  to  Woolen  Fabrics.  Translated  from  the  German  by 
Chas.  Salter.  8vo,  cloth  illustrated net,  $5.00 

RICE,  J.  M.,  and  JOHNSON,  W.  W.  On  a New  Method 

of  Obtaining  the  Differential  of  Functions,  with  especial  refer- 
ence to  the  Newtonian  Conception  of  Rates  or  Velocities.  12mo, 
paper $0.50 

RIDEAL,  S.,  D.Sc.  Glue  and  Glue  Testing,  with  figures 

and  tables.  8vo,  cloth,  illustrated net,  $4.00 

RIPPER,  W.  A Course  of  Instruction  in  Machine  Drawing 

and  Design  for  Technical  Schools  and  Engineer  Students.  With 
52  plates  and  numerous  explanatory  engravings.  Folio,  cloth, 

net,  $6 . 00 

ROBERTSON,  L.  S.  Water- tube  Boilers.  Based  on  a 

short  course  of  Lectures  delivered  at  University  College,  London. 
With  upward  of  170  illustrations  and  diagrams.  8vo,  cloth, 
illustrated $3.00 

ROBINSON,  S.  W.  Practical  Treatise  on  the  Teeth  of 

Wheels,  with  the  theory  and  the  use  of  Robinson’s  Odontograph. 
Third  Edition,  revised,  with  additions.  16mo,  cloth,  illustrated. 
(Van  Nostrand’s  Science  Series.) $0.50 

ROEBLING,  J.  A.  Long  and  Short  Span  Railway  Bridges. 

Illustrated  with  large  copper-plate  engravings  of  plans  and  views. 
Imperial  folio,  cloth $25 . 00 

ROLLINS,  W.  Notes  on  X-Light.  With  152  full-page 

plates.  8vo,  cloth,  illustrated net,  $7 . 50 

ROSE,  J.,  M.E.  The  Pattern-makers’  Assistant.  Embrac- 

ing Lathe  Work,  Branch  Work,  Core  Work,  Sweep  Work  and 
Practical  Gear  Constructions,  the  Preparation  and  Use  of  Tools, 
together  with  a large  collection  of  useful  and  valuable  Tables. 
Ninth  Edition.  With  250  engravings.  8 vo,  cloth $2.50 
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ROSE,  J.,  M.E.  Key  to  Engines  and  Engine-running.  A 

Practical  Treatise  upon  the  Management  of  Steam-engines  and 
Boilers  for  the  use  of  those  who  desire  to  pass  an  examination  to 
take  charge  of  an  engine  or  boiler  With  numerous  illustrations, 
and  Instructions  upon  Engineers’  Calculations,  Indicators, 
Diagrams,.  Engine  Adjustments  and  other  Valuable  Information 
necessary  for  Engineers  and  Firemen  1 2mo , cloth  Illus . . S2  50 

ROWAN,  F.  J.  The  Practical  Physics  of  the  Modem 

Steam-boiler  With  an  Introduction  by  Prof  R.  H Thurston 
With  numerous  illustrations  and  diagrams  8vo,  cloth,  illus- 
trated  $7.50 

SABINE,  R.  History  and  Progress  of  the  Electric  Tele- 
graph. With  descriptions  of  some  of  the  apparatus  Second 
Edition,  with  additions  1 2mo  cloth  . . $1  25. 

SAELTZER,  A.  Treatise  on  Acoustics  in  Connection 

with  Ventilation  12mo  cloth $1.00 

SALOMONS,  Sir  D.,  M.A.  Electric-light  Installations. 

A Practical  Handbook  With  numerous  illustrations.  Vol.  I., 
The  Management  of  Accumulators.  Ninth  Edition,  revised  and 

mostly  rewritten.  12mo  cloth $1.50 

Vol.  II.  Seventh  Edition,  revised  and  enlarged.  Apparatus.  296 

illustrations.  12mo,  cloth $2.25 

Vol.  III.  Seventh  Edition  revised  and  enlarged.  Applications. 
12mo,  cloth $1.50 

SANFORD,  P.  G.  Nitro-explosives.  A Practical  Treatise 

concerning  the  Properties,  Manufacture  and  Analysis  of  Nitrated 
Substances,  including  the  Fulminates  Smokeless  Powders  and 
Celluloid.  8vo,  cloth,  270  pages $3.00 

SAUNDERS,  C H.  Handbook  of  Practical  Mechanics 

for  use  in  the  Shop  and  Draughting-room;  containing  Tables, 
Rules  and  Formuhc,  and  Solutions  of  Practical  Problems  bv 
Simple  and  Quick  Methods.  16mo,  limp  cloth $1.00 

SAUNNIER,  C.  Watchmaker’s  Handbook.  A Workshop 

Companion  for  those  engaged  in  Watchmaking  and  allied  Mechan- 
ical Arts.  Translated  by  J.  Tripplin  and  E.  Rigg.  Second  Edi- 
tion, revised,  with  appendix.  12mo,  cloth $3.50 

SCHELLEN,  H„,  Dr.  Magneto-electric  and  Dynamo- 

electric  Machines:  their  Construction  and  Practical  Application 
to  Electric  Lighting,  and  the  Transmission  of  Power.  Trans- 
lated from  the  third  German  edition  by  N.  S.  Keith  and  Percy 
Neymann,  Ph.D.  With  very  large  additions  and  notes  relating 
to  American  Machines,  by  N.  S.  Keith.  Vol.  1,  with  353  illus- 
trations. Second  Edition.  Svo,  cloth $5.00 
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SCHERER,  R.  Casein:  its  Preparation  and  Technical 

Utilization.  Translated  from  the  German.  8vo,  cloth,  illus- 
trated  net,  $3.00 

SCHMALL,  C.  N.  First  Course  in  Analytical  Geometry, 

Plane  and  Solid,  with  Numerous  Examples.  Containing  figures 
and  diagrams.  12mo,  cloth,  illustrated net,  $1 .75 

SCHMALL,  C.  N.,  and  SHACK,  S.  M.  Elements  of  Plane 

Geometry.  An  Elementary  Treatise.  With  many  examples  and 
diagrams.  12mo,  half  leather,  illustrated. net,  $1.25 

SCHMEER,  LOUIS.  Flow  of  Water:  A New  Theory  of 

the  Motion  of  Water  under  Pressure,  and  in  Open  Conduits.  8vo, 

cloth,  illustrated In  Press. 

SCHUMANN,  F.  A Manual  of  Heating  and  Ventilation 

in  its  Practical  Application,  for  the  use  of  Engineers  and  Archi- 
tects. Embracing  a Series  of  Tables  and  Formula  for  Dimensions 
of  Heating,  Flow  and  Return  Pipes  for  Steam  and  Hot- water 
Boilers,  Flues,  etc.  12mo,  illustrated,  full  roan $1.50 

SCHWEIZER,  V.  Distillation  of  Resins,  Resinate  Lakes 

and  Pigments;  Carbon  Pigments  and  Pigments  for  Typewriting 
Machines,  Manifolders,  etc.  A description  of  the  proper  methods 
of  distilling  resin-oils,  the  manufacture  of  resinates,  resin-var- 
nishes, resin-pigments  and  enamel  paints,  the  preparation  of  all 
kinds  of  carbon  pigments,  and  printers’  ink,  lithographic  inks 
and  chalks,  and  also  inks  for  typewriters,  manifolders,  and 
rubber  stamps.  With  tables  and  68  figures  and  diagrams.  8vo, 
cloth,  illustrated net,  $3.50 

SCIENCE  SERIES,  The  Van  Nostrand.  (Follows  end  of 

this  list.) 

SCRIBNER,  J.  M.  Engineers’  and  Mechanics’  Com- 
panion. Comprising  United  States  Weights  and  Measures, 
Mensuration  of  Superfices  and  Solids,  Tables  of  Squares  and 
Cubes,  Square  and  Cube  Roots,  Circumference  and  Areas  of 
Circles,  the  Mechanical  Powers.  Centres  of  Gravity,  Gravitation 
of  Bodies,  Pendulums,  Specific  Gravity  of  Bodies,  Strength, 
Weight  and  Crush  of  Materials,  Water-wheels,  Hydrostatics, 
Hydraulics,  Statics,  Centres  of  Percussion  and  Gyration,  Friction 
Heat,  Tables  of  the  Weight  of  Metals,  Scantling  etc.,  Steam 
and  Steam-engine.  Twenty-first  Edition,  revised.  16mo,  full 
morocco $1.50 
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SEATON,  A.  E.  A Manual  of  Marine  Engineering.  Com- 
prising the  Designing,  Construction  and  Working  of  Marine 
Machinery.  With  numerous  tables  and  illustrations  reduced  from 
Working  Drawings.  Fifteenth  Edition,  revised  throughout,  with 
an  additional  chapter  on  Water-tube  Boilers.  8vo,  cloth.  $6.00 

and  ROUNTHWAITE,  H.  M.  A Pocket-book  of 

Marine  Engineering  Rules  and  Tables.  For  the  use  of  Marine 
Engineers  and  Naval  Architects,  Designers,  Draughtsmen,  Super- 
intendents and  all  engaged  in  the  design  and  construction  of 
Marine  Machinery,  Naval  and  Mercantile.  Seventh  Edition, 
revised  and  enlarged.  Pocket  size.  Leather,  with  diagrams.  $3 . 00 

SEIDELL,  A.  Handbook  of  Solubilities.  i2mo,  cloth. 

In  Press. 

SEVER,  G.  F.,  Prof.  Electrical  Engineering  Experi- 
ments and  Tests  on  Direct-current  Machinery.  With  diagrams 
and  figures.  8vo  pamphlet,  illustrated net,  $1 . 00 

and  TOWNSEND,  F.  Laboratory  and  Factory  Tests 

in  Electrical  Engineering.  Second  Edition.  Svo,  cloth,  illus- 
trated  net,  $2.50 

SEWALL,  C.  H.  Wireless  Telegraphy.  With  diagrams 

and  engravings.  Second  Edition,  corrected.  8vo,  cloth,  illus- 
trated  net,  $2 . 00 

Lessons  in  Telegraphy.  For  use  as  a text-book 

in  schools  and  colleges,  or  for  individual  students.  Illustrated. 

12mo,  cloth $1.00 

SEWELL,  T.  Elements  of  Electrical  Engineering.  A 

First  Year’s  Course  for  Students.  Second  Edition,  revised,  with 
additional  chapters  on  Alternating- current  Working  and  Ap- 
pendix of  Questions  and  Answers.  With  many  diagrams,  tables 
and  examples.  8vo,  cloth,  illustrated,  432  pages net,  $3 . 00 

SEXTON,  A.  H.  Fuel  and  Refractory  Materials.  8vo, 

cloth $2.00 

Chemistry  of  the  Materials  of  Engineering.  A Hand- 
book for  Engineering  Students.  With  tables,  diagrams  and 
illustrations.  12mo,  cloth,  illustrated $2.50 


SEYMOUR,  A.  Practical  Lithography.  With  figures  and 

engravings.  8vo,  cloth,  illustrated net,  $2.50 
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SHAW,  S.  The  History  of  the  Staffordshire  Potteries,  and 

the  Rise  and  Progress  of  the  Manufacture  of  Pottery  and  Por- 
celain; with  references  to  genuine  specimens,  and  notices  of 
eminent  potters.  A re-issue  of  the  original  work  published  in 
1829.  8vo,  cloth,  illustrated net,  $3.00 

Chemistry  of  the  Several  Natural  and  Artificial 

Heterogeneous  Compounds  used  in  Manufacturing  Porcelain, 
Glass  and  Pottery.  Re-issued  in  its  original  form,  published  in 
1837.  8vo,  cloth net,  $5 . 00 

SHELDON,  S.,  Ph.D.,  and  MASON,  H.,  B.S.  Dynamo- 

electric  Machinery:  its  Construction,  Design  and  Operation,. 
Direct-current  Machines.  Fifth  Edition,  revised.  8vo,  cloth,  il- 
lustrated  net,  $2.50 

Alternating-current  Machines : being  the  second 

volume  of  the  author’s  “Dynamo-electric  Machinery:  its  Construc- 
tion, Design  and  Operation.”  With  many  diagrams  and  figures. 
(Binding  uniform  with  volume  I.)  Fourth  Edition.  8vo,  cloth, 

illustrated net,  $2.iQ 

SHIELDS,  J.  E.  Notes  on  Engineering  Construction. 

Embracing  Discussions  of  the  Principles  involved,  and  Descrip- 
tions of  the  Material  employed  in  Tunneling,  Bridging,  Canal  and 
Road  Building,  etc.  12mo,  cloth $1.50 

SHOCK,  W.  H.  Steam  Boilers:  their  Design,  Construc- 

tion and  Management.  4to,  half  morocco $15.00 

SHREVE,  S H.  A Treatise  on  the  Strength  of  Bridges 

and  Roofs.  Comprising  the  determination  of  algebraic  formulas 
for  strains  in  Horizontal,  Inclined  or  Rafter,  Triangular,  Bow- 
string, Lenticular  and  other  Trusses,  from  fixed  and  moving  loads, 
with  practical  applications  and  examples,  for  the  use  of  Students- 
and  Engineers.  87  woodcut  illustrations.  Fourth  Edition.  8vo, 
cloth $3.50' 

SHUNK,  W.  F.  The  Field  Engineer.  A Handy  Book 

of  practice  in  the  Survey,  Location  and  Track-work  of  Railroads, 
containing  a large  collection  of  Rules  and  Tables,  original  and 
selected,  applicable  to  both  the  Standard  and  Narrow  Gauge, 
and  prepared  with  special  reference  to  the  wants  of  the  young 
Engineer.  Sixteenth  Edition,  revised  and  enlarged.  With 
addenda  12mo,  morocco,  tucks $2.50 
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SIMMS,  F.  W.  A Treatise  on  the  Principles  and  Practice 

of  Leveling.  Showing  its  application  to  purposes  of  Railway 
Engineering,  and  the  Construction  of  Roads,  etc.  Revised  and 
corrected,  with  the  addition  of  Mr.  Laws’  Practical  Examples  for 
setting  out  Railway  Curves.  Illustrated.  8vo,  cloth $2.50 

Practical  Tunneling.  Fourth  Edition,  Revised  and 

greatly  extended.  With  additional  chapters  illustrating  recent 
practice  by  D.  Ivinnear  Clark.  With  36  plates  and  other  illustra- 
tions. Imperial  8vo,  cloth $8.00 

SIMPSON,  G.  The  Naval  Constructor.  A Vade  Mecum 

of  Ship  Design,  for  Students,  Naval  Architects,  Ship  Builders  and 
Owners,  Marine  Superintendents,  Engineers  and  Draughtsmen. 
12mo,  morocco,  illustrated,  500  pages net,  $5.00 

SLATER,  J.  W.  Sewage  Treatment,  Purification  and 

Utilization.  A Practical  Manual  for  the  Use  of  Corporations, 
Local  Boards,  Medical  Officers  of  Health,  Inspectors  of  Nuisances, 
Chemists,  Manufacturers,  Riparian  Owners,  Engineers  and  Rate- 
payers. 12mo,  cloth $2.25 

SMITH,  F.  E.  Handbook  for  Mechanics.  i2mo,  cloth, 

illustrated In  Press. 

Mechanics  for  Practical  Men.  8vo,  cloth,  about  400 

pp.,  illustrated In  Press. 

• I.  W.,  C.E.  The  Theory  of  Deflections  and  of  Lati- 

tudes and  Departures.  With  special  applications  to  Curvilinear 
Surveys,  for  Alignments  of  Railway  Tracks.  Illustrated.  16mo, 
morocco,  tucks $3.00 

J.  C.  Manufacture  of  Paint.  A Practical  Handbook 

for  Paint  Manufacturers,  Merchants  and  Painters  With  60  illus- 
trations and  one  large  diagram.  8vo,  cloth net,  $3 . 00 

SNELL,  A.  T.  Electric  Motive  Power:  The  Transmission 

and  Distribution  of  Electric  Power  by  Continuous  and  Alternate 
Currents.  With  a Section  on  the  Applications  of  Electricity  to 
Mining  Work.  Second  Edition.  8vo,  cloth,  illustrated. . net,  $4 .00 

SNOW,  W.  G.,  and  NOLAN,  T.  Ventilation  of  Buildings. 

16mo,  cloth.  (Van  Nostrand’s  Science  Series.) $0  50 

SODDY,  F.  Radio-Activity:  An  elementary  treatise 

from  the  standpoint  of  the  disintegration  theory.  With  40  figures 
and  diagrams.  8vo,  cloth,  illustrated net,  $3.00 
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SOXHLET,  D.  H.  Art  of  Dyeing  and  Staining  Marble, 

Artificial  Stone,  Bone,  Horn,  Ivory  and  Wood,  and  of  imitating 
all  sorts  of  Wood.  A practical  Handbook  for  the  use  of  Joiners, 
Turners,  Manufacturers  of  Fancy  Goods,  Stick  and  Umbrella 
Makers,  Comb  Makers,  etc.  Translated  from  the  German  by 
Arthur  Morris  and  Herbert  Robson,  B.Sc.  8vo,  cloth,  170 
pages net,  $2 . 50 

SPANG,  H.  W.  A Practical  Treatise  on  Lightning  Pro- 

tection. With  figures  and  diagrams.  12mo,  cloth $1.00 

SPEYERS,  C.  L.  Text-book  of  Physical  Chemistry. 

8 vo,  cloth $2.25 

STAHL,  A.  W.,  and  WOODS,  A.  T.  Elementary  Mechan- 
ism. A Text-book  for  Students  of  Mechanical  Engineering. 
Fifteenth  Edition.  12mo,  cloth $2.00 

STALEY,  C.,  and  PIERSON,  G.  S.  The  Separate  System 

of  Sewerage:  its  Theory  and  Construction.  Third  Edition, 

revised  and  enlarged.  With  chapter  on  Sewage  Disposal.  With 
maps,  plates  and  illustrations.  8vo,  cloth $3.00 

STANDAGE,  H.  C.  Leatherworkers’  Manual:  being  a 

Compendium  of  Practical  Recipes  and  Working  Formulae  for 
Curriers,  Boot-makers,  Leather  Dressers,  Blacking  Manufac- 
turers, Saddlers,  Fancy  Leather  Workers,  and  all  persons  en- 
gaged in  the  manipulation  of  leather.  8vo,  cloth net,  $3 . 50 

Sealing  Waxes,  Wafers,  and  Other  Adhesives.  For 

the  Household,  Office,  Workshop  and  Factory.  8vo,  cloth,  96 
pages net,  $2 . 00 

STEWART,  R.  W.  Text-book  of  Heat.  Illustrated.  8vo, 

cloth $1.00 

Text-book  of  Magnetism  and  Electricity.  160  Illus- 

trations and  numerous  examples.  12mo,  cloth $1.00 

STILES,  A.  Tables  for  Field  Engineers.  Designed  for 

Use  in  the  Field.  Tables  containing  all  the  Functions  of  a One 
Degree  Curve,  from  which  a corresponding  one  can  be  found  for 
any  required  Degree.  Also,  Tables  of  Natural  Sines  and  Tangents. 
12mo,  morocco,  tucks $2.00 
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STILLMAN,  P.  Steam-engine  Indicator  and  the  Improved 

Manometer  Steam  and  Vacuum  Gauges;  their  Utility  and  Appli- 
cation. New  edition.  12mo,  flexible  cloth $1.00 

STODOLA,  Dr.  A.  Steam  Turbines.  With  an  appendix 

on  Gas  Turbines,  and  the  future  of  Heat  Engines.  Authorized 
translation  by  Dr.  Louis  C.  Loewenstein  (Lehigh  University). 
With  241  cuts  and  3 lithographed  tables.  8vo,  cloth,  illustrated. 

net,  $4 . 50 

STONE,  R.,  Gen’l.  New  Roads  and  Road  Laws  in  the 

United  States.  200  pages,  with  numerous  illustrations.  12mo, 
cloth $1.00 

STONEY,  B.  D.  The  Theory  of  Stresses  in  Girders  and 

Similar  Structures.  With  Observations  on  the  Application  of 
Theory  to  Practice,  and  Tables  of  Strength  and  other  Properties 
of  Materials.  New  revised  edition,  with  numerous  additions  on 
Graphic  Statics,  Pillars,  Steel,  Wind  Pressure,  Oscillating  Stresses, 
Working  Loads,  Riveting,  Strength  and  Tests  of  Materials. 
777  pages,  143  illus.  and  5 folding-plates.  8vo,  cloth.  . . . $12.50 

SUFFLING,  E.  R.  Treatise  on  the  Art  of  Glass  Painting. 

Prefaced  with  a Review  of  Ancient  Glass.  With  engravings  and 
colored  plates.  8vo,  cloth net,  $3.50 

SWEET,  S.  H.  Special  Report  on  Coal,  Showing  its  Dis- 
tribution, Classification,  and  Costs  delivered  over  Different  Routes 
to  Various  Points  in  the  State  of  New  York  and  the  Principal 
Cities  on  the  Atlantic  Coast.  With  maps.  8vo>  cloth.  . . .$3.00 

SWOOPE,  C.  W.  Practical  Lessons  in  Electricity:  Prin- 
ciples, Experiments,  and  Arithmetical  Problems.  An  Elementary 
Text-book.  With  numerous  tables,  formulae,  and  two  large  in- 
struction plates.  8vo,  cloth,  illustrated.  Seventh  Edition,  .net,  $2.00 

TAILFER,  L.  Practical  Treatise  on  the  Bleaching  of 

Linen  and  Cotton  Yam  and  Fabrics.  With  tables  and  diagrams. 
Translated  from  the  French  by  John  Geddes  McIntosh.  8vo, 
cloth,  illustrated net,  $5.00 

TEMPLETON,  W.  The  Practical  Mechanic’s  Workshop 

Companion.  Comprising  a great  variety  of  the  most  useful 
rules  and  formulae  in  Mechanical  Science,  with  numerous  tables 
of  practical  data  and  calculated  results  facilitating  mechanical 
operations.  Revised  and  enlarged  by  W.  S.  Hutton.  12mo, 
morocco $2.00 
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THOM,  C.,  and  JONES,  W.  H.  Telegraphic  Connections: 

embracing  Recent  Methods  in  Quadruplex  Telegraphy.  20  full- 
page  plates,  some  colored.  Oblong,  8vo,  cloth $1.50 


THOMAS,  C.  W.  Paper-makers’  Handbook.  A Practical 

Treatise.  Illustrated In  Press. 


THOMPSON,  A.  B.  Oil  Fields  of  Russia  and  the  Russian 

Petroleum  Industry.  A Practical  Handbook  on  the  Explora- 
tion, Exploitation,  and  Management  of  Russian  Oil  Properties, 
including  Notes  on  the  Origin  of  Petroleum  in  Prussia,  a Descrip- 
tion of  the  Theory  and  Practice  of  Liquid  Fuel,  and  a Translation 
of  the  Rules  and  Regulations  concerning  Russian  Oil  Properties. 
With  numerous  illustrations  and  photographic  plates  and  a map 
of  the  Balakhany-Saboontchy-Romany  Oil  Field.  8vo,  cloth, 
illustrated net,  $7 . 50 


THOMPSON,  E.  P.,  M.E.  How  to  Make  Inventions; 

or,  Inventing  as  a Science  and  an  Art.  A Practical  Guide  for 
Inventors.  Second  Edition.  8vo,  boards $0.50 


Roentgen  Rays  and  Phenomena  of  the  Anode  and 

Cathode.  Principles,  Applications,  and  Theories.  For  Students, 
Teachers,  Physicians,  Photographers,  Electricians  and  others. 
Assisted  by  Louis  M.  Pignolet,  N.  D.  C.  Hodges  and  Ludwig 
Gutmann,  E.E.  With  a chapter  on  Generalizations,  Arguments, 
Theories,  Kindred  Radiations  and  Phenomena.  By  Professor  Wm. 
Anthony.  50  diagrams,  40  half-tones.  8 vo,  cloth $1.00 

THOMPSON,  W.  P.  Handbook  of  Patent  Law  of  All 

Countries.  Thirteenth  Edition,  completely  revised,  March,  1905. 
16mo,  cloth $1.50 

THORNLEY,  T.  Cotton  Combing  Machines.  With  Nu- 
merous tables,  engravings  and  diagrams.  8vo,  cloth,  illustrated, 
343  pages net,  $3.00 

THURSO,  J.  W.  Modem  Turbine  Practice  and  Water- 

Power  Plants.  With  eighty-eight  figures  and  diagrams.  8vo, 
cloth,  illustrated net,  $4.00 


TOCH,  M.  Chemistry  and  Technology  of  Mixed  Paints. 

8vo,  cloth In  Press. 
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TODD,  J.,  and  WHALL,  W.  B.  Practical  Seamanship 

for  Use  in  the  Merchant  Service:  including  all  ordinary  subjects; 
also  Steam  Seamanship,  Wreck  Lifting,  Avoiding  Collision.  Wire 
Splicing,  Displacement  and  everything  necessary  to  be  known 
by  seamen  of  the  present  day.  Fifth  Edition,  with  247  illus- 
trations and  diagrams.  8vo,  cloth net,  $7 . 50 

TOMPKINS,  A.  E.  Text-book  of  Marine  Engineering. 

Second  Edition,  entirely  rewritten,  rearranged,  and  enlarged.  With 
over  250  figures,  diagrams,  and  full-page  plates.  8vo,  cloth, 
illustrated net,  $6.00 

TOOTHED  GEARING.  A Practical  Handbook  for  Offices 

and  Workshops.  By  a Foreman  Patternmaker.  184  illustra- 
tions. 12mo,  cloth $2.25 

TRATMAN,  E.  E.  R.  Railway  Track  and  Track-work. 

With  over  200  illustrations.  8vo,  cloth $3.00 

TRAVERSE  TABLE,  Showing  Latitude  and  Departure 

for  each  Quarter  Degree  of  the  Quadrant,  and  for  Distances  from  1 
to  100,  to  which  is  appended  a Table  of  Natural  Sines  and  Tan- 
gents for  each  five  minutes  of  the  Quadrant.  (Reprinted  from 
Scribner’s  Pocket  Table  Book.)  Van  Nostrand’s  Science  Series. 


16mo,  cloth $0.50 

Morocco $1.00 

TRINKS,  W.,  and  HOUSUM,  C.  Shaft  Governors.  i6mo, 

cloth,  illustrated.  (Van  Nostrand’s  Science  Series.) $0.50 


TUCKER,  J.  H.,  Dr.  A Manual  of  Sugar  Analysis,  in- 
cluding the  Applications  in  General  of  Analytical  Methods  to  the 
Sugar  Industry.  With  an  Introduction  on  the  Chemistry  of 
Cane-sugar,  Dextrose,  Levulose,  and  Milk-sugar.  Sixth  Edition. 
8vo,  cloth,  illustrated.  $3.50 

TUMLIRZ,  0.,  Dr.  Potential  and  its  Application  to  the 

Explanation  of  Electrical  Phenomena,  Popularly  Treated.  Trans- 
lated from  the  German  by  D.  Robertson.  12mo,  cloth,  ill.  $1 .25 

TUNNER,  P.  A.  Treatise  on  Roll-turning  for  the  Manu- 
facture of  Iron.  Translated  and  adapted  by  John  B.  Pearse.  of 
the  Pennsylvania  Steel  Works,  with  numerous  engravings,  wood- 


cuts.  8vo,  cloth,  with  folio  atlas  of  plates $10.00 

TURBAYNE,  A.  A.  Alphabets  and  Numerals.  With  27 

plates.  4to,  boards $2.00 
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UNDERHILL,  C.  R.  The  Electro-magnet.  New  and 

revised  edition.  8vo,  cloth,  illustrated net,  $1.50 

URQUHART,  J.  W.  Electric  Light  Fitting.  Embodying 

Practical  Notes  on  Installation  Management.  A Handbook  for 
Working  Electrical  Engineers.  With  numerous  illustrations. 
12mo,  cloth $2.00 

Electro-plating.  A Practical  Handbook  on  the  Depo- 
sition of  Copper,  Silver,  Nickel,  Gold,  Brass,  Aluminium,  Plati- 
num, etc.  Fourth  Edition.  12mo $2.00 

Electrotyping.  A Practical  Manual  Forming  a New 

and  Systematic  Guide  to  the  Reproduction  and  Multiplication  of 
Printing  Surfaces,  etc.  12mo $2.00 

Electric  Ship  Lighting.  A Handbook  on  the  Practical 

Fitting  and  Running  of  Ship’s  Electrical  Plant.  For  the  Use  of 
Ship  Owners  and  Builders,  Marine  Electricians  and  Sea-going 


Engineers-in-Charge.  Illustrated.  12mo,  cloth $3.00 

UNIVERSAL  TELEGRAPH  CIPHER  CODE.  Arranged 

for  General  Correspondence.  12mo,  cloth $1.00 


VAN  NOSTRAND’S  Chemical  Annual,  based  on  Bieder- 

mann’s  “Chemiker  Kalender.”  Edited  by  Prof.  J.  C.  Olsen,  with 
the  co-operation  of  Eminent  Chemists.  First  year  of  issue  1906. 
12mo,  cloth,  illustrated In  Press. 

Engineering  Magazine.  Complete  Sets,  1869  to  1886 

inclusive.  35  vols.,  in  cloth $60.00 

“ “ in  half  morocco $100.00 

Year  Book  of  Mechanical  Engineering  Data.  With 

many  tables  and  diagrams.  (First  Year  of  issue  1906.)  In  Press. 

VAN  WAGENEN,  T.  F.  Manual  of  Hydraulic  Mining. 

For  the  Use  of  the  Practical  Miner.  Revised  and  enlarged  edition. 
18mo,  cloth $1.00 

VILLON,  A.  M.  Practical  Treatise  on  the  Leather  Industry. 

With  many  tables  and  illustrations  and  a copious  index.  A trans- 
lation of  Villon’s  “Traite  Pratique  de  la  Fabrication  des  Cuirs  et 
du  Travail  des  Peaux,”  by  Frank  T.  Addyman,  B.Sc.  8vo, 
cloth,  illustrated net,  $10.00 
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VINCENT,  C.  Ammonia  and  its  Compounds:  their 

Manufacture  and  Uses.  Translated  from  the  French  by  M.  J. 
Salter.  8vo,  cloth,  illustrated net,  $2.00 

VOLK,  C.  Haulage  and  Winding  Appliances  Used  in 

Mines.  With  plates  and  engravings.  Translated  from  the  Ger- 
man. 8vo,  cloth,  illustrated net,  $4 . 00 

VON  GEORGIEVICS,  G.  Chemical  Technology  of  Textile 

Fibres:  their  Origin,  Structure,  Preparation,  Washing,  Bleaching, 
Dyeing,  Printing,  and  Dressing.  Translated  from  the  German 
by  Charles  Salter.  With  many  diagrams  and  figures.  8vo,  cloth, 

illustrated.  306  pages net,  $4 . 50 

Contents. — The  Textile  Fibres;  Washing,  Bleaching,  and  Car- 
bonizing; Mordants  and  Mordanting;  Dyeing,  Printing,  Dressing 
and  Finishing;  Index. 

Chemistry  of  Dyestuffs.  Translated  from  the  Second 

German  edition  by  Chas.  Salter.  8vo,  cloth,  412  pages. . . net,  $4 . 50 

WABNER,  R.  Ventilation  in  Mines.  Translated  from 

the  German  by  Charles  Salter.  With  plates  and  engravings. 
8vo,  cloth,  illustrated,  240  pages net,  $4 . 50 

WADE,  E.  J.  Secondary  Batteries:  their  Theory,  Con- 
struction and  Use.  With  innumerable  diagrams  and  figures. 
8vo,  cloth,  illustrated,  492  pages net,  $4.00 

WALKER,  F.,  C.E.  Aerial  Navigation.  A Practical 

Handbook  on  the  Construction  of  Dirigible  Balloons,  Aerostats, 
Aeroplanes  and  Aeromotors.  With  diagrams,  tables  and  illus- 
trations. 8vo,  cloth,  illustrated,  151  pages net,  $3.00 

WALKER,  S.  F.  Electrical  Engineering  in  Our  Homes 

and  Workshops.  A Practical  Treatise  on  Auxiliary  Electrical 
Apparatus.  Third  Edition,  revised,  with  numerous  illustrations. 
8vo,  cloth $2.00 

— — Electric  Lighting  for  Marine  Engineers,  or  How  to 

Light  a Ship  by  the  Electric  Light  and  How  to  Keep  the  Apparatus 
in  Order.  Second  Edition.  103  illus.,  8vo,  cloth $2.00 

WALKER,  W.  H.  Screw  Propulsion.  Notes  on  Screw 

Propulsion ; its  Rise  and  History.  8vo,  cloth $0.75 

WALLING,  B.  T.,  Lieut.  Com.  U.S.N.,  and  MARTIN,  JULIUS. 

Electrical  Installations  of  the  United  States  Navy.  With  many 
diagrams  and  engravings.  8vo,  cloth,  illustrated In  Press 
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WALLIS  TAYLER,  A.  J.  Bearings  and  Lubrication.  A 

Handbook  for  Every  user  of  Machinery.  Fully  illustrated.  8vo, 
cloth $1.50 

Modem  Cycles,  a Practical  Handbook  on  Their  Con- 

struction and  Repair.  With  300  illustrations.  8vo,  cloth.  $4 . 00 

Motor  Cars,  or  Power  Carriages  for  Common  Roads. 


With  numerous  illustrations.  8 vo,  cloth $1.80 

- Motor  Vehicles  for  Business  Purposes.  8vo,  cloth, 

illustrated net.  $3.50. 

- Refrigerating  and  Ice-making  Machinery.  A Descrip- 


tive Treatise  for  the  use  of  persons  employing  refrigerating  and 
ice-making  installations,  and  others.  8vo,  cloth,  illustrated.  $3 . 00 

— — Refrigeration  and  Cold  Storage : being  a Complete 

practical  treatise  on  the  art  and  science  of  refrigeration.  600 
pages,  361  diagrams  and  figures.  8vo,  cloth  net,  $4 . 50 

Sugar  Machinery.  A Descriptive  Treatise,  devoted 

to  the  Machinery  and  Apparatus  used  in  the  Manufacture  of 
Cane  and  Beet  Sugars.  12mo,  cloth,  illustrated $2.00 

WANKLYN,  J.  A.  A Practical  Treatise  on  the  Exam- 
ination of  Milk  and  its  Derivatives,  Cream,  Butter  and  Cheese. 
12mo,  cloth $1.00 

Water  Analysis.  A Practical  Treatise  on  the  Exam- 

ination of  Potable  Water.  Tenth  Edition.  12mo,  cloth.  ..  . $2.00 

WANSBROUGH,  W.  D.  The  A B C of  the  Differential 

Calculus.  12mo,  cloth $1.50 

WARD,  J.  H.  Steam  for  the  Million.  A Popular  Treat- 
ise on  Steam,  and  its  application  to  the  Useful  Arts,  especially  to 
Navigation.  8vo,  cloth $1.00 

WARING,  G.  E.,  Jr.  Sewerage  and  Land  Drainage. 

Illustrated  with  woodcuts  in  the  text,  and  full-page  and  folding 
plates.  New  Edition In  Press. 

Modem  Methods  of  Sewage  Disposals  for  Towns, 

Public  Institutions  and  Isolated  Houses.  Second  Edition,  revised 
and  enlarged.  260  pages.  Illustrated.  Cloth $2.00 
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WARING,  G.  E.,  Jr.  How  to  Drain  a House.  Practical 

Information  for  Householders.  Third  Edition , enlarged.  12mo, 
cloth $1.25 

WARREN,  F.  D.  Handbook  on  Reinforced  Concrete. 

16mo,  cloth,  illustrated net,  $2.50 


WATSON,  E.  P.  Small  Engines  and  Boilers.  A Manual 

of  Concise  and  Specific  Directions  for  the  Construction  of  Small 
Steam-engines  and  Boilers  of  Modem  Types  from  five  Horse- 
power down  to  model  sizes.  Illustrated  with  Numerous  Dia- 
grams and  Half-tone  Cuts.  12mo,  cloth $1.25 

WATT,  A.  Electro-plating  and  Electro-refining  of  Metals : 

being  a new  edition  of  Alexander  Watts’  “Electro-Deposition.” 
Revised  and  largely  rewritten  by  Arnold  Philip,  B.Sc.  With 
numerous  figures  and  engravings.  8vo,  cloth,  illustrated,  680 
pages net,  $4 . 50 


- Electro-metallurgy  Practically  Treated.  Eleventh 

Edition,  considerably  enlarged.  12mo,  cloth $1.00 


- The  Art  of  Soap-making.  A Practical  Handbook  of 

the  Manufacture  of  Hard  and  Soft  Soaps,  Toilet  Soaps,  etc.  In- 
cluding many  New  Processes,  and  a Chapter  on  the  Recovery  of 
Glycerine  from  Waste  Lyes.  With  illustrations.  Fifth  Edition, 
revised  and  enlarged.  8vo,  cloth $3.00 


The  Art  of  Leather  Manufacture:  being  a Practical 

Handbook,  in  which  the  Operations  of  Tanning,  Currying  and 
Leather  Dressing  are  Fully  Described,  and  the  Principles  of 
Tanning  Explained,  and  many  Recent  Processes  Introduced. 
With  numerous  illustrations.  New  Edition In  Press. 

WEALE,  J.  A Dictionary  of  Terms  Used  in  Architecture, 

Building,  Engineering,  Mining,  Metullargy,  Archaeology,  the  Fine 
Arts,  etc.,  with  explanatory  observations  connected  with  applied 
Science  and  Art.  Fifth  Edition,  revised  and  corrected.  12mo, 
cloth $2.50 

WEBB,  H.  L.  A Practical  Guide  to  the  Testing  of  Insu- 

lated Wires  and  Cables  Illustrated.  12mo,  cloth $1.00 


- The  Telephone  Handbook.  128  Illustrations.  146 

pages.  16mo,  cloth $1.00 
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WEEKES,  R.  W.  The  Design  of  Alternate  Current  Trans- 

formers. Illustrated.  12mo,  cloth $1.00 

WEISBACH,  J.  A Manual  of  Theoretical  Mechanics. 

Ninth  American  edition.  Translated  from  the  fourth  augmented 
and  improved  German  edition,  with  an  Introduction  to  the  Calculus 
by  Eckley  B.  Coxe,  A.M.,  Mining  Engineer.  1,100  pages  and  902 

woodcut  illustrations.  8 vo,  cloth $6.00 

Sheep $7.50 

and  HERRMANN,  G.  Mechanics  of  Air  Machinery. 

Authorized  translation,  with  an  appendix  on  American  practice 
by  A.  Trowbridge.  With  figures,  diagrams,  and  folding  plates. 
8vo,  cloth,  illustrated net,  $3.75 

WESTON,  E.  B.  Tables  Showing  Loss  of  Head  Due  to 

Friction  of  Water  in  Pipes.  Second  Edition.  12mo,  cloth.  . $1.50 

WEYMOUTH,  F.  M.  Drum  Armatures  and  Commutators. 

(Theory  and  Practice.)  A complete  Treatise  on  the  Theory 
and  Construction  of  Drum  Winding,  and  of  commutators  for 
closed-coil  armatures,  together  with  a full  resume  of  some  of  the 
principal  points  involved  in  their  design,  and  an  exposition  of 
armature  reactions  and  sparking.  8vo,  cloth $3.00 

WHEELER,  J.  B.,  Prof.  Art  of  War.  A Course  of 

Instruction  in  the  Elements  of  the  Art  and  Science  of  War,  for 
the  Use  of  the  Cadets  of  the  United  States  Military  Academy, 
West  Point,  N.  Y.  12mo,  cloth $1.75 

Field  Fortifications.  The  Elements  of  Field  Forti- 
fications, for  the  Use  of  the  Cadets  of  the  United  States  Military 
Academy,  West  Point,  N.  Y.  12mo,  cloth $1.75 

WHIPPLE,  S.,  C.E.  An  Elementary  and  Practical  Treatise 

on  Bridge  Building.  8vo,  cloth $3.00 

WHITE,  W.  H.,  K.C.B.  A Manual  of  Naval  Architecture, 

for  use  of  Officers  of  the  Royal  Navy,  Officers  of  the  Mercantile 
Marine,  Yachtsmen,  Shipowners  and  Shipbuilders.  Containing 
many  figures,  diagrams  and  tables.  Thick,  8vo,  cloth,  illus- 
trated  $9.00 

WILKINSON,  H.  D.  Submarine  Cable-laying,  Repairing, 

and  Testing.  8vo,  cloth.  New  Edition In  Press. 
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WILLIAMSON,  R.  S.  On  the  Use  of  the  Barometer  on 

Surveys  and  Reconnoissances.  Part  I.  Meteorology  in  its  Con- 
nection with  Hypsometry.  Part  II.  Barometric  Hypsometry. 
With  illustrative  tables  and  engravings.  4to,  cloth....  $15.00 

— — Practical  Tables  in  Meteorology  and  Hypsometry,  in 

connection  with  the  use  of  the  Barometer.  4to,  cloth $2  50 

WILSON,  G.  Inorganic  Chemistry,  with  New  Notation. 

Revised  and  enlarged  by  H.  G.  Madam  New  edition.  12mo, 
cloth $2.00 

WILLSON,  F.  N.  Theoretical  and  Practical  Graphics. 

An  Educational  Course  on  the  Theory  and  Practical  Applications 
of  Descriptive  Geometry  and  Mechanical  Drawing.  Prepared 
for  students  in  General  Science,  Engraving,  or  Architecture. 
Third  Edition,  revised.  4to,  cloth,  illustrated net,  $4.00 


- Note-taking,  Dimensioning  and  Lettering.  4to,  Cloth, 

illustrated net,  $1 . 25 

-Third  Angle  Method  of  Making  Working  Drawings. 

4to,  cloth,  illustrated net,  $1.25 


Some  Mathematical  Curves,  and  Their  Graphical 

Construction.  4to,  cloth,  illustrated net,  $1.50 

Practical  Engineering,  Drawing,  and  Third  Angle 

Projection.  4to,  cloth,  illustrated net,  $2.80 

Shades,  Shadows,  and  Linear  Perspective.  4to,  Cloth. 

illustrated net,  $1 . 00 

— — Descriptive  Geometry  — Pure  and  Applied,  with  a 

chapter  on  Higher  Plane  Curves,  and  the  Helix.  4to,  cloth 
illustrated net.  $3 . 00 

WINKLER,  C.,  and  LUNGE,  G.  Handbook  of  Technical 

Gas- Analysis.  With  figures  and  diagrams.  Second  English  edi- 
tion. Translated  from  the  third  greatly  enlarged  German  edition, 
with  some  additions  by  George  Lunge,  Ph.D.  8vo,  cloth,  illus- 
trated, 190  pages $4.00 
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WOODBURY,  D.  V.  Treatise  on  the  Various  Elements 

of  Stability  in  the  Well-proportioned  Arch.  With  numerous 
tables  of  the  Ultimate  and  Actual  Thrust.  8vo,  half  morocco. 
Illustrated $4.00 

WRIGHT,  A.  C.  Analysis  of  Oils  and  Allied  Substances. 

8vo,  cloth,  illustrated,  24.1  pages net,  $3 . 50 

Simple  Method  for  esting  Painters’  Materials.  8vo, 

cloth,  160  pages : net,  $2.50 
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